4 
BLM LIBRARY 2 


rere 


HYDROELECTRIC POWER RESOURCES 
OF SIME UNITED STATES 


DEVELOPED AND UNDEVELOPED 
JANUARY 1, 1964 


FEDERAL POWER COMMISSION 
WASHINGTON 


7 - 


a WW: AADLFSCE47 


HYDROELECTRIC POWER RESOURCES 
OPP eWNTL ED > PATES 


DEVELOPED AND UNDEVELOPED 
JANUARY 1, 1964 


LM Library 
e ederal Center 


Bidg. 50, OC-521 


FEDERAL POWER COMMISSION 
WASHINGTON : NOVEMBER 1964 


For sale by the Superintendent of Documents, U.S. Government Printing Office 
(Washington, D.C., 20402 - Price $1.50 


FEDERAL POWER COMMISSION 


JOSEPH C. SWIDLER, Chairman 
DAVID S. BLACK, Vice Chairman 
LAWRENCE J. O’CONNOR, JR. 


CHARLES R. ROSS 


JOSEPH H. GUTRIDE, Secretary 


Prepared by the 


Bureau of Power, Federal Power Commission 


PREFACE 


This publication, the fourth in this series 
issued by the Federal Power Commission, 
presents data as of January 1, 1964, on capacity, 
generation, and other characteristics of devel- 
oped and undeveloped hydroelectric power 
resources of the United States. Statistics are 
shown by major drainages and river basins 
and by geographic divisions and States. This 
series of reports is the only single source of 
such data in the United States. Earlier 
editions were published for the years 1960, 
1957, and 1953. 

The present report contains several important 
features not included in the 1960 and earlier 
editions. Information on usable power storage 
capacities is shown, for the first time, in the 
listings of developed and undeveloped power- 
sites. The current listings of undeveloped 
powersites generally do not include potential 
projects with installed capacities of less than 
5,000 kilowatts; in the 1960 edition, potential 
projects with installations of less than 1,500 
kilowatts were generally excluded. Data for 
the States of Alaska and Hawaii have been 
incorporated in the tables and summaries; in 
the 1960 edition these data were presented in 
a supplement at the end of the publication. 
In addition, a new section dealing with trends 
in hydroelectric power development has been 
added, following the summary of the report. 
However, the formats of the tables in this 
report are generally the same as those used in 
the 1960 edition. 

The principal listings and summaries of 
developed and undeveloped hydroelectric power 
given in this report include only conventional 
power installations. Pumped storage projects 
are discussed separately at the end of the 
text. 

Many changes have taken place since the 
last edition in 1960 that affect the amounts of 
developed and undeveloped hydroelectric power. 


Many new plants have been built and a number 
of constructed plants have had their installations 
enlarged. Some existing plants, generally of 
small size, have been abandoned or dismantled. 

New surveys of river basins by various 
Federal and non-Federal entities, covering 
water resources development for a number of 
purposes including hydroelectric power pro- 
duction, have provided additional information 
on undeveloped powersites. Detailed studies 
and investigations have been made of many 
individual sites. These appraisals have in- 
cluded consideration of the growing need for 
larger installations to operate at low plant 
factors for peaking purposes. As a result of 
the more recent studies, a number of new 
potential powersites are included and some 
previously reported sites are shown to have 
greater potentialities than previously estimated. 
Conversely, other sites once considered for 
possible future development have been dis- 
carded as lacking either engineering or economic 
feasibility. 

Federal Power Commission studies with 
respect to the hydroelectric power resources of 
the United States are made under the provisions 
of section 4(a) of the Federal Power Act, 
which authorizes the Commission “‘to make 
investigations and to collect and record data 
concerning the utilization of the water resources 
of any region to be developed . 4 Pab- 
lication of the results of these studies, as they 
relate to the development of hydroelectric 
power, is authorized by section 4(d) of the 
Federal Power Act. 

Other Commission publications relating to 
electric power resources development in the 
United States are the two annuals, ‘“Hydro- 
electric Plant Construction Cost and Annual 
Production Expenses” and ‘Steam-Electric 
Plant Construction Cost and Annual Production 
Expenses.” 
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HYDROELECTRIC POWER RESOURCES OF THE UNITED STATES 
DEVELOPED AND UNDEVELOPED 
JANUARY 1, 1964 


SUMMARY 


The total potential hydroelectric power of 
contiguous United States, Alaska, and Hawaii 
is estimated, as of January 1, 1964, to be 
about 156.0 million kilowatts of capacity having 
an average energy production rate of about 
648 billion kilowatt-hours annually. About 
40.2 million kilowatts, or 26 percent of the 
total potential, are now developed, with an 
average annual energy production of about 202 
billion kilowatt-hours. Of the remaining (un- 
developed) potential hydroelectric power of 
115.8 million kilowatts, with a corresponding 
average annual energy production of about 446 
billion kilowatt-hours, about 10.9 million kilo- 
watts were under construction at the beginning 
of 1964. These totals are subject to revision 
as additional information is obtained, based on 
new and more detailed investigations. Fur- 
ther, it cannot now be foreseen what part of 
the undeveloped potential will be found to be 
economical or practicable of development. 
However, the estimate serves to indicate, from 
a long-range view, the overall hydroelectric 
power potentialities of the United States. 

Developed hydroelectric capacity for the 50 
States increased sharply, 8.2 million kilowatts, 
or 26 percent, since January 1, 1960, as indi- 
cated in the following tabulation: 


Installed capacity 


(millions of kilowatts) Percent 
Stage of development increase, 
1960-64 
Jan. 1, 1960 | Jan. 1, 1964 
MevOoped..-.2<--L-<--5-22-.1 32. 40. 2 26 
Windeveloped........--.-.--.- 114.3 115.8 1 
Total potential. _______- 146.3 156.0 7 


The total estimates of potential capacity in- 
creased by 9.7 million kilowatts during this 
4-year period. This substantial increase in the 
estimate occurs despite the exclusion from the 
listings as of January 1, 1964, of a large number 


of relatively small undeveloped hydroelectric 
projects. A large part of the increase results 
from the reappraisal of the potential of both 
developed and undeveloped sites to reflect the 
need for larger installations to serve in the 
peaks of growing powerloads. An example of 
such reappraisal is the current planning for the 
installation of an additional 3,600,000 kilowatts 
at the existing Grand Coulee Dam. 

The installed capacity of hydroelectric power 
resources as of January 1, 1964, listed in the 


various tables in this report, is summarized in 


national totals in the following tabulation, by 
stage of development and by authorization— 
Federal Power Commission licensed, Federal 
authorized, and other. 


Installed capacity (millions of 
kilowatts) 


Stage of development 


FPC Federal 


licensed au- Other | Total 
thorized 
Developed ee. eee cok ces. ose Wie 16.9 5.6 40. 2 
Undeveloped: 
Under construction-__--..---- 4.6 6. 2 jal 10.9 
Not under construction_-_---- 4.9 9.3 90. 7 104.9 
Motalpotventialeesesconee=s= PH fa Ge 32. 4 96. 4 156. 0 


Selected characteristics of the current hydro- 
electric power resources shown in the detailed 
listings in this report are summarized by stage 
of development and by major drainages in 
table A, and by stage of development and by 
geographic divisions in table B. The major 
drainages are outlined on chart 1, which depicts 
for each drainage the developed and un- 
developed hydroelectric capacity. The geo- 
graphic divisions are outlined on chart 2, 
which shows for each division the same type 
of information on hydroelectric capacity. The 
descriptions of the major drainages and geo- 
eraphic divisions are given on the following 


page. 


DESCRIPTION OF BOUNDARIES 


Major Drainages 


The river basins of the United States are grouped into 16 major drainages. 
Each covers an area with boundaries coinciding with natural drainage features. 
The boundaries of these major drainages conform generally to the boundaries 
of the areas adopted by the U.S. Geological Survey as a basis for its publica- 
tion of streamflow measurements, with some adjustments in the grouping of 
river basins. The States of Alaska and Hawaii are included as separate major 
drainages. 

These major drainages and the river systems which they comprise are: 
Hudson Bay: the U.S. portions of river systems draining into Hudson Bay; 
Great Lakes-St. Lawrence: all river systems in the United States draining 
into the Great Lakes or the St. Lawrence River; North Atlantic: the US. 
portions of river systems draining into the Atlantic Ocean starting with the 
St. John River, Maine, and extending to and including the York River, Va.; 
South Atlantic: the remaining river systems draining into the Atlantic Ocean 
starting with the James River, Va.; Eastern Gulf: river systems draining into 
the Gulf of Mexico east of the Mississippi River; Western Gulf: river systems 
draining into the Gulf of Mexico west of the Mississippi River; Lower Missis- 
sippi Rwer: Mississippi River and tributaries from its mouth to the Missouri 
River, excluding the Ohio River Basin; Upper Mississippi River: Mississippi 
River and all tributaries above the mouth of the Missouri River; Ohio River: 
the Ohio River and its tributaries; Missouri River: the Missouri River and its 
tributaries; Great Basin: all river systems within the Great Basin; North 
Pacific: river systems draining into the Pacific Ocean along the Washington- 
Oregon coastline; South Pacific: river systems draining into the Pacific Ocean 
along the California coastline; Colorado River: the Colorado River and its 
tributaries; Alaska: the U.S. portions of river systems in the State of Alaska; 
and Hawaii: all river systems in the State of Hawaii. (See chart 1.) 


Geographic Divisions 


The States are grouped into 11 geographic divisions. The grouping used 
by the Bureau of the Census in presenting census statistics has been adopted 
for the contiguous United States. The States of Alaska and Hawaii are in- 
cluded as separate geographic divisions. These geographic divisions and the 
States which they comprise are: New England: Maine, New Hampshire, 
Vermont, Massachusetts, Rhode Island, Connecticut; Middle Atlantic: New 
York, New Jersey, Pennsylvania; Hast North Central: Ohio, Indiana, Illinois, 
Michigan, Wisconsin; West North Central: Minnesota, Iowa, North Dakota, 
South Dakota, Nebraska, Kansas; South Atlantic: Delaware, Maryland, Dis- 
trict of Columbia, Virginia, West Virginia, North Carolina, South Carolina, 
Georgia, Florida; Hast South Central: Kentucky, Tennessee, Alabama, Missis- 
sippi; West South Central: Arkansas, Louisiana, Oklahoma, Texas; Mountain: 
Montana, Idaho, Wyoming, Colorado, New Mexico, Arizona, Utah, Nevada; 
Pacific: Washington, Oregon, California; Alaska: Alaska; and Hawavi: Hawaii. 
(See chart 2.) 
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CHART 2 


SUMMARY TABLE A - HYDROELECTRIC POWER RESOURCES OF THE UNITED STATES 
BY MAJOR DRAINAGES 


As of January 1, 1964 


GREAT LAKES- 
ST. LAWRENCE 
RIVER 


LOWER UPPER 
MISSISSIPPI MISSISSIPPI 
RIVER RIVER 


NORTH 
PACIFIC 


COLORADO 
RIVER 


SOUTH 
PACIFIC 


UNITED HUDSON 
STATES BAY 


DEVELOPED 


1,602 


NORTH 
ATLANTIC 


EASTERN WESTERN 
GULF GULF 


MISSOURI 
RIVER 


SOUTH 
ATLANTIC 


ALASKA HAWAI! 


125 4] 24 


158 


Number of plants 310 336 131 33 27 20 135 75 75 83 


TOTAL INSTALLED CAPACITY, kw 40,230,291 4,041,797 2,499,630 2,771,340 1,339, 213 345,618 1,031,610 609, 427 4,563, 292 2,618,826 483,821 13,589,081 4,219,367 1,994,495 89,562 
Percent of U. S. total 100 10 6 7 3 1 3 7 1 : 1 34 10 5 ne 
AVERAGE ANNUAL GENERATION, 1,000 kwh 201,918,565 24,861,300 10,715,270 6,816, 150 4,798,800 1,046,700 2,785,900 3,125,825 19,582,700 12, 200,000 1,720, 200 85,851,700 20,407,300 7,503,380 328,540 


7 
761,850 


] 
30,000 


25 
6,673,670 


10 
1,806,700 


124 
16,856,272 


] 
18,400 


] 
3,000 


] 
2, foe 


33 
3,536,400 


23 
1,994,050 


3 
10,650 


Number of Federal plants 
Total Federal capacity, kw 


4 
762,000 


4 
320,000 


3 
85,800 


8 
851,000 


79 
2,883,337 


13 
39,625 


61 
6,141,108 


8 
25,407 


33 
218,500 


14 
665, 220 


16 
558,238 


31 
106,485 


366 
17,739,813 


22 
3,045,574 


39 
1,347,289 


28 
1,605,555 


15 
908,675 


] 
22,500 


4 
167,700 


Number of licensed plants 
Total licensed capacity, kw 


4,600 


] 
358 


14 
18,437 


2 
1,900 


15 
10,687 


9 
33,158 


] 
200 


0 
0 


24 
52,794 


8 
113,380 


5 
8,790 


3 
1,300 


337 
735,946 


] 
5,600 


65 
110,726 


142 
305,021 


42 
59,050 


3 
14,545 


Number of industrial plants 


Total industrial capacity, kw 


Eklutna 
30,000 


Grand Coulee 
1,944,000 


Keheka 
4,000 


Shasta 
375,000 


Hoover 


1,340 ,000 


Oahe 
595,000 


S.Francisquito | 
58,125 


Wilson 


598,000 


Keokuk 
124,800 


Bull Shoals 
340,000 


Mansfield 
67,500 


Clark Hill 
280,000 


Martin Dam 
154,200 


Intl. Falls 
5,600 


Conowingo 


252,000 


Niagara 
1,953,900 


Niagara 


1,953,900 


Largest plant 


Installed capacity, kw 


Columbia 
117 
12,085,872 


Eklutna 
1 
30,000 


Hawaii Island 
1] 
10,771 


Main Stream 
5 
1,702,400 


Sacramento 
49 
2,318,957 


White 
6 
627,040 


Owens 
18 
260,605 


Main Stream 
ile 
1,878,800 


Tennessee 
44 
3,445,695 


Main Stream 
17 
199, 462 


Colorado, Texas 
6 
202,250 


Alabama-Coosa 
10 
643,875 


Santee 
55 
1,121,531 


Connecticut 
82 
655,285 


Columbia 
117 
12,085,872 


UNDEVELOPED 


Niagara 
] 
1,953,900 


Rainy 
3 
10,200 


River basin with largest developed capacity 
Number of plants 


Installed capacity, kw 


Number of new sites 1,711 96 160 86 53 50 80 34 86 139 24 480 168 76 177 2 
TOTAL INSTALLED CAPACITY, kw 115,733,891 1,414,305 7,902,576 5,436,423 3,372,600 1,154,085 3,247,000 577,660 5,694,883 9,603,225 330,750 38,519,985 9,904,056 7,284,450 21,616,893 275,000 
Percent of U. S. total 100 ] 7 5 3 ] 3 °: 5 8 -- 33 9 6 19 -- 
AVERAGE ANNUAL GENERATION, 1,000 kwh 445,858,440 4,038,700 18,745,900 8,600,700 5,973,800 2,641,400 8,843,700 2,459,900 17,211, 100 38,352, 200 1,235,000 137,910,600 37,417,700 28,728,040 132,399,700 1,300,000 
River basin with largest undeveloped capacity Columbia Raquette Susquehanna Savannah AlabamaeCoosa Rio Grande White lowa Kanawha Main Stream Great Salt Lake Columbia Sacramento Main Stream Yukon Specific sites 
Number of new sites 314 1 is} 15 21 23 16 4 13 17 8 314 80 11 29 have not been 
Installed capacity, kw 34,148,991 183,500 2,446,560 1,614,600 2,059,950 495,950 1,082,400 98,800 1,176,950 4,273,900 186,750 34,148,991 6,424,623 5,478,000 11,874,380 identified. 
10,888,105 0 222,480 389,700 734,750 132,750 860,500 0 403,000 863,200 0 4,742,275 1,510,650 1,128,800 0 0 


Capacity under construction, kw 


TOTAL INSTALLED CAPACITY, kw 155,964, 182 5,456, 102 10,402, 206 8,207,763 4,711,813 1,499,703 4,278,610 1, 187,087 10,258,175 11,622,051 814,571 52,109,066 14,123,423 9,278,945 21,706,455 293,887 
Percent of U. S. total 100 3 7 5 5 ] 3 ] 7 rf ] 33 9 6 14 0 
AVERAGE ANNUAL GENERATION, 1,000 kwh 647,777,005 28,900,000 29,461,170 15,416,850 10,772,600 3,688, 100 11,629,600 5,585,725 36,793,800 50,552,200 2,955, 200 223,762,300 57,825,000 36, 231,420 132,728, 240 1,405, 600 


24 5] 44 23 26 30 


74 24 34 28 23 59 21 6 


26 


Percent of total potential capacity developed 
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SUMMARY TABLE B - HYDROELECTRIC POWER RESOURCES OF THE UNITED STATES 
BY GEOGRAPHIC DIVISIONS 


As of January 1, 1964 


UNITED NEW MIDDLE EAST NORTH | WEST NORTH SOUTH EAST SOUTH WEST SOUTH | OUNTAIN PACIFIC 
STATES ENGLAND ATLANTIC CENTRAL CENTRAL ATLANTIC CENTRAL CENTRAL 


Wash., Oreg., 
Calif. 


Ohio, Ind., 
Mich., teh 


Del., Md., D.C., 
Va., W.Va.,N.C., 
SCarGe., Ela. 


Ark., La., Okla., 
Tex. 


Minn., la., Mo., 
N. Dak., S. Dak., 
Nebr., Kans. 


Ky., Tenn., 
Ala., Miss. 


Mont., Ida., Wyo., 
Colo., N. oes. 
Ariz., Utah, Nev. 


States included within each division 


DEVELOPED 


Number of plants 1,602 289 185 255 99 200 46 37 186 262 24 19 

TOTAL INSTALLED CAPACITY, kw 40,230,291 1,497, 283 4,217,643 910,642 2,286,835 4,599,765 4,294,412 1,124,728 4,844,586 16,345,948 89,562 18,887 
Percent of U. S. total 100 4 10 9 6 1] 11 3 12 4] die e- 

AVERAGE ANNUAL GENERATION, 1000 kwh 201,918,565 5,959,270 25,702,600 4,053,175 9,783,950 14,347,550 18,094,900 3,144, 200 23,564, 130 96,834,650 328,540 105,600 

Number of Federal plants 124 0 0 2 6 14 28 9 38 26 1 

Total Federal capacity, kw 16,856,272 0 0 21,152 1,616,200 1,390,100 3,231,300 712,500 2,789,760 7,065,260 30,000 

Number of licensed plants 366 31 16 Al 16 46 1] 4 60 128 13 

Total licensed capacity, kw 17,739,813 688,089 3,408,670 240,644 371,198 2,466,915 935,735 174,200 1,645,217 7,769,520 39,625 

Number of industrial plants 837 123 47 56 14 5] ] ] 4 1] 14 15 

Total industrial capacity, kw 735,946 40,767 88,039 92,743 42,247 176,175 8,000 200 1,598 35,118 18,437 10,687 

Comerford, 

Largest plant Niagara S.C. Moore Niagara Carbide Oahe Clark Hill Wilson Bull Shoals Hoover Grand Coulee Eklutna Keheka 
Installed capacity, kw 1,953,900 each, 140,400 1,953,900 46,270 595,000 280,000 598,000 340,000 1,340,000 1,944,000 30,000 4,000 

State with largest developed capacity Wash. Maine New York Wisconsin S. Dakota N. Carolina Tennessee Arkansas Montana Wash. Alaska Hawaii 
Number of plants 56 82 167 27 10 66 25 8 20 56 24 19 
Installed capacity, kw 8,997,919 491,049 3,810,229 421,218 926,396 1,630,623 1,921,200 568,340 1,261,830 8,997,919 89,562 18,887 


UNDEVELOPED 


Number of new sites !/ 1,711 102 102 79 (13) 85 (2) 156 (6) 69 (5) 90 352 (1) 511 (1) 177 2 
TOTAL INSTALLED CAPACITY, kw 115,733,891 3,128,496 5,179,385 1,350,800 4,514,660 9,903,023 4,569,733 3,453,085 26,651,980 35,090,836 21,616,893 275,000 

Percent of U. S. total 100 3 4 ] 4 9 4 3 23 30 19 -- 
AVERAGE ANNUAL GENERATION, 1000 kwh 445,858,440 7,924,800 11,997,500 5,590,900 18,996,800 20,321, 100 10, 104, 200 8,372, 100 97,777,740 131,073,600 132,399,700 1,300,000 


State with largest undeveloped capacity Alaska Maine Pennsylvania Indiana Missouri Georgia Alabama Arkansas Idaho Washington Alaska Hawaii 
Number of new sites 177 44 33 9 28 39 23 27 122 193 177 2 
Installed capacity, kw 21,616,893 1,786,043 3,322,480 396,000 2,074,000 2,537,300 2,071,900 1,315,100 10,134,485 19,293,680 21,616,893 275,000 


0 0 806,750 


POTENTIAL 


513,200 862,180 


993,250 


10,888,105 1,678,800 5,952,925 0 0 


Capacity under construction, kw 


81,000 


TOTAL INSTALLED CAPACITY, kw 155,964, 182 4,625,779 9,397,028 2,261,442 6,801,495 14,502,788 8,864,145 4,577,813 31,496, 566 51,436,784 21,706,455 293,887 
Percent of U. S. total 100 3 6 2 4 9 6 26) 20 33 14 a 
AVERAGE ANNUAL GENERATION, 1,000 kwh 647,777,005 13,884,070 37,700, 100 9,644,075 28,780,750 34,668,650 28, 199, 100 11,516, 300 121,341,870 227, 908, 250 132,728, 240 1,405,600 


32 45 40 34 32 48 24 15 32 


26 6 


Percent of total potential capacity developed 


- 1/ Numbers in parenthesis represent sites split between states of different geographic divisions. 


XTIT 


TRENDS IN HYDROELECTRIC 
DEVELOPMENT 


Historically, hydroelectric plants have con- 
stituted one of the two principal sources of the 
Nation’s electric energy production, the other 
principal source being steam-electric plants. 
Although the development of hydroelectric 
power has proceeded at a substantial rate, the 
percentage of electric power supply derived 
from hydroelectric plants has decreased over 
the years as the demand for power in some parts 
of the country has outstripped the local avail- 
ability of economical sites. During the last 
30 years the portion of the energy supplied by 
electric utility systems from hydroelectric 
plants has dropped from about 40 percent to 
less than 20 percent. 


Hydroelectric projects have a number of 
favorable characteristics which provide incen- 
tives for developing additional potential water- 
power sites. They utilize a renewable resource, 
they do not contribute to air pollution or 
thermal pollution of streams, and they are very 
reliable in operation. Because of their ability 
to start quickly and make rapid changes in 
power output, hydroelectric plants are well 
adapted for serving peak powerloads and for 
assisting in the supply of “spinning reserve” 
of utility systems. In many cases the develop- 
ment of hydroelectric power makes possible 
such associated benefits as recreation, water 
supply, fish and wildlife enhancement, and 
flood control. 

Thus, the development of new hydroelectric 
capacity is expected to continue at a brisk 
rate, but not as fast as the rate of increases in 
powerloads. Although the number of remain- 
ing economical sites diminishes as development 
takes place, the increasing use of hydroelectric 
power to serve peakloads has enhanced the 
value of many powersites. This permits the 
development of some sites which formerly 
were marginal or uneconomical under higher 
plant-factor standards. 

As indicated in the summary, about 26 per- 
cent of the country’s estimated total potential 
hydroelectric capacity of 156.0 million kilo- 
watts was developed as of January 1, 1964. 
The following tabulation shows the increase in 
percent development of the Nation’s total 
potential hydroelectric power during the period 
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since 1920, based on the current estimate of 
total potential. 


Developed 
Yearend capacity Percent 
(millions of | development 
kilowatts) 
NOD ae ee ae Se cme aoe eter, en Sate 4,8 3 
O30 eee se cas as Ss ean oe a eee ae 9.7 6 
1940 oe eS oe eee ee SC eae oe 12.3 8 
1900 Seen see eee ee Se ee 18.7 12 
LOGOS see eee eS ee ene Lb eae eee 33. L 21 
LOGS ae een cae ee ee re eee os 40. 2 26 


The total installed capacity at existing de- 
velopments, the currently estimated capacity 
at undeveloped sites, and the sum of the two, 
together with the percent developed, are shown 
in the following tabulation. The information 
is arranged by major drainages and selected 
river basins, and by geographic divisions and 
States. 


PERCENT DEVELOPMENT OF HYDROELECTRIC POWER 
RESOURCES, JAN. 1, 1964 


[By major drainages and selected river basins] 


J Developed Un- Total 
Drainage and installed | developed | estimated |Percent 
river basin capacity | estimated | capacity de- 
(kw) capacity (kw) veloped 
(kw) 
United States__---- 40, 230, 291 |115, 733, 891 |155, 964, 182 26 
MAJOR DRAINAGES 

EU GSOnye ayeee—= soe eae 14, 325 0 14, 325 100 

Great lLakes-St. Law- 
rence.5.¢--- eee see Te 4, 041, 797 1,414,305 | 5, 456, 102 74 
North Atlantic__-.------- 2, 499, 630 7, 902, 576 | 10, 402, 206 24 
SoutheAtlanticu sss aes 2,771, 340 | 5,436,423 | 8, 207, 763 34 
WasternaG ult seme meee 1, 339,213 | 3,372,600 | 4,711,813 28 
Western Gull-ss.22---=-- 345, 618 1, 154, 085 1, 499, 703 23 
Lower Mississippi River_| 1,031,610 3, 247, 000 4, 278, 610 24 
Upper Mississippi River_ 609, 427 577, 660 1, 187, 087 51 
Ohio River sea 4, 563, 292 | 5, 694, 883 | 10, 258, 175 44 
Missourighivers === =—-— 2, 618,826 | 9,008, 225 | 11, 622, 051 23 
Great Basiniis.= -22.-e=- 483, 821 330, 750 814, 571 59 
North Pacificle=. 2 s--— 13, 589, 081 | 38, 519,985 | 52, 109, 066 26 
South Paciticas sss) ses= 4, 219, 367 | 9,904,056 | 14, 123, 423 30 
Colorado River_-__------ 1,994,495 | 7,284,450 | 9, 278,945 21 
Alaska_ Cees ae ee 89, 562 | 21,616, 893 | 21,706,455 |-------- 
ia Wales eee sane ae 18, 887 275, 000 293, 887 6 

SELECTED MAJOR RIVER 

BASINS 

Staluawrences sae sean aa 1, 255, 224 696,645 | 1, 951, 869 64 
INTS Sarasa ee ane eee oe 1, 953, 900 0 1, 953, 900 100 
Plc ON e ee ee ee 2, 300 819, 700 822,000) 222-2 == 
Kenne beCiecas=aeaeee == 209, 505 382, 350 591, 855 35 
Androscoggin -.. aaa= = 140, 365 369, 215 509, 580 28 
Connecticits-----=--2=-— 655, 285 715, 948 1, 371, 233 48 
Bib ORO ile a eee eee 406, 271 572, 400 978, 671 42 
Delawarescee---- esse 67, 164 972, 600 1, 039, 764 6 
Susquehanna-------.---- 586, 380 | 2,446,560 | 3,032, 940 19 
Potomaczese.-- = feee -se 14, 502 723, 820 738, 322 2 
AMOS: see sae ae ee eee 50, 040 478, 030 528, 070 9 
ROanOKeGs <2. es eee sant 521, 319 686,000 | 1, 207,319 43 
Yadkin-Pee Dee.-.----_- 263, 117 447, 700 710, 817 37 
Santee. 2a eee eee 1, 121, 531 1, 267,693 | 2,389, 224 47 
Savalas secs = 739, 829 1,614,600 | 2,354, 429 31 
Mitansal nee eee 65, 522 575, 200 640, 722 10 
Apalachicola____--------- 471, 580 854,200 | 1,325,780 36 
Tombigbee. ..._--------- 202, 625 341, 350 543, 975 37 
Alabama-Coosa___------- 643,875 | 2,059,950 | 2, 703, 825 24 
RiowGrandes nse 71, 180 495, 950 567, 130 13 
CUR Tae ee ee 227, 300 905,700 | 1,133, 000 20 
IAT Kansas te = Sees ee 177, 270 1, 034, 100 1, 211, 370 15 
WiDite 23. = aes 627, 040 1, 082, 400 1, 709, 440 37 

Ohio (except Tennessee 
and Cumberland) ------ 490,737 | 3,770,350 | 4, 261, 087 12 


Percent DEVELOPMENT OF HYDROELECTRIC POWER 
RESOURCES, JAN. 1, 1964—Continued 


PERCENT DEVELOPMENT OF HyYpDROELECTRIC POWER 
Resources, JAN. 1, 1964—Continued 


Developed Un- Total 
Drainage and installed | developed | estimated |Percent 
river basin capacity | estimated | capacity de- 
(kw) capacity (kw) veloped 
(kw) 
Tennessee ee see eseesae == 3, 445, 695 845, 200 | 4, 290, 895 80 
Cumberland == 626,860 | 1,079,333 | 1,706, 193 37 
WaSeopin Le ee 2, 618, 826 | 9, 003, 225 | 11, 622, 051 23 
Skagit. ewan aes 816,340 | 1,034,200 | 1,850, 540 44 
SIOVO) OSC Oe ne ee= 41,690 |. 584, 100 625, 790 7 
Columbia (except Snake)_| 10, 723, 707 | 19, 614,356 | 30, 338, 063 35 
Snakes See eure ees 1, 362, 165 | 14, 534, 635 | 15, 896, 800 9 
186, 000 343, 200 529, 200 35 
67, 073 816, 700 883, 773 8 
155, 660 881,500 | 1,037, 160 15 
2,318,957 | 6,424,623 | 8, 743, 580 27 
1,331,350 | 1,154,920 | 2, 486, 270 54 
307, 300 663, 500 970, 800 32 
1,994,495 | 7,284,450 | 9, 278, 945 21 
0 | 1,345,000 | 1,345,000 0 
5, 625 | 11,874, 380 | 11,880,005 |_--_____ 
0 576, 000 576, 000 0 
0 711, 600 711, 600 0 
0} 1,602,800 | 1,602, 800 0 
0| 2,228,600] 2,228, 600 0 
300 800, 000 S002300s | aeneneee 
36, 965, 904 |106, 714, 783 |143, 680, 687 26 


Percent DEVELOPMENT OF HYDROELECTRIC POWER 
Resources, JAN. 1, 1964—Continued 


[By geographic divisions and States] 


Developed | Undevel- Total 
installed oped estimated | Percent 
Division and State capacity | estimated | capacity | devel- 
(kw) capacity (kw) oped 
(kw) 
United States______ 40, 230, 291 |115, 733, 891 |155, 964, 182 26 
New England_____-______ 1,497, 283 | 3,128,496 | 4,625, 779 32 
Middle Atlantic_________ 4, 217,643 | 5,179,385 | 9,397,028 45 
East North Central______ 910,642 | 1,350,800 | 2,261, 442 40 
West North Central__-__| 2,286,835 | 4,514,660 | 6,801,495 34 
Sout hvAtlanti¢u.= =e a= 4, 599,765 | 9,903, 023 | 14, 502, 788 32 
East South Central______ 4,294,412 | 4,569,733 | 8, 864, 145 48 
West South Central___ 1,124,728 | 3,453,085 | 4,577,813 24 
Mountain essere 4, 844, 586 | 26, 651,980 | 31, 496, 566 15 
PaciliC: ase) Seen cee 16, 345, 948 | 35. 090, 836 | 51, 436, 784 32 
Alaskan = eee 89, 562 | 21,616,893 | 21, 706, 455 |------ = 
Hawaii st. --- 2a eee 18, 887 275, 000 293, 887 6 
New England: 
Maine l=. 2- 2 eee 491,049 | 1,786,043 | 2,277, 092 22 
New Hampshire_______ 442, 040 571,100 | 1,013, 140 44 
WOON pa 197, 335 345, 525 542, 860 36 
Massachusetiseass 221, 899 247, 628 469, 527 47 
noderisland a= sass sae 3, 125 0 3, 125 100 
Connechicuts== =a 141, 835 178, 200 320, 035 44 
Middle Atlantic: 
New Morks ss eos 3, 810, 229 | 1,615,905 | 5.426, 134 70 
Newversey = ease 8, 294 241, 000 249, 294 3 
Pennsylvania__________ 399,120 | 3,322,480 | 3,721, 600 11 
East North Central: 
Ohio ss. ee 3, 349 252, 000 255, 349 1 
Indiangs== == 29, 557 396, 000 425, 557 Z 
Ilinoisee. esate Sees 41, 071 206, 200 247, 271 17 
Michi gar eee 415, 447 272, 250 687, 697 60 
IWASCONSINSe=== === 421, 218 224, 350 645, 568 65 
West North Central: 
IMinnesota= sass ne 182, 889 142, 210 325, 099 56 
Towa 2P i= Soe 140, 390 382, 100 522, 490 27 
IMSS O11 aes 392. 600 2, 074, 000 2, 466, 600 16 
North Dakota_________ 400, 000 195, 000 595, 000 67 
South Dakota_________- 926, 396 771,000 | 1,697,396 55 
INORG oe 238, 650 647, 810 886, 460 27 
ICANSAS === eee 5, 910 302, 540 308, 450 2 
South Atlantic: 
Delaware. eee 0 0 Cr a 23 
Mat ylani d Sao s ee 271, 800 385, 480 657, 280 41 
District of Columbia___ 3, 000 0 3, 000 100 
Wirciiiia Sees ees 409, 742 1, 595, 330 2, 005, 072 20 
Wiest Virginians sss 208,330 | 2,173,320 | 2,381, 650 9 
North Carolina________ 1, 630, 623 | 1,073,650 | 2, 704, 273 60 
South Carolina. _-___- 964,341 | 2,053,948 | 3,018, 284 32 
Georgi gaan eee 1,069,776 | 2,537,300 | 3,607,076 30 
LOT date ee ees 42,153 84, 000 126, 153 33 


Developed | Undevel- Total 
installed oped estimated | Percent 
Division and State capacity | estimated | capacity | devel- 
(kw) capacity (kw) oped 
(kw) 

East South Central: 

Kentucky 2s. se= =a 540, 617 1, 581, 1383 2, 121, 750 25 

TennieSSeezeese ee 1, 921, 200 762, 300 2, 683, 500 72 

INE Ne eS 1, 832, 595 | 2,071,900 | 3,904,495 47 

INISSSISSI0 Dee 0 154, 400 154, 400 0 
West South Central: 

ATKanSase co eee eae 568, 340 1, 315, 100 1, 883, 440 30 

HTOUiS 111 ee 0 20, 000 20, 000 0 

Oki ghoiniasee eee 165, 400 955, 600 1, 121, 000 15 

Texas = 5.2 = ee 390,988 | 1,162,385 | 1, 553,373 25 
Mountain 

Montans === 1, 261, 830 | 6,921,220 | 8, 183, 050 15 

Tdaho:3.< eee 1, 250, 465 | 10,184,485 | 11,384 950 11 

Wy O11 110 212, 830 1, 100, 550 1, 313, 380 16 

Colorado#2 ese oes 257, 630 2,461, 175 2, 718, 805 9 

New Mexico___________ 24, 630 171, 200 195, 830 13 

Avizong pee ee ee 979. 990 4, 588, 500 5, 568, 490 18 

Utah. 174, 251 1, 244, 650 1, 418, 901 12 

Nevada ® 222 ee 682, 960 30, 200 713, 160 96 
Pacific: 

AVViais nin ot O11 sae 8,997,919 | 19,293,680 | 28, 291, 599 32 

Oreo ons 2 eee eee 2, 739, 247 5, 946, 400 8, 685, 647 32 

California == === 4, 608, 782 9, 850, 756 | 14, 459, 538 32 
‘Alaska--2 a ease 89, 562 | 21,616,893 | 21,706,455 |---_____ 
Hawail- 222) ss 18, 887 275, 000 2938, 887 6 


Through the years there have been major 
changes in the distribution of ownership of 
hydroelectric capacity, as illustrated by the 
following tabulations: 


Installed capacity: Yearend 
Class of ownership 


1935 | 1940 | 1945 


1950 | 1955 


1960 | 1963 


Millions of kilowatts 


Investor-owned utilities__| 8.4 8.5] 89] 9.7] 11.3] 13.4] 14.2 
Non-F ederal public utili- 
ties’ pS eT eee 8 1.0 1.4 V5) 2.4 4.4 8.4 
Hederal ves Se eee =2 |. 1.7 | 4.64) 65°) 1153) l4NGs G29 
Pndustrialasse se ee 1.0 11 1.0 1.0 G ite Bt 
Total, all plants____| 10.4 | 12.3 | 15.9 | 18.7 | 25.7 | 33.1 40. 2 
Percentage distribution 
Investor-owned utilities__ 81 69 56 52 44 41 35 
Non-Federal public utili- | 
ties 5. 2A PRE ee eRe 8 8 9 8 9 13 21 
Rederal 5.2 eee 2 14 29 35 44 44 42 
jn dustrial eee 9 9 6 5 3 2 2 
Total, all plants____] 100 100 100 100 100 100 100 


In 1935, for example, nearly all hydroelectric 
plants were constructed by investor-owned 
electric utilities, publicly-owned electric utilities, 
and industrial establishments, which accounted 
for 81 percent, 8 percent, and 9 percent, respec- 
tively, of hydroelectric installed capacity. Since 
that time Federal installations have increased 
sharply, primarily as a result of developing 
power at multiple-purpose projects, and by the 
end of 1963 accounted for 42 percent of total 
installed capacity. Installations by non-Fed- 
eral public agencies have also increased rapidly 


in recent years, up to 21 percent of total capac- 
ity at the end of 1963. On the other hand, the 
proportion of total installed hydroelectric 
capacity owned by investor-owned utilities 
dropped to 35 percent and that of industrial 
plants to 2 percent. 

In the design, construction, and operation of 
hydroelectric projects, several important trends 
have emerged. The rapid rate of load growth, 
which results in roughly a doubling of load 
every 10 years and the increasing rate of con- 
structing very large steam-electric units, which 
are most efficient when operated at or near de- 
sign ratings, combine to require the construc- 
tion of substantial amounts of peaking capacity. 
Because of their adaptability for such use, new 
hydroelectric plants are being constructed with 
larger installations primarily for peaking opera- 
tion. 

With the trend toward larger installations at 
hydroelectric plants, there is also a trend 
toward larger unit sizes. Generally, unit in- 
vestment and operating costs for powerplant, 
waterways, and equipment can be decreased 
through the installation of larger sized units. 

Economies in hydroelectric project develop- 
ment are also being realized through improve- 
ments in the design and construction of dams 
and by advances in the techniques and equip- 
ment used in tunneling and underground 
excavation: Under suitable conditions, under- 
ground powerhouses are proving to be eco- 
nomical -and satisfactory. Many new plants 
and some existing plants are being equipped for 
remote control to reduce operating costs. 

Increasing attention is being given to the use 
of new designs for hydraulic turbines which 
offer possibilities for developing economically 
the power potential of sites with heads in the 
range of 15 to 35 feet. These designs provide 
for horizontal axial-flow turbines either of the 
bulb type or the tubular type. 


DEVELOPED HYDROELECTRIC POWER 


Data on the installed capacity and production 
of electric energy of existing hydroelectric 
plants in the United States are furnished in 
reports received by the Commission from 
privately-owned, publicly-owned, and coopera- 
tively-owned electric utilities, and from in- 
dustrial establishments. The publicly-owned 
utility group includes municipal electric utilities, 


power and irrigation districts, State power 
authorities, and Federal agencies. The data 
in the following tables of developed power 
cover 1,602 generating plants of 100 kilowatts 
or more of installed capacity, comprising 1,265 
plants of the privately-owned, publicly-owned, 
and cooperatively-owned utilities, and 337 
plants of industrial establishments. 

As of January 1, 1964, the aggregate in- 
stalled capacity of hydroelectric plants was 
40,230,000 kilowatts. The estimated average 
annual generation on the basis of this installed 
capacity was 201.9 billion kilowatt-hours. Of 
this amount, 39,494,000 kilowatts with a 
corresponding estimated averaged annual gen- 
eration of 198.5 billion kilowatt-hours was in 
electric utility plants. The remaining 736,000 
kilowatts with a corresponding estimated aver- 
age annual generation of 3.4 billion kilowatt- 
hours was in industrial plants. 


Tables of Developed Power 


Table 1 (see pp. 2 and 3) summarizes by 
major drainages and river basins the developed 
hydroelectric power in the United States, 
showing for each major drainage and river 
basin the aggregate installed capacity and 
estimated average annual generation of plants 
listed individually in table 2. In several 
instances, groups of less important river basins 
have been combined under the heading, 
“Minor River Basins.” 

Table 2 (see pp. 4 to 30) lists individually, by 
river basins or groups of minor river basins, 
within major drainages, all existing hydro- 
electric plants in the United States having a 
reported nameplate capacity of 100 kilowatts 
or more. For each river basin the plants are 
arranged according to their physical location 
in the river system, starting with the plant 
farthest downstream and continuing upstream, 
with plants on each tributary stream being listed 
in order of location as each tributary is reached. 

Table 3 (see p. 31) summarizes by geographic 
divisions and States the developed hydro- 
electric power in the United States, showing 
for each geographic division and State the 
ageregate installed capacity and estimated 
average annual generation of plants listed in 
table 4. 

Table 4 (see pp. 32 to 58) shows the same 
data on individual plants as contained in table 
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2, but arranged by States within geographic 
divisions. Within each State the plants are 
listed in the same river basin order as in table 
2, starting with the plant farthest downstream 
and continuing upstream. 

Both tables 2 and 4 show for each plant the 
class of ownership, name of owner, name of 
plant, river and State locations, installed ca- 
pacity, estimated average annual generation, 
usable power storage capacity, and gross static 
head. This information was obtained pri- 
marily from reports submitted to the Federal 
Power Commission. Plants under Federal 
Power Commission license are indicated by the 
symbol (f). 

Plants with capacity located in two States 
are indicated by the symbol (f{). In both the 
river basin listing and in the State listing, such 
projects are listed twice, with the capacity and 
generation divided between the States as shown. 
The total usable power storage capacity and 
gross static head of each project are shown for 
each dual entry in both listings. 

Table 5 summarizes by geographic divisions 
and States the total capacity and average 
annual generation, separately for utility and 
industrial plants. (See p. 59.) 

The capacities shown in tables 1 through 5 
are the total installed capacities in main gen- 
erating units. All plants having auxiliary units 
are also listed in table 6 (see p. 60) which shows 
main generating, auxiliary, and total capacity. 
In that table the plants are alphabetically ar- 
ranged within each State according to the names 
of the owners. 

The information shown in the tables for 
average annual generation is a compilation of 
estimates made by plant owners of the ex- 
pected annual energy production with average 
water conditions in the rivers and streams. 
The actual generation in any year varies ac- 
cording to the water conditions. The total 
actual energy production of plants in opera- 
tion during 1963 was 166 billion kilowatt-hours. 


UNDEVELOPED HYDROELECTRIC 
POWER 


The Commission assembles data and makes 
estimates concerning the undeveloped hydro- 
electric power resources of the principal river 
basins of the country. The Commission’s 
comprehensive river basin surveys, made in 


connection with its licensing work and in 
cooperation with other Federal agencies, and 
the information obtained from investigations 
made by other Federal agencies and by other 
interests, public and private, provide the basis 
for the inventory of undeveloped hydroelectric 
power resources presented in this report. The 
information obtained from these sources, having 
varying degrees of assuredness, is adjusted or 
amended as necessary based on review and 
analysis by the Commission staff. The Com- 
mission’s estimates are based on the rated 
capacity of generators that normally would be 
installed at the powersites, assuming reasonable 
regulation of flow by storage. Allowance is 
made for depletions by irrigation and other 
consumptive use, and it is assumed that each 
site will be developed to achieve, in conjunc- 
tion with the development of other sites, the 
best overall development of the water resources 
of the river basin for power and other multiple 
uses. The estimates of generation represent 
average annual generation of energy at these 
hydroelectric developments, assuming average 
water conditions at project sites. Projects 
with proposed installations of less than 5,000 
kilowatts are generally not included in the 
undeveloped inventory. . 

The estimates of undeveloped waterpower include 
projects on which both engineering and economic 
feasibility have been demonstrated, as well as 
projects at sites where physical conditions indicate 
engineering feasibility and promise of economic 
feasibility at some time. The estimates are 
subject to revision either by increase or decrease 
as additional information becomes available con- 
cerning streamflow, reservoir sites, costs, and 
other pertinent factors. 

The undeveloped hydroelectric power picture 
is constantly changing as new projects are 
constructed, and as continuing studies by 
Federal, State, and local public, and private 
interests uncover new potential projects, or 
their investigations demonstrate the desira- 
bility of modifications of older plans. As new 
studies are made and additional information is 
obtained, the inventory of undeveloped hydro- 
electric power projects is revised. Some of these 
potential projects may, upon detailed investi- 
gation, be found infeasible or impracticable 
of development from physical, economic, or 
other standpoints. However, the estimate 
taken in the aggregate serves to indicate, from 
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a long-range view, the overall waterpower 
potentialities of the United States and the 
waterpower resources available for possible 
future development. 

The present estimate of undeveloped hydro- 
electric power in the United States is 115.8 
million kilowatts, with a corresponding average 
annual generation of about 446 billion kilowatt- 
hours. This estimate includes approximately 
10.9 million kilowatts now under construction 
and scheduled for completion during the next 
few years. 

Many developed powersites have been studied 
with the view to possible redevelopment at 
some future time to provide for increased 
installation and generation. Such potential 
redevelopments are included in the undeveloped 
list with the capacity and generation figures 
that would apply after completion of the 
redevelopment. Immediately following such 
listings are shown the plants that would be 
replaced, designated by the letter “R,”’ with 
their capacity and generation shown as negative 
amounts. 

In many cases it will be possible at some 
future time to install additional capacity at an 
existing plant, either as provided for in the 
original design or by modifying the plant. 
This additional capacity and corresponding 
incremental generation, designated by the 
letter ‘‘A,”? are included in the listing of 
undeveloped sites. 


Tables.of Undeveloped Power 


Table 7 (see pp. 62 and 63) summarizes by 
major drainages and river basins the estimated 
undeveloped hydroelectric power in the United 
States, showing for each major drainage and 
river basin the estimated aggregate installed 
capacity and corresponding average annual 
generation of sites listed in table 8. In several 
instances, groups of less important river basins 
have been combined under the heading, ‘‘Minor 
River Basins.”’ 

Table 8 (see pp. 64 to 102) lists, by river 
basins or groups of minor river basins, within major 
drainages, the individual undeveloped power- 
sites in the United States having potential 
installations of generally not less than 5,000 
kilowatts. For each river basin the sites are 
arranged according to their physical location in 
the river system, starting with the site farthest 
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downstream and continuing upstream, with the 
sites on each tributary stream being listed in 
order of location as each tributary is reached. 

Table 9 (see p. 103) summarizes by geo- 
graphic divisions and States the estimated 
undeveloped hydroelectric power in the United 
States, showing for each geographic division 
and State the estimated aggregate installed 
capacity and corresponding average annual 
generation of sites listed in table 10. 

Table 10 (see pp. 104 to 140) shows the same 
data for individual sites as contained in table 8, 
but arranged by States within geographic 
divisions. Within each State the sites are 
listed in the same river basin order asin table 8, 
starting with the site farthest downstream and 
continuing upstream. 

Both tables 8 and 10 show for each site the 
name of the site or project, river and State 
locations, estimated installed capacity, esti- 
mated average annual generation, usable power 
storage capacity, and gross static head. The 
site names or designations are those given in 
the reports used as sources of information for 
the data. There are reaches of some rivers 
having potential power not yet developed where 
no specific sites have been selected. In these 
cases the aggregate undeveloped power between 
selected points on the river is shown in the list 
as a block of power between those points. 
Such blocks are designated by the letter “B.” 
Several reaches of the Missouri River have 
been treated in this manner and similar treat- 
ment has been given to blocks of undeveloped 
power on the Yellowstone River in Montana. 
Except for one identified site, the entire un- 
developed potential of Hawaii is shown in this 
manner. 

Undeveloped powersites in reaches of rivers 
which form the boundary between two States 
are shown in each State, with the installed 
capacity and average annual generation being 
divided equally between the adjoining States 
unless definite construction plans indicate 
otherwise. In both the river basin listing and 
in the State listing, the projects are listed 
twice and the capacity and generation are 
apportioned one-half to each State. In such 
cases the sites listed in the tables are indicated 
by the symbol (f). The total usable power 
storage capacity and gross static head at each 
site are shown for each dual entry in both 
listings. 


HYDROELECTRIC PLANTS UNDER 
FEDERAL POWER COMMISSION 
LICENSE 


Pursuant to its authority under part I of the 
Federal Power Act, the Federal Power Com- 
mission issues licenses to citizens, corporations, 
States, and municipalities authorizing the con- 
struction, operation, and maintenance of water- 
power projects on Government lands and on 
streams over which the Congress has jurisdic- 
tion. The Commission may also issue licenses 
to such non-Federal interests for the purpose of 
utilizing surplus water or waterpower from a 
Government dam. An important provision of 
the Federal Power Act is the requirement that 
each project to be licensed shall, in the judg- 
ment of the Commission, be best adapted to a 
comprehensive plan for the development and 
utilization of the water resources of the river 
basin. 

Table 11 shows. all licensed plants in opera- 
tion, under construction, and authorized for 
future construction as of January 1, 1964. The 
plants are listed by FPC licensed project num- 
ber. The table shows for each plant the project 
number, name of licensee, plant name, river, 
State, usable power storage capacity, and 
installed capacity constructed, under construc- 
tion, and ultimate planned. (See pp. 143 to 
148.) 


The table shows 366 constructed hydroelec- 
tric plants of 100 kilowatts or more capacity 
under Federal Power Commission license as of 
January 1, 1964, with a total installation of 
17,739,813 kilowatts. These licensed plants 
comprise 271 private utility plants, 61 non- 
Federal publicly-owned plants, 10 cooperatively- 
owned plants, and 24 industrial powerplants. 
The plants are located in 37 States, with 
Washington having the largest aggregate in- 
stalled capacity, totaling 4,144,143 kilowatts. 
Next in total amount is California, with 
2,844,827 kilowatts. 


New capacity under construction on Janu- 
ary 1, 1964, would add 4,645,905 kilowatts, 
making a total licensed installation of 22,385,718 
kilowatts. This new capacity comprises 355,105 
kilowatts under construction at 3 partially 
installed plants already in operation and 4,290,- 
800 kilowatts of initial capacity at 30 new 
plants under construction. Twelve projects 
licensed by the Federal Power Commission to 
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include power were not yet under construction 
as of January 1, 1964. The planned ultimate 
installations at these 12 plants total 321,628 
kilowatts. Planned future additions to 59 of 
the existing and under construction plants total 
4,529,888 kilowatts. 

The ultimate planned capacities at the 408 
presently licensed plants total 27,237,234 kilo- 


watts, as summarized in the following 
tabulation: 
Stage of development Kilowatts 
Capacitysin operations see ame ees =e ae eee 17, 739, 813 
Capacity under constructioneessss- esse ae ae ae eee 4, 645, 905 
Other licensedicapacitya.=s= = see eases oe 4, 851, 516 
Total capacity under license. _.......-_.--_-_-- 13 27, 237, 234 


Summary Tables A and B show the licensed 
capacity for each major drainage and geographic 
division. 

Map 1 shows the locations of hydroelectric 
plants under FPC licenses with installations of 
10,000 kilowatts or more. (See p. 149.) 


FEDERAL HYDROELECTRIC PLANTS 


The installed capacity of Federal hydroelec- 
tric plants in the United States as of January 1, 
1964, totaled 16,856,272 kilowatts, capable 
of producing on the average about 85.3 bil- 
lion kilowatt-hours annually. The planned 
ultimate installations of these plants total 
19,388,172 kilowatts. 

Table 12 lists the Federal hydroelectric plants 
in operation, under construction, and author- 
ized as of January 1, 1964, grouped by Federal 
agencies. The table shows for each plant the 
map location number, the plant name, the river 
and State locations, the year of initial operation, 
the gross static head, the usable power storage 
capacity, and the installed capacity constructed, 
under construction, and ultimate authorized. 
(See pp. 151 to 154). 

The Federal agencies operating hydroelectric 
plants, together with the total capacity in- 
stalled in each agency’s plants at the end of 
1963, are: 


Total developed 


Federal agency 
h capacity (kw) 


Corpsiof Mingineers)s ee eee he ene oe ae eee 8, 399, 152 
BureauOfReclamatiomes na. sees aoe = eee eee epee 5, 467, 100 
Tennessee’ Valley Authority: sss ss2 eee eee eee 2, 941, 400 
International Boundary and Water Commission_-_--_-__- 31, 500 
Bureatl ohlndianyAtiairseae ss== a= ae eee een 18, 720 
NationaliP ark Sonvice S28 28 2 ees see ee ee 3, 400 

Ota Sas Be ce ee ee ee 16, 856, 272 


The 124 Federal hydroelectric plants are 
located in 29 States and the District of Colum- 
bia, with Washington having the largest ag- 
eregate installation, totaling 4,384,410 kilo- 
watts. Oregon and Tennessee are next in 
order with installed capacities of 1,797,400 and 
1,749,700 kilowatts, respectively. 

New capacity under construction on January 
1, 1964, would add 6,174,700 kilowatts, making 
a total Federal hydroelectric installation of 
23,030,972 kilowatts. This new capacity com- 
prises 44,500 kilowatts under construction at 
2 partially installed plants which are already 
in operation, and 6,130,200 kilowatts of initial 
capacity at 31 new plants under construction. 

Fifty-four dam and reservoir projects have 
been authorized for power but were not yet 
under construction. The planned ultimate 
installations at all Federal plants total 
32,420,507 kilowatts, as summarized in the 
following tabulation: 


Stage of development Kilowatts 
CADASIL (Oy ee 16, 856, 272 
Capaciingumace:CONSIFUCHON= 25-6. see ee ae 6, 174, 700 
Othienaubhorizedicapacth yo... =-2222-<2-2- ee 9, 389, 535 

Motaivanthorizedicapacity---.2----..2.0--=s.ae----5 32, 420, 507 


Summary Tables A and B show the Federal 
capacity for each major drainage and geographic 
division. 


Map 2 shows the locations of Federal hydro- 
electric plants in operation, under construction, 
and authorized. (See p. 155.) 


LARGE HYDROELECTRIC PLANTS 


Table 13 lists both existing plants and plants 
under construction which will have planned 
ultimate installations of 100,000 kilowatts or 
more. Shown for each plant are the existing 
capacity, the capacity under construction, the 
planned ultimate capacity, and the average 
annual generation corresponding to the ulti- 
mate installation. (See pp. 157 to 159.) 

The table lists 133 plants with planned ulti- 
mate installations totaling approximately 50.0 
milion kilowatts. The existing installations 
total 27.4 million kilowatts at the 102 plants 
now in operation. 

Approximately 9.3 million kilowatts of capac- 
ity were under construction on January 1, 1964, 
at 34 plants of 100,000 kilowatts or more ulti- 
mate capacity. This new capacity comprises 
341,605 kilowatts being added to 3 partially 
installed plants which are already in operation, 
and 8,938,075 kilowatts of initial capacity at 
31 new plants under construction. 

The following tabulation shows those plants 
existing or under construction which will have 
ultimate installations of 1 million kilowatts or 
more: 


Installed capacity (1,000 kw) 
Plant River Owner 

Existing | Under con-| Planned 

struction ultimate 
Grandi@oulee 3-22-22 ss @olumbis== ees eee BuTreamorseve clan ati Or ween eee eee eee 1, 944 0 5, 544 
YORE, WEN eee ee ae ee Cee ee oe ee ee Corpse neinec geese es eee meee ce 1,350 2, 700 
INDE ORL See aw ee ee INiaparaaae ae Se ee ee Power Authority, State of New York_---------- 1, 954 0 1, 954 
pinipewWallesae. a Ss 5. se (Cfo) pion nie. ee WOT PSOE Ng IN COTS ates ne eee eo ee 1,119 0 1, 743 
Whieimiosephews: fou. 7 Se ee. 8s CORE = ee Utena 2. Ce ee ens Neem CLO EREE eee es REN Se. eee 1, 024 0 1, 728 
IMIOIN EINE 2 Si ee ee eee Cs Lope a eee a ae doses Se LE Bet ye eelapie ied SNS oi al es ae areas 980 (0) 1, 400 
LOO VOR eee ee eek Se @olorado teers ees iBureausoleneclamat lone sss = ee eee 1,340 0 1,340 
WMianapuime sis. 2222 =e Colunibijs= = eee Grants County sD sNOn2 a 748 83 1, 330 
PTACS UBEV ADL Se meee eee ee || ae (6 [oe oe te Ra os Do Le ree 788 0 1, 262 
VOC CACM ee es ee || (Os ere Chelanuc ountys UID eNO nee en ene 712 0 1,118 
1 2 ne ne Near | RN te re eR ee eh Sle er ee Ne ee ee eae sistas tassntee 10, 609 1, 433 20, 119 


1 Also included in the development at this site is a second power plant with 240,000 kilowatts in reversible units. 


PUMPED STORAGE PROJECTS 


The rapid growth in powerloads and the in- 
creasing need for peaking capacity have brought 
about a trend toward greater use of pumped 
storage capacity in recent years. The develop- 
' ment of reversible equipment that can be used 
for both pumping and generating has resulted 
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in economies of development which have 
accelerated this trend. 

Pumped storage plants generate electric 
energy during system peakload periods by 
hydroelectric units driven by water from a 
headwater pool. During off peak periods, en- 
ergy from other sources, usually from steam- 


electric plants, is used to pump water from a 
lower pool back to the headwater pool. For 
every 2 kilowatt-hours of energy generated, 
approximately 3 kilowatt-hours of energy are 
required for pumping. Pumped storage gen- 
erating plants have many of the favorable 
characteristics of conventional hydroelectric 
plants for peaking and reserve use. 

Pumped storage installations can be divided 
into two general categories: those in which 
pumped storage facilities are added to a con- 
ventional hydroelectric installation, and those 
which are exclusively pumped storage and 
generate power by recirculating the water 
between a lower and a higher reservoir. With- 
in these broad categories, pumped storage 
installations vary widely in design and manner 
of operation. 

As of January 1, 1964, five pumped storage 
installations combined with conventional de- 
velopments were in operation, and four more 
were under construction. The total pumped 
storage capacity of these nine projects was in 
excess of 800,000 kilowatts, as shown in the 
following tabulation: 


Installed capac- 
ity (1,000 kw) 
Name of project River State : 
n 
pump-| Total 
ing 
units 
In operation: 
Rocky Riverso=s |e ROCK y seas ee se Connecticut. 7.0 31.0 
Elation Big Thompson_.| Colorado_.-_ 8.5 va 
Buchanan_-_-.__-__ Colorado (Tex.)_| Texas_-___.- 12.5 33.8 
Hiwassee--__--_-- Ei Wwassecseee ase North 59. 5 117.1 
Carolina, 
INiagar aes ane INiagarazoe- sess. New York-.-| 240.0 | 2,193.9 
Subtotal ase. eee weer in| BOee eee ore 327.5 | 2,447.3 
Under construction: q 
Smith Mountain_| Roanoke________ Virginia.____ 132.1 432.2 
DeGray= = Caddo =2—— Arkansas_._-- 28.0 68.0 
Thermalito____-_- Meatheriss2.-2o" California___ 60. 2 92.0 
Oroville= eee. Cs (appease a oe 2 doze: 261.0 612.0 
Subtotal veers. |< seer ot) Seee ree |e wees Se 481.3 | 1,204.2 
Lotalsertarocnas|> Se ieitt areas anes ||. een eee ee 808.8 | 3,651.5 


One pure pumped storage project was in 
operation on January 1, 1964, and two others 
were under construction. As shown in the 
following tabulation, the total installed capac- 


ity of these three plants will amount to over 
1,100,000 kilowatts. 


Installed 


Name of project River State capacity 
(1,000 kw)’ 
Dag Taum | East Fork Black__| Missouri--_- 350 
Under construction: 
Yards Creek_--.----| Yards Creek_____- New Jersey- 338 
San: buisss ss sneene San Luis Creek__-.| California___ 424 
‘Tolals 22 oe oe ee a | Se 1a 


In addition to the projects listed above, a 
substantial number of pumped storage develop- 
ments were under active consideration on 
January 1, 1964. Among such developments 
are Cornwall (1,800,000 kilowatts) on the 
Hudson River, N.Y.; Muddy Run (800,000 
kilowatts) on the Susquehanna River, Pa.; and 
Cabin Creek (225,000 kilowatts) in Colorado. 
These projects would be developed by non- 
Federal interests under Federal Power Com- 
mission licenses. Consideration is also being 
given by the Corps of Engineers to two projects, 
White Oak and Petit Jean, on the Arkansas 
River, Ark. 

The Department of the Interior is giving 
consideration to the possible development of a 
500,000-kilowatt Passamaquoddy tidal project 
with the use of reversible-type units. This 
development is discussed here and not listed in 
the tables of conventional hydroelectric develop- 
ments because of the proposed use of reversible 
units. 

Numerous other pumped storage possibilities 
exist and can be considered when the need for 
the capacity arises. Because the sizes of in- 
stallations and the amounts of generation at 
pumped storage projects are dependent pri- 
marily on load requirements rather than the 
physical conditions of sites, no attempt has 
been made to prepare an inventory of potential 
developments. 

As stated in the preface, the principal listings 
and summaries of developed and undeveloped 
hydroelectric power given in this report do not 
include pumped storage capacity. 
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TABLES OF 
DEVELOPED 
Huy, DeRROTE L EXC TR I.¢ 
POWER 


~ Venere i ae 


Dratnage 
and 
river basin 


United States 


Hudson Bay 

Great Lakes-St. Lawrence 
North Atlantic 

South Atlantic 

Eastern Gulf 

Western Gulf 

Lower Mississippi River 
Upper Mississippi River 
Ohio River 

Missouri River 

Great Basin 

North Pacific 

South Pacific 

Colorado River 

Alaska 

Hawaii 


Hudson Bay 
Red 
Rainy 


Great Lakes-St. Lawrence 

St. Lawrence 

Clyde 

Lake Champlain 

Chateaugay 

Salmon 

St. Regis 

Raquette 

Grass 

St. Lawrence (Main) 

Oswegatchie 
Total-St. Lawrence 
Lake Ontario 

Black 

Salmon 

Oswego 

Genesee 

Oak Orchard 

Niagara 

Barge Canal 
Total-Lake Ontario 
Lake Erie 

Cattaraugus 

Minor Basins 
Total-Lake Erie 
Lake Huron 

Saginaw 

Au Sable 

St. Marys 

Minor Basins 
Total-Lake Huron 
Lake Michigan 

Manistee 

Grand 

Kalamazoo 

St. Joseph 

Fox 

Menominee 

Minor Basins 
Total-Lake Michigan 


TABLE 1 - INSTALLED CAPACITY AND AVERAGE ANNUAL GENERATION 


OF EXISTING HYDROELECTRIC PLANTS - JANUARY 1, 1964 


Totals by Major Drainages and River Basins 


Installed 


capact ty 
kw 


40,230,291 


14,325 
4,041,797 
2,499 ,630 
2,771,340 
1,339,213 

345,618 
1,031,610 
609 ,427 
4,563,292 
2,618,826 
483,821 
13,589 ,081 
4,219,367 
1,994,495 
- 89,562 


18,887 


4,125 
10,200 


7,400 
119,271 
720 

4,350 
7,625 
165,435 
1,200 
912,000 
375223 
1,255,224 


100 ,080 
31,450 
54,817 
49,390 

6,500 
1,953,900 
4,687 
2,200,824 


500 
4,099 
4,599 


11,010 
41,000 
64,670 
11,585 
128,265 


38,000 
13,498 

7,819 
29 ,434 
315597 
105,864 
96,217 
CVefe Aaa) 


Avg. annual 
generatton 
1000 kwh 


201,918,565 


69,200 
24,861,300 
10,715,270 

6,816,150 

4,798,800 

1,046,700 

2,785,900 

3,125,825 

19,582,700 
12,200 ,000 
1,720,200 

85,851,700 
20,407,300 
7,903,380 

328,540 


105,600 


22,200 
47,000 


22,400 
529,500 
5,200 

30 ,800 

45 ,300 
825,900 
9,000 
6,500 ,000 
158,500 
8,126,600 


521,100 
102,700 
244,100 
219,700 
24,500 
13,000 ,000 
24,000 
14,136,100 


2,000 
14,400 
16,400 


23,800 
138,900 
431,200 

37,000 
630,900 


99 ,000 
46 ,400 
36 ,000 
117,100 
175 ,000 
529,100 
307,500 
1,310,100 


Drainage 
and 
river basin 


Installed Avg. annual 


capact ty 
kw 


Great Lakes-St. Lawrence (Contd) 


Lake Superior 
Sturgeon 
Ontonagon 
St. Louis 
Minor Basins 

Total-Lake Superior 


North Atlantic 
St. John 
St. Croix 
Penobscot 
Kennebec 
Androscoggin 
Saco 
Merrimack 
Connecticut 
Housatonic 
Hudson 
Delaware 
Susquehanna 
Potomac 
Rappahannock 
Minor Basins 


South Atlantic 
James 
Roanoke 
Cape Fear 
Yadkin-Pee Dee 
Santee 
Savannah 
Altamaha 
Minor Basins 


Eastern Gulf 
Apalachicola 
Tombigbee 
Alabama-Coosa 
Minor Basins 


Western Gulf 
Brazos 
Colorado, Texas 
Rio Grande 
Minor Basins 


Lower Mississippi River 
Red 
Arkansas 
White 


Upper Mississippi River 
Mississippi (Main) 
Illinois 
Des Moines 
Iowa 
Rock 
Wisconsin 
Chippewa 
Minor Basins 


2,200 
12,000 
88,860 
27,596 

130,656 


2,300 
12,052 
109,277 
209 ,505 
140 ,365 
46,065 
83,914 
655,285 
114,191 
406 ,271 
67,164 
586 ,380 
14,502 
3,150 
49,209 


50 ,040 
5215019 
4,410 
263.7 
1,121,531 
739,829 
65,522 
5,572 


471 ,580 
202,625 
643,875 

Zhist33 


52,500 
202,250 
71,180 
19,688 


227,300 
177,270 
627,040 


199 ,462 
25,604 

3,800 

4,532 
11,061 
147,989 
162,493 
54,486 


generation 
1000 kwh 


9,500 
68,000 
430 ,800 
132,900 
641,200 


5,300 
55,500 
603,600 
885 ,200 
869 , 400 
266 , 700 
334,410 
2,131,080 
325 ,500 
1,818,000 
152,700 
2,967,100 
74,200 
21,000 
205 ,580 


205 ,800 
1,181,000 
11,100 
977,500 
2,473,000 
1,696 ,450 
251,900 
19,400 


1,975,400 
397,000 
2,357,200 
69,200 


172,000 
558 ,000 
252 ,600 
64,100 


591,400 
654,400 
1,540,100 


1,264,800 
108,000 
17,500 
14,350 
54,000 
761,375 
665 ,600 
240,200 


TABLE 1 (Contd) - INSTALLED CAPACITY AND AVERAGE ANNUAL GENERATION 
OF EXISTING HYDROELECTRIC PLANTS - JANUARY 7, 1964 


Totals by Major Drainages and River Basins 


etabied 


Total - Columbia 


12,085 ,872 


79,401,400 


Drainage Avg. annual Drainage Installed Avg. annual 
and capactty generation and capacity generation 
river basin kw 1000 kwh river basin kw 1000 kwh 
Ohio River North Pacific (Contd) 
Ohio (Main) 80,320 369 ,000 Umpqua 186 ,000 894 ,000 
Tennessee 3,445,695 15,663,000 Rogue 67,073 465 ,200 
Cumberland 626 ,860 2,075,000 
Wabash 17,720 60,000 South Pacific 
Kentucky 30,297 76,000 Klamath 155,660 804 ,400 
Kanawha 259 ,800 1,085,500 Russian 9,040 61,000 
Beaver 200 800 Sacramento 
Monongahela 70,400 166,200 Sacramento (Main) 450,000 2,066 ,800 
Allegheny 28,800 73,900 American 429 ,227 1,780,200 
Minor Basins 3,200 13,300 Feather 877,450 3,920,000 
Clear Creek 134,000 440 ,000 
Missouri River Pit 368,790 1,966 , 300 
Missouri (Main) 1,878,800 9,379,000 Minor Basins 59,490 368,100 
Osage 176,600 460,000 Total Sacramento 2,318,957 10,541,400 
Kansas 4,968 18,200 San Joaquin 
Platte 492,042 1,957,700 San Joaquin (Main) 412,440 2,354,100 
Niobrara 3,820 13,100 Mukelumne 207,750 1,044 ,600 
Yel lows tone 38,200 236,300 Stanislaus 199,890 969 ,500 
Madison 9,000 73,000 Tuolumne 239,490 1,338,000 
Minor Basins 15,396 62,700 Merced 36 ,690 155,700 
Willow 20,340 130,600 
Great Basin Big Creek 214,750 1,410,000 
Truckee 8,700 67,500 Total San Joaquin 153315350 7,402 ,500 
Carson Lake 3,200 22,000 Kings 307 , 300 918,800 
Mono Lake 20,800 77,600 Kern 65,680 484 ,200 
Owens 260,605 1,002,950 Minor Basins 31,380 195,000 
Great Salt Lake 182,426 510,400 
Minor Basins 8,090 39,750 Colorado River 
Colorado (Main) 1,702,400 6 ,343 ,600 
North Pacific Gila 87,490 298,100 
Skagit 816,340 3,108,300 All American Canal 67,400 279 ,000 
Snohomish 41,690 273,600 Virgin 3,390 13,200 
Puyallup 95 ,500 494 ,500 San Juan 8,200 22,000 
Nisqually 123,800 640,800 Green 74,500 335 ,000 
Hood Canal 124,200 330,000 Gunnison 1,832 12,500 
Minor Basins 48,606 243,900 Minor Basins 49 ,283 199 ,980 
Columbia 
Columbia (Main) 8,045,675 57,160,600 Alaska 
Cowlitz 120,000 739 ,000 Yukon 5,625 17,800 
Lewis 517,000 1,950,400 Taiya 300 1,000 
Willamette 570,804 25315,300 Chichagof 1,300 6,000 
Sandy 21,000 141,000 Baranof Island 6,900 36 ,500 
Little White Salmon 9,600 95,200 Kupreanof 2,400 6 ,000 
Deschutes 112,360 425,800 Revillagigedo Island 8,200 36 ,000 
Snake 1,362,165 8,€50,400 Minor Basins 64,837 225 ,240 
Yakima 34,380 191,100 
Wenatchee 318 300 Hawaii 
Chelan 48,000 403,300 Hawaii Island 10,771 62,900 
Spokane 146,350 1,036 ,000 Kauai Island 8,116 42,700 
Pend Oreille 1,088,170 6,158,900 
Minor Basins 10,050 74,100 


TABLE 2 - INDIVIDUAL EXISTING HYDROELECTRIC PLANTS 
WITH PRINCIPAL CHARACTERISTICS - JANUARY 1, 1964 


By Major Drainages and River Basins 


= 
“=! | DRAINAGE AND RIVER BASIN CARRERE gents POWER 
3 NAME OF PLANT RIVER STATE & PN es eroeiee 
a NAME OF OWNER 
a KW 1,000 KWH ‘1,000 AC-F 
HUDSON BAY MAJOR DRAINAGE 
RED RIVER BASIN 
p| OTTER TAIL POWER CO CROOKSTON RED LAKE MINN 175 900 NA 12 
m| THIEF RIV FALLS W L DEPT THIEF RIVER FALLS| RED LAKE MINN 500 3 000 NA 10 
p| OTTER TAIL POWER CO DAYTON HOLLOW OTTER TAIL MINN 970 6 000 NA 37 
p| OTTER TAIL POWER CO PISGAH OTTER TAIL MINN 520 3 600 NA 30 
p| OTTER TAIL POWER CO WRIGHT OTTER TAIL MINN 400 2 800 NA Pls 
p| OTTER TAIL POWER CO HOOT LAKE OTTER TAIL MINN 1 000 2 500 NA 70 
p| OTTER TAIL POWER CO FRIBERG OTTER TAIL MINN 560 3 400 NA 40 
Te sis ZZ 200 
RAINY RIVER BASIN 
MINNKOTA PWR COOP INC +B1G FALLS BIG FORK MINN 600 3 000 NA 35 
1| MINNESOTA ONTARIO PAPER C | INTERNATIONAL FLS| RAINY MINN 5 600 25 000 | 1 325 36 
MINNESOTA POWER AND LT CO | twWINTON KAWISHIWI MINN 4 000 19 000 8 67 
To 200 47 000 
HUDSON BAY MAJOR DRAINAGE TOTAL 14 325 69 200 
GREAT LAKES ST LAWRENCE MAJOR DRAINAGE 
ST LAWRENCE RIVER DRAINAGE 
CLYDE RIVER BASIN 
p| CITIZENS UTILITIES CO NEWPORT 11 CLYDE VT 1 600 5 000 NA 55 
p| CITIZENS UTILITIES CO NEWPORT 126 3 | CLYDE VT 3 600 12 000 U 137 
p| CITIZENS UTILITIES CO wW CHARLESTON CLYDE VT 800 2 600 U 57 
m| BARTON VILLAGE ELEC DEPT WEST CHARLESTON | CLYDE VT 1 400 © 2 800 NA 78 
T 400 22 400 
LAKE CHAMPLAIN BASIN 
m| SWANTON VILLAGE OF HIGHGATE FALLS MISSISQUOL VI 4 600 21 000 NA 59 
1| STANDARD PACKAGING CORP SHELDON SPRINGS | MISSISQUOI VT 1 750 7 000 NA 79 
m|  ENOSBURG FALLS VILLAGE OF | VILLAGE MISSISQUOI VT 600 1 700 U 21 
m|  ENOSBURG FALLS VILLAGE OF | KENDALL MISSISQUOI vt 150 500 U 20 
I WEYERHAEUSER CO NORTH TROY MISSISQUOI VT 175 400 NA 60 
p| CITIZENS UTILITIES CO TROY MISSISQUOI VT 600 1 200 U 60 
p| CENTRAL VT PUB SERV CORP PETERSON LAMOILLE VT 5 000 23 100 U 52 
p| CENTRAL VT PUB SERV CORP MILTON LAMOILLE VT 6 000 35 000 NA 100 
p| CENTRAL VT PUB SERV CORP CLARKS FALLS LAMOILLE VT 3 000 13 000 7 41 
p| CENTRAL VT PUB SERV CORP FAIRFAX LAMOILLE VT 2 880 16 000 NA 80 
m| MORRISVILLE VILLAGE OF CADYS FALLS NO 1 | LAMOILLE VT 1 300 3 500 NA 40 
m| MORRISVILLE VILLAGE OF MORRISVILLE NO 2 | LAMOILLE VT 1 800 5 500 NA 50 
m| HARDWICK VILLAGE OF HARDWICK LAMOILLE vt 700 3 000 NA 54 
p| GREEN MOUNTAIN POWER CORP | GORGE NO 18 WINOOSKI vt 3 000 15 000 U 34 
p| GREEN MOUNTAIN POWER CoRP | ESSEX NO 19 WINOOSKI VT 4 800 29 000 U 55 
p| GREEN MOUNTAIN POWER CORP | twATERBURY NO 22 | WATERBURY VT 5 520 17 000 36 148 
p| GREEN MOUNTAIN POWER CORP | MIDDLESEX NO 2 WINOOSKI VT 3 200 15 000 U 52 
p| GREEN MOUNTAIN POWER CORP | MONTPELIER NO 4 | WINOOSKI VT 600 1 900 U 60 
p| GREEN MOUNTAIN POWER CORP | MARSHFIELD NO 6 | MOLLYS BROOK VT 5 000 6 700 8 378 
p| GREEN MOUNTAIN POWER CORP | VERGENNES NO 9 OTTER CR VT 2 560 10 000 U 35 
p| CENTRAL VT PUB SERV CORP WEYBRIDGE OTTER CR VT 3 000 2 400 U 31 
1| VERMONT MARBLE CO HUNTINGTON FALLS | OTTER CR VT 1 200 10 000 NA 39 
1| VERMONT MARBLE CO BELDENS OTTER CR vt 1 200 9 600 NA 41 
p| CENTRAL VT PUB SERV CORP LOWER MIDDLEBURY | OTTER CR VT 2 250 9 100 U 28 
p| CENTRAL VT PUB SERV CORP UPPER MIDDLEBURY | OTTER CR VT 180 900 U 21 
p| CENTRAL VT PUB SERV CORP EAST MIDDLEBURY | OTTER CR VT 160 1 100 U 20 
p| CENTRAL VT PUB SERV CORP SALISBURY LEICESTER VT 1 300 3 700 5 160 
p| CENTRAL VT PUB SERV CORP SILVER LAKE SILVER LAKE VT 2 200 6 400 U 676 
1| | VERMONT MARBLE CO PROCTOR OTTER CR VT 3 930 15 000 NA 120 
1| | VERMONT MARBLE CO CENTER RUTLAND OTTER CR VT 275 500 NA 27 
p| CENTRAL VT PUB SERV CORP PATCH EAST CR VT 400 1 000 U 30 
p| CENTRAL VT PUB SERV CORP GLEN EAST CR VT 2 000 5 600 U 173 
p| CENTRAL VT PUB SERV CORP PITTSFORD EAST CR VT 3 600 8 000 18 481 
p| CENTRAL VT PUB SERV CORP CARVERS FALLS POULTNEY NY 1 560 8 300 U 112 
p| CENTRAL VT PUB SERV CORP HYDEVILLE CASTLETON CR VT 270 600 10 40 
I INTERNATIONAL PAPER CO TICONDEROGA NO 38] TICONDEROGA CR | N Y 2 130 11 000 84 134 
p| NIAGARA MOHAWK PWR CORP PORT HENRY MILL BROOK NY 1 800 5 600 NA 380 
p| GORDON H BIGELOW CO WADHAMS NO 1 BOUQUET NY 464 1 200 NA 48 
p| NEW YORK ST EL AND G CORP | RAINBOW FALLS AUSABLE NY 2 640 15 000 14 92 
I ROGERS J AND J CO AU SABLE FORKS w BR AUSABLE NY 1 250 4 700 NA 92 
m| LAKE PLACID VILLAGE OF LAKE PLACID CHUBB NY 332 3900 NA 35 
I IMPERIAL PAPER CO PLATTSBURG SARANAC NY 600 2 600 NA 22 
1] VANITY FAIR PAPER MILLS PLANT NO 1 SARANAC NY 2 400 10 000 NA 43 
1] VANITY FAIR PAPER MILLS PLANT NO 2 SARANAC NY 1 080 5 000 NA 27 
p| NEW YORK ST EL AND G CORP | KENTS FALLS SARANAC NY 6 400 37 500 U 161 
p| NEW YORK ST EL AND G CoRP | MILL C SARANAC NY 2 250 12 000 U 66 
p| NEW YORK ST EL AND G CoRP | CADYVILLE SARANAC NY 2 400 15 000 U 77 
p| NEW YORK ST EL AND G corp | HIGH FALLS SARANAC NY 14 100 86 500 U 268 
p| PAUL SMITHS EL L AND P CO | UNION FALLS SARANAC NY 2 400 8 600 NA 61 
p| PAUL SMITHS EL L AND P CO | FRANKLIN FALLS SARANAC NY 2 265 6 200 NA 57 
119 271 529 500 


SEE FOOTNOTES AT END OF TABLE, 


TABLE 2 (Contd) - EXISTING By Ma jor Drainages and River Basins 


DRAINAGE AND RIVER BASIN INSTALLED AVERAGE USABLE | GROSS 


CAPACITY 2 ANNUAL POWER | STATIC 
GENERATION 
KW 1,000 KWH 


NAME OF PLANT 
STORAGE | HEAD 


,OO0AC-FT| FT. 


NAME OF OWNER 


CHATEAUGAY RIVER BASIN 
NEW YORK ST EL AND G CORP 


SALMON RIVER BASIN 
NIAGARA MOHAWK PWR CORP 
NIAGARA MOHAWK PWR CORP 


ST REGIS RIVER BASIN 
NIAGARA MOHAWK PWR CORP 
PAUL SMITHS EL L AND P CO 
NIAGARA MOHAWK PWR CORP 
NIAGARA MOHAWK PWR CORP 


RAQUETTE RIVER BASIN 
NIAGARA MOHAWK PWR CORP 
NIAGARA MOHAWK PWR CORP 
NIAGARA MOHAWK PWR CORP 
NIAGARA MOHAWK PWR CORP 
NIAGARA MOHAWK PWR CORP 
NEKOOSA EDWARDS PAPER CO 
NEKOOSA EDWARDS PAPER CO 
POTSDAM MUN ELECTRIC PLT 


CHATEAUGAY 


MACOMB 
CHASM 


HOGANSBURG 
KEESES MILL 
ALLENS FALLS 
PARISHVILLE 


RAYMONDVILLE 
NORFOLK 

EAST NORFOLK 
YALEVILLE 
NORWOOD 
UNIONVILLE 
HEWITTVILLE 
POTSDAM 


CHATEAUGAY 


SALMON 
SALMON 


ST REGIS 
ST REGIS 


Ww BR ST REGIS 
w BR ST REGIS 


RAQUETTE 
RAQUETTE 
RAQUETTE 
RAQUETTE 
RAQUETTE 
RAQUETTE 
RAQUETTE 
RAQUETTE 
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NIAGARA MOHAWK PWR CORP 
NIAGARA MOHAWK PWR CORP 
NIAGARA MOHAWK PWR CORP 
NIAGARA MOHAWK PWR CORP 
NIAGARA MOHAWK PWR CORP 
NIAGARA MOHAWK PWR CORP 
NIAGARA MOHAWK PwR CORP 
NIAGARA MOHAWK PWR CORP 
NIAGARA MOHAWK PWR CORP 
PAUL SMITHS EL L AND P CO 


SUGAR ISLAND 
HANNAWA 
COLTON 

HIGLEY 

tSOUTH COLTON 
tFIVE FALLS 
TRAINBOW FALLS 
TBLAKE FALLS 
TtSTARK 
PIERCEFIELD 


RAQUETTE 
RAQUETTE 
RAQUETTE 
RAQUETTE 
RAQUETTE 
RAQUETTE 
RAQUETTE 
RAQUETTE 
RAQUETTE 
RAQUETTE 


be 


rh 
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GRASS RIVER BASIN 


DEXTER HYDRO ELEC CORP PYRITES 


ST LAWRENCE MAIN STREAM 


PwR AUTH STATE OF N Y TROBERT MOSES ST LAWRENCE 


OSWEGATCHIE RIVER BASIN 
NIAGARA MOHAWK PWR CORP 
NIAGARA MOHAWK PWR CORP 
THERESA MUNICIPAL LT COMM 
PHILADELPHIA MUN EL SYST 


EEL WEIR OSWEGAT CHIE 
THERESA INDIAN 

THERESA INDIAN 
PHILADELPHIA INDIAN 

NIAGARA MOHAWK PWR CORP HEUVELTON OSWEGATCHIE 
GROVETON PAPERS CO NATURAL DAM CSWEGATCHIE 
GOUVERNEUR VILLAGE OF GOUVERNEUR OSWEGATCHIE 
«INTERNATIONAL TALC CO INC HAILESBORO NO 4 OSWEGATCHIE 
INTERNATIONAL TALC CO INC FOWLER NO 7 OSWEGATCHIE 
HAMPSHIRE PAPER CO INC EMERYVILLE OSWEGATCHIE 
NIAGARA MOHAWK PWR CORP OSWEGATCHIE E BR OSWEGATCHIE 
NIAGARA MOHAWK PWR CORP SO EDWARDS NO 2 BR OSWEGATCHIE 
NIAGARA MOHAWK PWR CORP FLAT ROCK BR OSWEGATCHIE 
NIAGARA MOHAWK PWR CORP BROWNS FALLS BR OSWEGATCHIE 
NEWTON FALLS PAPER MILL NEWTON FALLS BR OSWEGATCHIE 
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rR Nh 


QIn wn onanvn 


rw 
wo 


ST LAWRENCE RIVER DRAINAGE TOTAL 


LAKE ONTARIO DRAINAGE 


BLACK RIVER BASIN 
DEXTER HYDRO ELEC CORP 
BEEBEE ISLAND NIAG MOHAWK 
NIAGARA MOHAWK PWR CORP 
NIAGARA MOHAWK PWR CORP 
WATERTOWN MUN ELEC DEPT 
NIAGARA MOHAWK PWR CORP 
NIAGARA MOHAWK PWR CORP 
NIAGARA MOHAWK PWR CORP 
NIAGARA MOHAWK PWR CORP 
CROWN ZELLERBACH CORP 
ST REGIS PAPER CO 
CARTHAGE PAPER MAKERS INC 
LEWIS J P COMPANY 
BEAVER RIVER PWR CO 
NIAGARA MOHAWK PWR CORP 
NIAGARA MOHAWK PWR CORP 


DEXTER BLACK 
BEEBEE ISLAND BLACK 
SEWALLS ISLAND BLACK 
DIAMOND ISLAND BLACK 
WATERTCWN BLACK 
BLACK RIVER BLACK 
KAMARGO BLACK 
DEFERIET BLACK 
HERRINGS BLACK 
CARTHAGE BLACK 
CARTHAGE BLACK 
CARTHAGE BLACK 
BEAVER FALLS BEAVER 
HIGH FALLS BEAVER 
BELFORT BEAVER 
TAYLORVILLE BEAVER 
NIAGARA MOHAWK PWR CORP ELMER FALLS BEAVER 
NIAGARA MOHAWK PWR CORP EFFLEY FALLS BEAVER 
NIAGARA MOHAWK PWR CORP SOFT MAPLE BEAVER 
NIAGARA MOHAWK PWR CORP EAGLE FALLS BEAVER 
NIAGARA MOHAWK PWR CORP MOSHIER FALLS BEAVER 
GOULD PAPER CO MILL NO 3 MOOSE 
CATALDO ELECTRIC SERVICE R J BAILEY BLACK 
CATALDO ELECTRIC SERVICE DENLEY BLACK 
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SEE FOOTNOTES AT END OF TABLE. 


TABLE 2 (Contd) - EXISTING By Major Drainages and River Basins 


DRAINAGE AND RIVER BASIN 


NAME OF OWNER 


SALMON RIVER BASIN 
NIAGARA MOHAWK PWR 
NIAGARA MOHAWK PWR 


OSWEGO RIVER BASIN 
NIAGARA MOHAWK PWR CORP 
NIAGARA MOHAWK PWR CORP 
NIAGARA MOHAWK PWR CORP 
NIAGARA MOHAWK PWR CORP 
NIAGARA MOHAWK PWR CORP 
NIAGARA MOHAWK PWR CORP 
SEALRIGHT OSWEGO CORP 
NIAGARA MOHAWK PWR CORP 
DUNN AND MCCARTHY INC 
DUNN AND MCCARTHY INC 
SHOE FORM CO INC 
DUNN AND MCCARTHY INC 
CORNELL UNIVERSITY 
NEw YORK ST EL AND G 
NEW YORK ST EL AND G 
NEW YORK ST EL AND G 
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GENESEE RIVER BASIN 
ROCHESTER GAS AND 
ROCHESTER GAS AND 
ROCHESTER GAS AND 
ROCHESTER GAS AND 
ROCHESTER GAS AND 
ROCHESTER GAS AND 


CORP 
CORP 
CORP 
CORP 
CORP 
CORP 


OAK ORCHARD CREEK BASIN 
NIAGARA MOHAWK PWR CORP 
NIAGARA MOHAWK PWR CORP 
NIAGARA MOHAWK PWR CORP 


NIAGARA RIVER BASIN 
PWR AUTH STATE OF N Y 


BARGE CANAL BASIN 
NIAGARA MOHAWK PWR CORP 


NAME OF PLANT 


LIGHTHOUSE HILL 
BENNETTS BRIDGE 


VARICK 

HIGH DAM NO 6 
MINETTO 
GRANBY 
RIVERSIDE 
FULTON 

OSWEGO FALLS 
BALOWINSVILLE 
WOOLEN MILL 
AUBURN 

AUBURN 

SHANK PLANT 
NUMBER 1 
SENECA FALLS 
WATERLOO 
KEUKA 


ROCHESTER NO 5 
ROCHESTER NO 2 
ROCHESTER NO 26 
MT MORRIS NO 160 
WISCOY NO 170 
MILLS NO 172 


WATERPORT 
GLENWOOD 
OAK ORCHARD 


TtNIAGARA 


HYDRAULIC RACE 


AKE ONTARIO DRAINAGE TOTAL 


LAKE ERIE DRAINAGE 


CATTARAUGUS CREEK BASIN 
SPRINGVILLE VILAGE OF 


MINOR RIVER BASINS 
VAUGHN MACHINE CO 
FORT WAYNE LT AND PWR WKS 
FORT WAYNE LT AND PWR WKS 
HAYDEN FUEL AND SUPPLY CO 


HURON RIVER BASIN 
FORD MOTOR CO 
PENINSULAR PAPER CO 


LAKE ERIE DRAINAGE TOTAL 


LAKE HURON DRAINAGE 


SAGINAW RIVER BASIN 
ST) LOUIS CITY (OF 
HARRIS MILLING CO 
WOLVERINE POWER CO 
WOLVERINE POWER CO 
WOLVERINE POWER CO 
WOLVERINE POWER CO 


AU SABLE RIVER BASIN 
CONSUMERS POWER 
CONSUMERS POWER 
CONSUMERS POWER 
CONSUMERS POWER 
CONSUMERS POWER 
CONSUMERS POWER 


SEE FOOTNOTES AT END OF TABLE. 


CATTARAUGUS 


CUYAHOGA FALLS 
MAUMEE DAM 

ST JOE DAM 
TECUMSEH 


YPSILANTI 
YPSILANTI 


ST LOUIS 

MT PLEASANT 
SANFORD 
EDENVILLE 
SMALLWOOD 
SECORDS 


FOOTE 

COOKE 

FIVE CHANNELS 
LOUD 

ALCONA 

MIO 


SALMON 
SALMON 


OSWEGO 
OSWEGO 
OSWEGO 
OSWEGO 
OSWEGO 
OSWEGO 
OSWEGO 
SENECA 
OWASCO 
OWASCO 
OWASCO 
OWASCO 
FALL CR 
SENECA 
SENECA CANAL 
KEUKA LAKE 


GENESEE 
GENESEE 
GENESEE 
GENESEE 
WISCOY CR 
wIscoy CR 


OAK ORCHARD CR 
OAK ORCHARD CR 
BARGE CANAL 


NIAGARA 


BARGE CANAL 


CATTARAUGUS CR 


CUYAHOGA 
MAUMEE 
ST JOE 
RAISIN 


HURON 
HURON 


PINE 

CHIPPEWA 
TITTABAWASSEE 
TITTABAWASSEE 
TITTABAWASSEE 
TITTABAWASSEE 


Para ra ead de ira hina area 
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INSTALLED 


AVERAGE 
CAPACITY 2/ 


ANNUAL 
GENERATION 
1,000 KWH 


USABLE 

POWER | STATIC 
STORAGE| HEAD 
,OOOAC-FT| FT. 


GROSS 


TABLE 2 (Contd) - EXISTING By Major Drainages and River Basins 


INSTALLED AVERAGE USABLE | GROSS 
CAPACITY 2/ ANNUAL POWER | STATIC 
GENERATION STORAGE | HEAD 

KW 1,000 KWH ,000 AC-FT) Lai 


DRAINAGE AND RIVER BASIN 
SS NAME OF PLANT 
NAME OF OWNER 


MINOR RIVER BASINS 
ALPENA POWER CO 
ALPENA POWER CO 
ALPENA POWER CO 
ALPENA POWER CO 


_ NINTH STREET 
FOUR MILE D 
NORWAY PT 


THUNDER BAY 
THUNDER BAY 
THUNDER BAY 
HILLMAN THUNDER BAY 
CONSUMERS POWER CO CHEBOYGAN CHEBOYGAN 
GONSUMERS POWER CO ALVERNO BLACK 
NORTHERN MICHIGAN EL KLEBER BLACK 
NORTHERN MICHIGAN EL TOWER HYDRO BLACK 


Sew OOOO Ong 


ST MARYS RIVER BASIN 
DISON SAULT ELECTRIC 
CORPS OF ENGINEERS 


CARBIDE 
ST MARYS FALLS 


ST MARYS 
ST MARYS 


LAKE HURON DRAINAGE TOTAL 


LAKE MICHIGAN DRAINAGE 


MINOR RIVER BASINS 
CONSUMERS POWER ELK RAPIDS ELK 
CHARLEVOIX CITY BELLAIRE CEDAR 
CONSUMERS POWER SABIN BOARDMAN 
CONSUMERS POWER BOARDMAN NO 3 BOARDMAN 
TRAVERSE CITY L KEYSTONE BOARDMAN 
TRAVERSE CITY L BROWN BRIDGE BOARDMAN 


MANISTEE RIVER BASIN 
CONSUMERS POWER CO 
CONSUMERS POWER CO 


C w TIPPY 
HODENPYL 


MANISTEE 
“MANISTEE 


MINOR RIVER BASINS 
HART HYDRO ELEC SYSTEM HART 
CONSUMERS POWER NEWAYGO 
CONSUMERS POWER CROTON 
CONSUMERS POWER HARDY 
CONSUMERS POWER ROGERS 
CONSUMERS POWER BIG RAPIDS 


PENTWATER 
MUSKEGON 
MUSKEGON 
MUSKEGON 
MUSKEGON 
MUSKEGON 


M 
p 
p 
p 
p 
p 
p 


CENTRAL PLANT CO 


GRAND RIVER BASIN 


CONSUMERS POWER CO 
CONSUMERS POWER CO 
CONSUMERS POWER CO 


BIG RAPIDS CENTRL 


ADA 
CASCADE 
LABARGE 


MUSKEGON 


THORNAPP 
THORNAPP 
THORNAPP 


LE 
LE 
LE 


MIDSTATE SERVICE CO MIDDLEVILLE THORNAPPLE 
MIDSTATE SERVICE CO IRVING THORNAPPLE 
LOWELL VILLAGE OF LOWELL FLAT 
CONSUMERS POWER CO LOWELL FLAT 
CONSUMERS POWER CO WEBBER GRAND 
PORTLAND ELECTRIC DEPT PORTLAND GRAND 
LANSING WTR AND LT COMM NORTH LANSING GRAND 
LANSING WTR AND LT COMM MOORES PARK GRAND 
MILLER DAIRY FARM EATON RAPIDS SPRING CR 
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KALAMAZOO RIVER BASIN 
ALLEGAN CITY OF 
CONSUMERS POWER CO ALLEGAN 
CONSUMERS POWER CO TROWBRIDGE 
CONSUMERS POWER CO OTSEGO 
CONSUMERS POWER CO PLAINWELL NO 1 
HAMILTON PAPER CO MICH PLAINWELL 
MARSHALL CITY OF MARSHALL 


TALLEGAN CITY KALAMAZOO 
KALAMAZOO 
KALAMAZOO 
KALAMAZOO 
KALAMAZOO 
KALAMAZOO 


KALAMAZOO 


Ze VVVVUE 


ST JOSEPH RIVER BASIN 
HAMMERMILL PAPER CO 
PAW PAW VILLAGE OF 


WATERVLIET PAW PAW 
PAW PAW w BR PAW PAW 
INDIANA AND MICH ELEC BERRIEN SPRINGS ST JOSEPH 
INDIANA AND MICH ELEC BUCHANAN ST JOSEPH 
NILES CITY OF NILES DOWAGIAC CR 
FRENCH PAPER CO NILES ST JOSEPH 
INDIANA AND MICH ELEC TWIN BRANCH ST JOSEPH 
INDIANA AND MICH ELEC ELKHART ST JOSEPH 
NORTHERN IND PUB SERV BAINTERTOWN ELKHART 
NORTHERN IND PUB SERV BENTON ELKHART 
MICHIGAN GAS AND EL CO TMOTTVILLE ST JOSEPH 
MICHIGAN GAS AND EL CO CONSTANTINE ST JOSEPH 
RINKEL H G & SONS GREENFIELD MILLS FAWN 
MICHIGAN GAS AND EL CO PORTAGE PORTAGE 
STURGIS CITY OF STURGIS ST JOSEPH 
UNION CITY VILLAGE OF RILEY ST JOSEPH 


SSVVVVVIVV VS SEVIS 


SEE FOOTNOTES AT END OF TABLE. 


TABLE 2 (Contd) - EXISTING By Major Drainages and River Basins 


DRAINAGE AND RIVER BASIN 


NAME OF OWNER 


FOX RIVER BASIN 

NICOLET PAPER CORP 
KAUKAUNA ELEC WIR DEPT 
KAUKAUNA ELEC WTR DEPT 
KAUKAUNA ELEC WTR DEPT 
COMBINED LOCKS PAPER CO 
KAUKAUNA ELEC WTR DEPT 
KIMBERLY CLARK CORP 
CONSOLIDATED PAPERS INC 
FOX RIVER PAPER CORP 
APPLETON WOOLEN MILLS 
KIMBERLY CLARK CORP 
WISCONSIN MICHIGAN PWR 
FOREMOST DAIRIES INC 
WHITING GEORGE A PAPER 
BERGSTROM PAPER CO 
WISCONSIN MICHIGAN PWR 


WEST DE PERE 
RAPID CROCHE 


TKAUKAUNA 


BADGER 
COMBINED LOCKS 
LITTLE CHUTE 
KIMBERLY 
APPLETON 
APPLETON 
APPLETON 
ATLAS MILL 
APPLETON 
APPLETON 
MENASHA 
NEENAH 
WEYAUWEGA 


FOX 
FOX 
FOX 
FOx 
FOX 
FOX 
FOx 
FOX 
FOX 
FOX 
FOx 
FOx 
FOX 
FOx 
FOX 
WAUPACA 


INSTALLED 
CAPACITY 2/ 


kw 


AVERAGE 
ANNUAL 
GENERATION 
1,000 KWH 


GROSS 
STATIC 
HEAD 
FT. 


GRESHAM RED 
SHAWANO WOLF 
tSHAWANO WOLF 
KESHENA FALLS WOLF 
NEOPIT Ww BR WOLF 
NESHKORO WHITE 
HARRISVILLE MONTELLO 
MONTELLO MONTELLO LAKE 
OXFORD NEENAH 
WESTFIELD DUCK CR 
LAWRENCE DUCK CR 


GRESHAM WTR PWR AND EL 
SHAWANO PAPER MILLS 
WISCONSIN POWER AND LT 
MENOMINEE ENTERPRISES INC 
MENOMINEE INDIAN MILLS 
WHITE RIVER POWER CO 
MILLER EVA 

MONTELLO GRANITE CO 
WISCONSIN POWER AND LT CO 
WESTFIELD MILL EL LT CO 
PIONEER PWR & LT CO 
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MINOR RIVER BASINS 

OCONTO ELECTRIC COOP 
FALLS PAPER AND POWER CO 
WISCONSIN MICHIGAN PWR CO 
WISCONSIN PUB SERV CORP 
WISCONSIN PUB SERV CORP 
WISCONSIN PUB SERV CORP 
WISCONSIN PUB SERV CORP 
WISCONSIN PUB SERV CORP 
WISCONSIN PUB SERV CORP 


TSTILES 
OCONTO FALLS 
OCONTO FALLS 

. PESHTEGO 

_ POTATO RAPIDS 
SANDSTONE 
JOHNSON FALLS 
HIGH FALLS 
CALDRON FALLS 


OCONTO 
OCONTO 
OCONTO 
PESHTIGO 
PESHTIGO 
PESHTIGO 
PESHTIGO 
PESHTIGO 
PESHTIGO 
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MENOMINEE RIVER BASIN 
SCOTT PAPER CO 
SCOTT PAPER CO 
WISCONSIN PUB SERV CORP 
WISCONSIN MICHIGAN PWR CO 
WISCONSIN MICHIGAN PWR CO 
NORWAY CITY OF 
WISCONSIN MICHIGAN PWR CO 
KIMBERLY CLARK CORP 
WISCONSIN MICHIGAN PWR CO 
WISCONSIN MICHIGAN PWR CO 
WISCONSIN MICHIGAN PWR CO 
WISCONSIN MICHIGAN PWR CO 
WISCONSIN MICHIGAN PWR CO 
WISCONSIN MICHIGAN PWR CO 
WISCONSIN MICHIGAN PWR CO 
WISCONSIN MICHIGAN PWR CO 
WISCONSIN MICHIGAN PWR CO 
WISCONSIN MICHIGAN PWR CO 
WISCONSIN MICHIGAN PWR CO 
CRYSTAL FALLS LT WTR DEPT 


MENOMINE 
MARINETTE 
GRAND RAPIDS 
WHITE PIDS 
CHALK ise 
STURGEON FALLS 
STURGEON RIVER 
_ NIAGARA WIS 
TBIG QUINNESEC 
tQUINNESEC FALLS MENOMINEE 
TKINGSFORD MENOMINEE 
PINE RIVER PINE : 
tTWIN FALLS MENOMINEE 
+MICHIGAMME FALLS | MICHIGAMME 
TPEAVY FALLS MICHIGAMME 
tHEMLOCK FALLS M1CHIGAMME 
TtWAY DAM MICHIGAMME 
BRULE ISLAND BRULE 
TLOWER PAINT PAINT 
CRYSTAL FALLS PAINT 


MENOMINEE 
MENOMINEE 
MENOMINEE 
MENOMINEE 
MENOMINEE 
MENOMINEE 
STURGEON 

MENOMINEE 
MENOMINEE 
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MINOR RIVER BASINS 

MEAD CORPORATION 

MEAD CORPORATION 

MEAD CORPORATION 

MEAD CORPORATION 
CLEVELAND CLIFFS IRON CO 
MANISTIQUE PULP PAPER CO 


ESCANABA NO 1 
ESCANABA NO 2 
CHANDLER NO 3 
BONEY FALLS NO 4 
ESCANABA 
MANISTIQUE 


ESCANABA 
ESCANABA 
ESCANABA 
ESCANABA 
ESCANABA | 
MANISTIQUE 


LAKE MICHIGAN DRAINAGE TOTAL 


LAKE SUPERIOR DRAINAGE 


MINOR RIVER BASINS 
CLEVELAND CLIFFS IRON CO 


AU TRAIN 
CLEVELAND CLIFFS IRON CO CARP 


AU TRAIN 
CARP 


Bre ETEK 


SEE FOOTNOTES AT END OF TABLE. 


MARQUETTE CITY OF 
MARQUETTE CITY OF 
MARQUETTE CITY OF 
CLEVELAND CLIFFS IRON CO 
CLEVELAND CLIFFS IRON CO 
L ANSE VILLAGE OF 


MARQUETTE NO 3 
MARQUETTE NO 2 
MARQUETTE NO 1 
MC CLURE 

HOIST 

L ANSE 


DEAD 
DEAD 
DEAD 
DEAD 
DEAD 
FALLS 


TABLE 2 (Contd) - EXISTING By Major Drainages and River Basins 


INSTALLED 
CAPACITY 2/ 


AVERAGE 
ANNUAL 

GENERATION 

KW 1,000 KWH 


DRAINAGE AND RIVER BASIN 


NAME OF PLANT 
NAME OF OWNER 


STURGEON RIVER BASIN 


UPPER PENINSULA PWR CO PRICKETT STURGEON 


ONTONAGON RIVER BASIN 


UPPER PENINSULA PWR CO VICTORIA WwW BR ONTONAGON 


MINOR RIVER BASINS 
LAKE SUPERIOR DIST SUPERIOR FALLS MONTREAL 
LAKE SUPERIOR DIST SAXON MONTREAL 
LAKE SUPERIOR DIST WHITE RIVER WHITE 
LAKE SUPERIOR DIST MELLEN BAD 
LAKE SUPERIOR DIST ORIENTA FALLS IRON 


ST LOUFS RIVER BASIN 
MINNESOTA POWER AND LT 
MINNESOTA POWER AND LT 
MINNESOTA POWER AND LT 
NORTHWEST PAPER CO 
MINNESOTA POWER AND LT 


FOND OU LAC 
THOMSON 
SCANLON 
CLOQUET 
KNIFE FALLS 


LAKE SUPERIOR DRAINAGE TOTAL 


GREAT LAKES-ST LAWRENCE 


MAJOR DRAINAGE TOTAL 4 041 797 24 861 300 


NORTH ATLANTIC MAJOR DRAINAGE 
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ST JOHN RIVER BASIN 
MAINE PUBLIC SERVICE CO 
MAINE PUBLIC SERVICE CO 


ST CROIX RIVER BASIN 
ST CROIX PAPER CO 
ST CROIX PAPER CO 


MINOR RIVER BASINS 
BANGOR HYDRO ELECTRIC CO 
BANGOR HYDRO ELECTRIC CO 


PENOBSCOT RIVER BASIN 
CENTRAL MAINE POWER CO 
BANGOR CITY ELEC&R C DEPT 
BANGOR HYDRO ELECTRIC CO 


* BANGOR HYDRO ELECTRIC CO 


BANGOR HYDRO ELECTRIC CO 
PENOBSCOT CHEM FIBRE CO 
BANGOR HYDRO ELECTRIC CO 
BANGOR HYDRO ELECTRIC CO 
CENTRAL MAINE POWER CO 
BANGOR HYDRO ELECTRIC CO 
GREAT NORTHERN PAPER CO 
BANGOR HYDRO ELECTRIC CO 
GREAT NORTHERN PAPER CO 
GREAT NORTHERN PAPER CO 
GREAT NORTHERN PAPER CO 
GREAT NORTHERN PAPER CO 


MEGUNTICOOK RIVER BASIN 
SEABRIGHT CORPORATION 
CENTRAL MAINE POWER CO 
CENTRAL MAINE POWER CO 


KENNEBEC RIVER BASIN 
WARREN S D CO 
HUDSON PULP PAPER CO 


CARIBOU 
SQUA PAN 


WOODLAND 
GRAND FALLS 


MACHIAS 
ELLSWORTH 


EAST ORLAND 
BANGOR CITY 
VEAZIE 
ORONO 
STILLWATER 
GREAT WORKS 
MILFORD 
HOWLAND 
GREENVILLE 
STANFORD 
WELDON 
MEDWAY 
DOLBY 
MILLINOCKET 
NORTH TWIN 
RIPOGENUS 


CAMDEN 
BELFAST 
DAMARISCOTTA 


COPSECOOK 
AUGUSTA 


AROOSTOOK 
SQUA PAN STREAM 


ST CROIX 
ST CROIX 


MACHIAS 
UNION 


TODDY 
PENOBSCOT 
PENOBSCOT 
STILLWATER 
STILLWATER 
PENOBSCOT 
PENOBSCOT 
PISCATAQUIS 
WILSON STREAM 
PENOBSCOT 
PENOBSCOT 
BR PENOBSCOT 
BR PENOBSCOT 
BR PENOBSCOT 
BR PENOBSCOT 
BR PENOBSCOT 


MEGUNT I COOK 
GOOSE 


DAMARISCOTTA LAK 


COBBOSSEE POND 
KENNEBEC 


cc cece ec. Cce cc 


On 
@w 
or 


BATES MFG CO 
CENTRAL MAINE POWER 
CENTRAL MAINE POWER 
CENTRAL MAINE POWER 
CENTRAL MAINE POWER 
CENTRAL MAINE POWER 
CENTRAL MAINE POWER 
MILSTAR MFG CORP 
COTWOOL MFG CORP 
SCOTT PAPER CO 
CENTRAL MAINE POWER 
CENTRAL MAINE PR CO 


EDWARDS DIVISION 
UNION GAS 
AUTOMATIC 

RICE RIPS 
OAKLAND 

FORT HALIFAX 
BURNHAM 
WATERVILLE 
WATERVILLE 

T AND A MILLS 
SHAWMUT KENNEBEC 
WESTON KENNEBEC 
MADISON ELEC WORKS NORRIDGEWOCK SANDY 
KENNEBEC R PULP AND ABENAKI KENNEBEC 
KENNEBEC R PULP AND ANSON KENNEBEC 
CENTRAL MAINE POWER WILLIAMS KENNEBEC 
CENTRAL MAINE POWER WYMAN KENNEBEC 
CENTRAL MAINE POWER THARRIS KENNEBEC 


KENNEBEC 
MESSALONSKEE STR 
MESSALONSKEE STR 
MESSALONSKEE STR 
MESSALONSKEE STR 
SEBAST I COOK 
SEBAST ICOOK 
KENNEBEC 
KENNEBEC 
KENNEBEC 


ms 2 
oxscccreceuc es Ccececce 


VVVOHM HH FVVH HH VIVID UUM ee 
No 


SEE FOOTNOTES AT END OF TABLE. 
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TABLE 2 (Contd) - EXISTING By Major Drainages and River Basins 


DRAINAGE AND RIVER BASIN 


NAME OF OWNER 


ANDROSCOGGIN RIVER BASIN 


CENTRAL MAINE POWER CO 
CENTRAL MAINE POWER CO 
PEJEPSCOT PAPER CO 
WORUMBO MFG CO 

CENTRAL MAINE POWER CO 
PEPPERELL MFG CO 
LIBBEY W S CO 

BATES MANUFACTURING CO 
BATES MANUFACTURING CO 
BATES MANUFACTURING CO 
LEWISTON PUBLIC WORKS 
CENTRAL MAINE POWER CO 
CENTRAL MAINE POWER CO 
CENTRAL MAINE POWER CO 
INTERNATIONAL PAPER CO 
INTERNATIONAL PAPER CO 
INTERNATIONAL PAPER CO 
RUMFORD FALLS POWER CO 
RUMFORD FALLS POWER CO 
BROWN COMPANY 

PUBLIC SERVICE CO OF N 
BROWN COMPANY 

BROWN CO 

BROWN CO 

PUBLIC SERVICE CO OF N 
BROWN CO 

BROWN CO 


MINOR RIVER BASINS 


WARREN S D CO 
WARREN S D CO 
WARREN S D CO 
WARREN S D CO 
CENTRAL MAINE POWER 
WARREN S D CO 
CENTRAL MAINE POWER 


SACO RIVER BASIN 


CENTRAL MAINE POWER CO 

SACO REALTY CO 

CENTRAL MAINE POWER CO 

CENTRAL MAINE POWER CO 

CENTRAL MAINE POWER CO 

CENTRAL MAINE POWER CO 

CORNISH KEZAR FLS L PR 

CENTRAL MAINE POWER CO 

PUBLIC SERVICE CO OF N 

WHITE MOUNTAIN POWER CO 


MINOR RIVER BASINS 


WYANDOTTE WORSTED CO 

CENTRAL MAINE POWER CO 
CENTRAL MAINE POWER CO 
PUBLIC SERVICE CO OF N 
PUBLIC SERVICE CO OF N 
SPAULDING FIBER CO INC 
SPAULDING FIBRE CO INC 


| MERRIMACK RIVER BASIN 


NEW ENGLAND POWER CO 
NEW ENGLAND POWER CO 
EVERETT MILL PROPERTIES 
ROWLAND INDUSTRIES INC 
ATLANTIC ENTERPRISES IN 
MERRIMAC PAPER CO INC 
OXFORD PAPER CO INC 
TALBOT MILLS 

MAYNARD INDUSTRIES 
METROPOLITAN DIST COMM 
FLETCHER CED 

BOOTT MILLS 

JACKSON PROPERTIES INC 
BOOTT MILLS 

BOOTT MILLS 

MINE FALLS DEVELOPMENT 
ST REGIS PAPER CO 
SAMSON CORDAGE WORKS 
METROPOLITAN DIST COMM 
METROPOLITAN DIST COMM 
CROCKER BURBANK AND CO 
HILLSBOROUGH MILLS 
PUBLIC SERVICE CO OF N 
PUBLIC SERVICE CO OF N 
PUBLIC SERVICE CO OF N 
PUBLIC SERVICE CO OF N 
DOLE SUNCOOK INC 
PUBLIC SERVICE CO OF N 
CONCORD ELECTRIC CO 
HOAGUE SPRAGUE CO 


co 


H 


H 
H 


Cc 


NAME OF PLANT 


TBRUNSWICK 
TTOPSHAM 
PEJEPSCOT 
LISBON FALLS 
NORWAY 
LEWISTON 
LEWISTON 
LEWISTON DIVISION 
HILL DIVISION 
ANDROSCOGGIN 
LEWISTON 
TDEER RIPS 
TANDROSCOGGIN NO 3 
TGULF ISLAND 
LIVERMORE MILL 
OTIS MILL 
JAY 
RUMFORD FLS LWR 
RUMFORD FLS UPR 
SHELBURNE 
GORHAM 
GORHAM 
CASCADE 
CROSS 
J BRODIE SMITH 
RIVERSIDE 
BERLIN 


SMELT HILL 
CUMBERLAND 
SACCARAPPA 
DUNDEE 

NORTH GORHAM 
EEL WEIR 
BRIDGTON 


CATARACT 

SACO DIVISION 
SKELTON 
TBAR MILLS 

WEST BUXTON 
BONNY EAGLE 
KEZAR FALLS 
HIRAM 

SWANS FALLS 
GOODRICH FALLS 


ROCHESTER 

SOUTH BERWICK 
GREAT WORKS 
SALMON FALLS 
GREAT FALLS UPPER 
NORTH ROCHESTER 
MILTON N ROCHESTR 


AMESBURY NO 5 
LAKE GARDNER 
EVERETT MILLS 
CANAL STREET 
CANAL STREET 
MERRIMAC 
LAWRENCE 
NORTH BILLERICA 
ASSABET 
SUDBURY 

SOUTH ACTON 
LOWELL 

LOWELL 

LOWELL 

LOWELL 

NASHUA MILL 
PEPPERELL 
SHIRLEY 
WACHUSETT 
OAKDALE 
FITCHBURG 
WILTON 
KELLEYS FALLS 
GREGGS FALLS 
TAMOSKEAG 
THOOKSETT 
ALLENTOWN 
TGARVINS FALLS 
TSEWALLS FALLS 
WEST HOPKINTON 


ANDROSCOGGIN 
ANDROSCOGGIN 
ANDROSCOGGIN 
ANDROSCOGGIN 
PENNESSEEWASSEE 
ANDROSCOGGIN 
ANDROSCOGGIN 
ANDROSCOGGIN 
ANDROSCOGGIN 
ANDROSCOGGIN 
ANDROSCOGGIN 
ANDROSCOGGIN 
ANDROSCOGGIN 
ANDROSCOGGIN 
ANDROSCOGGIN 
ANDROSCOGGIN 
ANDROSCOGGIN 
ANDROSCOGGIN 
ANDROSCOGGIN 
ANDROSCOGGIN 
ANDROSCOGGIN 
ANDROSCOGGIN 
ANDROSCOGGIN 
ANDROSCOGGIN 
ANDROSCOGGIN 
ANDROSCOGGIN 
ANDROSCOGGIN 


_ PRESUMPSCOT 


PRESUMPSCOT 
PRESUMPSCOT 
PRESUMPSCOT 
PRESUMPSCOT 
PRESUMPSCOT 
WILLET 


} SACO 


SACO 
SACO 
SACO 
SACO 
SACO 


| OSSIPEE 
| SACO 


SACO 
GLEN ELLIS 


COCHECO 

SALMON FALLS 
GREAT WORKS 
SALMON FALLS 
SALMON FALLS 
SALMON FALLS 
SALMON FALLS 


POWOW 

POWOW 

MERRIMACK CANAL 
MERRIMACK CANAL 
MERRIMACK CANAL 
MERRIMACK CANAL 
MERRIMACK CANAL 
CONCORD 

ASSABET 

SUDBURY 

FORT POND BR 
MERRIMACK CANAL 
MERRIMACK CANAL 
MERRIMACK CANAL 
MERRIMACK CANAL 
NASHUA 

NASHUA 

SHIRLEY RESERVOI 
S BR NASHUA 
QUABBIN AQUEDUCT 
NORTH NASHUA 
SOUHEGAN 
PISCATAQUOG 
PISCATAQUOG 
MERRIMACK 
MERRIMACK 
SUNCOOK 
MERRIMACK 
MERRIMACK 
CONTOOCOOK 
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TABLE 2 (Contd) - EXISTING By Major Drainages and River Basins 


INSTALLED AVERAGE USABLE | GROSS 
CAPACITY 2 ANNUAL POWER | STATIC 
GENERATION STORAGE HEAD 

KW 1,000 KWH ,000 AC-FT) FT. 


DRAINAGE AND RIVER BASIN 
SEnEnEEEEEEEnEEnEEEEEEEEEEEEEIEEEEEEEEERT NAME OF PLANT 
NAME OF OWNER 


MERRIMACK RIVER BASIN (CONTINUED) 
PUBLIC SERVICE CO OF H *~  JACKMAN N BR CONTOOKOOK 
MONADNACK MILLS INC BENNINGTON CONTOOCOOK 
SULLOWAY INDUSTRIES INC FRANKLIN WINNEPE SAUKEE 
STEVENS J P AND CO INC FRANKLIN MILL WINNEPE SAUKEE 
PUBLIC SERVICE CO OF N LOCHMERE WINNEPE SAUKEE 
SCOTT AND WILLIAMS INC LAKEPORT LAKE PAUGUS 
PUBLIC SERVICE CO OF N EASTMAN FALLS PEMIGEWASSET 
PUBLIC SERVICE CO OF N BRISTOL NO 8 NEWFOUND 
PUBLIC SERVICE CO OF N AYERS ISLAND PEMIGEWASSET 
FRANCONIA PAPER CORP LINCOLN PEMIGEWASSET 


HVUUH DVHHHD 
PE I A A ad ak Oa 
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MINOR RIVER BASINS 
VALLEY LACE CO HOPE MILL N BR PAWTUXET 
PROVIDENCE CITY OF GAINER DAM N BR PAWTUXET 
BLACKSTONE VAL G AND E PAWTUCKET NO 2 BLACKSTONE 
BLACKSTONE VAL G AND E WOONSOCKET NO 1 BLACKSTONE 
WHITIN MACHINE WORKS WHITINSVILLE MUMFORD 
O DONNELL J J WOOLENS FARNUMSVILLE BLACKSTONE 
COLUMBIA NARROW FABRIC CO RICHMOND PAWCATUCK 
BOZRAH LIGHT AND POWER CO GILMAN YANTIC 
NORWICH CITY OF SECOND STREET SHETUCKET 
CONN LIGHT AND PWR CO THE TUNNEL QUINEBAUG 
BRUNSWICK WORSTED MILL MOOSUP MOOSUP 
DANIELSON FINISHING CO DANIELSON NO 2 FIVE MILE 
PRYM WILLIAM INC DAYVILLE FIVE MILE 
NEW ENGLAND CHEMICAL CO PUTNAM QUINEBAUG 
AMERICAN OPTICAL CO SOUTHER IDGE QUINEBAUG 
RUSSELL HARRINGTON CO SOUTHBRIDGE QUINEBAUG 
CONN LIGHT AND PWR CO THE TAFTVILLE SHETUCKET 
NORWICH CITY OF OCCUM SHETUCKET 
CONN LIGHT AND PWR CO THE SCOTLAND DAM | SHETUCKET 
AMERICAN THREAD CO WILLIMANTIC WILLIMANTIC 
JOHNSON CYRIL WOOLEN CO STAFFORD SPRINGS FURNACE 
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CONNECTICUT RIVER BASIN 
STANLEY WORKS NEW BRITAIN BASS BROOK 
FARMINGTON RIVER POWER CO RAINBOW FARMINGTON 
COLLINS CO COLLINSVILLE FARMINGTON 
CONN LIGHT AND PWR CO THE ROBERTSVILLE MAD 
DEXTER C H AND SONS INC wINDSOR LOCKS CONNECTICUT 
SOUTHWORTH PAPER CO WEST SPRINGFIELD WESTFIELD 
STRATHMORE PAPER CO WEST SPRINGFIELD WESTFIELD 
WESTERN MASS ELEC CO COBBLE MOUNTAIN WESTIE TEL SET TLE 
STRATHMORE PAPER CO WORONOCO WESTFIELD 
WESTFIELD RIVER PAPER CO RUSSELL WESTFIELD 
TEXON INC RUSSELL WESTFIELD 
WESTERN MASS ELEC DWIGHT CHICOPEE 
WESTERN MASS ELEC INDIAN ORCHARD CHICOPEE 
WESTERN MASS ELEC LUDLOW CHICOPEE 
“WESTERN MASS ELEC RED BRIDGE CHICOPEE 
METROPOLITAN DIST WINSOR SWIFT 
WARE INDUSTRIES INC WARE WARE 
BARRE WOOL COMBING CO LTD SOUTH BARRE WARE 
HOLYOKE WATER POWER CO THADLEY FALLS CONNECTICUT 
STANDARD PACKAGING CORP HOLYOKE CONNECTICUT 
LIVINGSTON WORSTED MILLS HOLYOKE CONNECTICUT 
HOLYOKE WATER POWER CO TRIVERSIDE STATION | CONNECTICUT 
AMERICAN WRITING PAP CORP HOLYOKE MILLS CONNECT ICUT 
HOLYOKE WATER POWER CO TBEEBEE HOLBROOK CONNECTICUT 
PARSONS PAPER CO HOLYOKE CONNECTICUT 
HOLYOKE GAS AND EL DEPT PROJECT CONNECTICUT 
HOLYOKE GAS AND EL DEPT PROJECT CONNECTICUT 
HOLYOKE GAS AND EL DEPT PROJECT CONNECTICUT 
STANDARD PACKAGING CORP HOLYOKE CONNECTICUT 
SKINNER WM AND SONS CO HOLYOKE CONNECTICUT 
PRENTISS GEO W AND CO HOLYOKE CONNECTICUT 
HOLYOKE WATER POWER CO TBOATLOCK STATION CONNECTICUT 
HAMPTON MILLS INC EASTHAMPTON MANHAN 
NEW ENGLAND POWER CO TDEERFIELD NO 2 DEERFIELD 
WESTERN MASS ELEC CO GARDNER FALLS DEERFIELD 
NEW ENGLAND POWER CO TOEERFIELD NO 3 CEERFIELD 
NEW ENGLAND POWER CO TOEERFIELD NO 4 DEERFIELD 
KENDALL CO GRISWOLDVILLE NORTH 
NEW ENGLAND POWER CO TDEERFIELD NO 5 DEERFIELD 
NEW ENGLAND POWER CO TSHERMAN DEERFIELD 
NEW ENGLAND POWER CO THARR IMAN DEERFIELD 
NEW ENGLAND POWER CO tSEARSBURG DEERFIELD 
WESTERN MASS ELEC CO tCABOT CONNECTICUT 
WESTERN MASS ELEC CO tTURNERS FALLS CONNECTICUT 
ESLEECK MANUFACTURING CO TURNERS FALLS CONNECTICUT 
STRATHMORE PAPER CO TURNERS FALLS CONNECTICUT 
MILLERS FALLS PAPER CO MILLERS FALLS MILLERS 
STARRETT L S CO ATHOL MILLERS 
HINSDALE PAPER MFG CO HINSDALE ASHUELOT 
TROY MILLS INC TROY S BR ASHUELOT 
PUBLIC SERVICE CO OF N H MINNEWAWA MINNEWAWA BROOK 
NEW ENGLAND POWER CO tVERNON + CONNECT £CUT 
NEW ENGLAND POWER CO +VERNON + CONNECTICUT 
CENTRAL VT PUB SERV CORP WEST DUMMERSTON WEST 
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SEE FOOTNOTES AT END OF TABLE. 
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TABLE 2 (Contd) - EXISTING By Major Drainages and River Basins 


DRAINAGE AND RIVER BASIN 


NAME OF OWNER 


) CONNECTICUT RIVER BASIN 


NEW ENGLAND POWER CO 
FELLOWS GEAR SHAPER 


COY PAPER CO 
CLAREMONT PAPER CO IN 


DORR WOOLEN CO 
CENTRAL VT PUB SERV C 
NEW ENGLAND POWER CO 
CUMMINGS LEATHER CO I 
BETHEL MILLS INC 

NEW ENGLAND POWER CO 
NEW ENGLAND POWER CO 


WOODSVILLE PRECINCT O 


LITTLETON WTR AND LT 
NEW ENGLAND POWER CO 
GREEN MOUNTAIN POWER 


LYNDONVILLE VILLAGE O 
CENTRAL VT PUB SERV © 
LYNDONVILLE VILLAGE O 
NEW ENGLAND POWER CO 
NEW ENGLAND POWER CO 
GILMAN PAPER CO 
GROVETON PAPERS CO 
PUBLIC SERVICE CO OF 


HOUSATONIC RIVER BASIN 
AMERICAN BRASS CO 

THE UNITED ILLUMINATI 
CONN LIGHT AND PWR CO 
CONN LIGHT AND PWR CO 
CONN LIGHT AND PWR CO 
CONN LIGHT AND PWR CO 
CONN LIGHT AND PWR CO 
HARTFORD ELEC LT CO T 
RISING PAPER CO 
HURLBUT PAPER CO 

LAKE MAY POWER CO 
SCHWEITZER PETER J IN 
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HUDSON RIVER BASIN 
GROVEVILLE CORP 
BRAENDLY DYE WORKS IN 
BN AND A REALTY CORP 
CENT HUDSON G AND EL 
CENT HUDSON G AND EL 
NEW YORK ST EL AND G 
ORANGE AND ROCKLAND U 
CENT HUDSON G AND EL 
CENT HUDSON G ANDO EL 
MARTIN CANTINE CO 
NIAGARA MOHAWK PWR CO 
FORD MOTOR COMPANY 
NIAGARA MOHAWK PWR CO 
NIAGARA MOHAWK PWR CO 
NEw YORK ST DEPT PUB 
NEW YORK ST DEPT PUB 
NIAGARA MOHAWK PWR CO 
NIAGARA MOHAWK PWR CO 
NIAGARA MOHAWK PWR CO 
GREEN DANIEL CO 
FROST WHITE PAPER MIL 
BURROWS PAPER CORP 
STANDARD FURNITURE CO 
NIAGARA MOHAWK PWR CO 
NIAGARA MOHAWK PWR CO 
CASCADE FINISHING CO 
NIAGARA MOHAWK PWR CO 
WEST VA PULP AND PAPE 
NIAGARA MOHAWK PWR CO 
NIAGARA MOHAWK PWR CO 
CENTRAL VT PUB SERV C 
NIAGARA MOHAWK PWR CO 
NIAGARA MOHAWK PWR CO 
NIAGARA MOHAWK PWR CO 
STEVENS THOMPSON PAPE 
UNITED BOARD CARTON © 
NIAGARA MOHAWK PWR CO 
NIAGARA MOHAWK PWR CO 
NIAGARA MOHAWK PWR CO 
NIAGARA MOHAWK PWR CO 
FINCH PRUYN AND CO 
MOREAU MANUFACTURING 
NIAGARA MOHAWK PWR CO 
NIAGARA MOHAWK PWR CO 
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SEE FOOTNOTES AT END OF TABLE. 


CENTRAL VT PUB SERV CORP 


€ 


CENTRAL VT PUB SERV CORP 


ORP 


NC 


CENTRAL VT PUB SERV CORP 


F 


PUBLIC SERVICE CO OF N H 


DEPT 


CORP 


CENTRAL VT PUB SERV CORP 
CENTRAL VT PUB SERV CORP 
CENTRAL VT PUB SERV CORP 


F 
ORP 
F 


NH 


NG 
THE 
THE 
THE 
THE 
THE 

HE 


(€ 


C 


CORP 
CORP 
CORP 
Pie 

CORP 
CORP 


RP 


RP 
RP 
WKS 
WKS 
RP 
RP 
RP 


ES 


RP 


RP 


RP 


R CO 


RP 
RP 
ORP 
RP 
RP 
RP 
R CO 
ORP 
RP 
RP 
RP 
RP 


CORP 
RP 
RP 


NAME OF PLANT 


(CONTINUED) 


TtBELLOWS FALLS 
SPRINGFIELD 
CAVENDISH 
WEST CLAREMONT 
CLAREMONT 
CLAREMONT 
NO 1 
TAFTSVILLE 
GRANITE ST NO 4 
LEBANON 
BETHEL 
TWILDER + 

TtWILDER +4 
BRADFORD 
WOODSVILLE 
LISBON 
APTHORP 

TMCINDOES 
WEST DANVILLE 15 
PASSUMPSIC 
GAGE 
ARNOLD FALLS 
GREAT FALLS 
PIERCE MILLS 
VAIL STATION 

TCOMERFORD 

tS C MOORE 
GILMAN 
NORTHUMBERLAND 
CANAAN 


ANSONIA 

DERBY 
STEVENSON 
SHEPAUG 
BANTAM 

ROCKY RIVER 3/ 
BULLS BRIDGE 
FALLS VILLAGE 
HOUSATONIC 
SOUTH LEE 
LAKE MAY 

LEE 


BEACON 

BEACON 
WAPPINGERS FALLS 
STURGEON POOL 
DASHVILLE 
WALDEN 
GRAHAMSVILLE 
HIGH FALLS 
NEVERSINK 
SAUGERTIES 
STUYVESANT 
tGREEN ISLAND 
CHAMPLAIN 
SCHOOL ST COHOES 
CRESCENT 
VISSCHER FERRY 
EPHRATAH 
BEARDSLEE FALLS 
INGHAMS MILLS 
DOLGEVILLE 
SALISBURY 
Dime ALES 
HERKIMER 
TRENTON FALLS 
PROSPECT 
ORISKANY FALLS 
MECHANICVILLE 
MECHANICVILLE 
SCHAGHT ICOKE 
JOHNSONVILLE 
HOOSIC FALLS 
SCHUYLERVILLE 
VICTORY MILLS 
MIDDLE FALLS 
GREENWICH 
THOMSON 

FORT EDWARD 
BAKERS FALLS 
MOREAU 

SOUTH GLEN FALLS 
GLENS FALLS 
FEEDER DAM 
SHERMAN ISLAND 
SPIER FALLS 


CONNECTICUT 
BLACK 

BLACK 

SUGAR 

SUGAR 

SUGAR 

SUGAR 

OT TAUQUECHEE 
MASCOMA 
MASCOMA 
WHITE 
CONNECTICUT 
CONNECTICUT 
WAITS 
AMMONOOSUC 
AMMONOOSUC 
AMMONOOSUC 
CONNECTICUT 
JOES BROOK 
PASSUMPSIC 
PASSUMPSIC 
PASSUMPSIC 
PASSUMPSIC 
PASSUMPSIC 
PASSUMPSIC 
CONNECTICUT 
CONNECTICUT 
CONNECTICUT 
CONNECTICUT 
CONNECTICUT 


NAUGATUCK 
HOUSATONIC 
HOUSATONIC 
HOUSATONIC 
BANTAM 
ROCKY 
HOUSATONIC 
HOUSATONIC 
HOUSATONIC 
HOUSATONIC 
GOOSE CR 
HOUSATONIC 


FISH KILL CR 
FrSHeKTEE GR 
WAPPINGER CR 
WALLKILL 
WALLKILL 
WALLKILL 
RONDOUT CR 
RONDOUT CR 


NEVERSINK DIV 


ESOPUS CR 


KINDERHOOK CR 


HUDSON 
MOHAWK 
MOHAWK 
MOHAWK 
MOHAWK 
CAROGA CR 

E CANADA CR 
E CANADA CR 
E CANADA CR 
SPRUCE CR 
MOHAWK 

W CANADA CR 
w CANADA CR 
W CANADA CR 
ORISKANY CR 
HUDSON 
HUDSON 
HOOSIC 
HOOSIC 
HOOSIC 

FISH CR 
FISH CR 
BATTENKILL 
BATTENKILL 
HUDSON 
HUDSON 
HUDSON 
HUDSON 
HUDSON 
HUDSON 
HUDSON 
HUDSON 
HUDSON 
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TABLE 2 (Contd) - EXISTING By Major Drainages and River Basins 


INSTALLED 


AVERAGE 
CAPACITY 2/ 


ANNUAL 
GENERATION 
KW 1,000 KWH 


USABLE | GROSS 
POWER | STATIC 
STORAGE} HEAD 

,000 AC-F Uae 


DRAINAGE AND RIVER BASIN 
iS = Se eee NAME OF PLANT 
NAME OF OWNER 


VVUVV VHF 


Ve UR VDVUVVUHYVVV 


F 
p 
p 
p 
p 
p 
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HUDSON RIVER BASIN (CONTINUED) 


INTERNATIONAL PAPER CO 
INTERNATIONAL PAPER CO 
NIAGARA MOHAWK PWR CORP 
NIAGARA MOHAWK PWR CORP 
INDIAN LAKE PWR AND LT CO 


MINOR RIVER BASINS 
PUBLIC SERVICE EL AND GAS 
PASSAIC VALLEY WATER COMM 
HARSCO CORP 
MILLVILLE MFG CO 


DELAWARE RIVER BASIN 
RIEGEL PAPER CORP 

RIEGEL PAPER CORP 

RIEGEL PAPER CORP 

ORANGE AND ROCKLAND UTIL 
ORANGE AND ROCKLAND UTIL 
ORANGE AND ROCKLAND UTIL 
ORANGE AND ROCKLAND UTIL 
PENNSYLVANIA P AND LT CO 


SUSQUEHANNA RIVER BASIN 
SUSQ PWR & PHILA EL PwR 


PENNSYLVANIA P AND LT CO 
SAFE HARBOR WTR PWR CORP 
INTERNATIONAL PAPER CO 
METROPOLITAN EDISON CO 
PENNSYLVANIA ELEC CO 
PENNSYLVANIA ELEC CO 
LEWIS T C COMPANY 
PENNSYLVANIA ELEC CO 
ELMORE MILLING CO INC 

NEW YORK ST EL AND G CORP 


PATAPSCO RIVER BASIN 
DICKEY W J AND SONS INC 


POTOMAC RIVER BASIN 
CORPS OF ENGINEERS 
POTOMAC LT AND PWR CO 
NORTHERN VIRGINIA PWR 
NORTHERN VIRGINIA PWR 
NORTHERN VIRGINIA PwR 
NORTHERN VIRGINIA PWR 
POTOMAC LT AND PWR CO 
.POTOMAC LT AND PWR CO 
POTOMAC LT AND PWR CO 
POTOMAC LT AND PWR CO 
ROYAL GLENN PWR CO 


RAPPAHANNOCK RIVER BASIN 
VIRGINIA EL AND PWR CO 


NORTH ATLANTIC MAJOR 
DRAINAGE TOTAL 


SOUTH ATLANTIC MAJOR DRAINAGE 


JAMES RIVER BASIN 

VIRGINIA EL AND PWR CO 
VIRGINIA EL AND PWR CO 
VIRGINIA EL AND PWR CO 
VIRGINIA EL AND PWR CO 
VIRGINIA EL AND PwR CO 
RICHMOND DEPT OF PUB UTIL 
VIRGINIA EL AND PWR CO 
RICHMOND DEPT OF PUB UTIL 
GEORGIA MARBLE CO 
GLAMORGAN PIPE AND FNDRY 
APPALACHIAN POWER CO 
OWENS—ILLINOIS GLASS CO 
OWENS—ILLINOIS GLASS CO 
BEDFORD TOWN OF 

VIRGINIA EL AND PWR CO 
VIRGINIA EL AND PWR CO 
CRAIG BOTETOURT COOP 

BARC ELEC COOP 


CHOWAN RIVER BASUN 
VIRGINIA EL AND PWR CO 


=E FOOTNOTES AT END OF TABLE. 


PALMER 
CURTIS 


TSTEWARTS BRIDGE 


EJ WEST 
CEDAR RIVER 


SUM 

LITTLE FALLS 
HIGH BRIDGE 
MILLVILLE 


RIEGELSVILLE 
HUGHESVILLE 
WARREN MILL 
R10 

MONGAUP FALLS 


SWINGING BRIDGE 2 
SWINGING BRIDGE 1 


TWALLENPAUPACK 


TCONOWINGO 
THOLTWOOD 
tSAFE HARBOR 
tYORK HAVEN 
TYORK HAVEN 
RAYSTOWN 
WARRIOR RIDGE 
HILLSGROVE 
TOAKLAND 
ONEONTA 
COLLIERS 


DALECARLIA 
MILLVILLE 
WARREN 
LURAY 
NEWPORT 
SHENANDOAH 
HARPERS FERRY 
DAM NO 4 
DAM NO 5 
CACAPON 
ROYAL GLENN 


EMBREY 


HARVELL 

LOCKS 
MANCHESTER 
TWELFTH STREET 
PARK 
HOLLYWOOD 
BELLE ISLE: 
BYRD PARK 
SCHUYLER 
LYNCHBURG 
REUSENS 
HOLCOMBS ROCK 
BIG ISLAND 
SNOWDEN 
CUSHAW 
BALCONY FALLS 
MEADOW CREEK 


FALLING SPRINGS 


EMPORIA 


HUDSON 
HUDSON 
SACANDAGA 
SACANDAGA 
CEDAR 


PASSAIC 
PASSAIC 
S BR RARITAN 
MAURICE 


MUSCONE TCONG 
MUSCONE TCONG 
MUSCONETCONG 
MONGAUP 
MONGAUP 
MONGAUP 
MONGAUP 
LACKAWAXEN 


SUSQUEHANNA 
SUSQUEHANNA 
SUSQUEHANNA 
SUSQUEHANNA 


- SUSQUEHANNA 


RAYSTOWN BR 
JUNIATA 
LOYALSOCK 
SUSQUEHANNA 
SUSQUEHANNA 
SUSQUEHANNA 


PATAPSCO 


POTOMAC R CANAL 
SHENANDOAH 
SHENANDOAH 

S FK SHENANDOAH 
S FK SHENANDOAH 
S FK SHENANDOAH 
POTOMAC 

POTOMAC 

POTOMAC 

CACAPON 

S BR POTOMAC 


RAPPAHANNOCK 


APPOMATTOX 
APPOMATTOX 
JAMES 
JAMES 
JAMES 
JAMES 
JAMES 
JAMES 
ROCKFISH 
JAMES 
JAMES 
JAMES 
JAMES 
JAMES 
JAMES 
JAMES 
MEADOW CR 
FALLING SPR CR 


MEHERRIN 
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TABLE 2 (Contd) - EXISTING By Major Drainages and River Basins 


DRAINAGE AND RIVER BASIN 


NAME OF OWNER 


ROANOKE RIVER BASIN 
VIRGINIA EL AND PWR 
VIRGINIA EL AND PWR 
CORPS OF ENGINEERS 
VIRGINIA EL AND PWR 
DAN RIVER MILLS INC 
DAN RIVER MILLS INC 
SPRAY COTTON MILLS 
MARTINSVILLE CITY OF 
CORPS OF ENGINEERS 
WASHINGTON MILLS CO 
DUKE POWER CO 
DANVILLE WT G AND EL DEPT 
APPALACHIAN POWER CO 


MINOR RIVER BASINS 
ROCKY MOUNT MILLS 
WILSON UTILITIES 
DURHAM CITY OF 


CAPE FEAR RIVER BASIN 
ELK EASTERN MILLS INC 
RAEFORD POWER AND MFG CO 
ODELL J M MFG CO 
SELLERS MFG CO 
VIRGINIA MILLS INC 
WOODY T C 


YADKIN-PEEDEE RIVER 
SONOCO PRODUCTS CO 
CAROLINA POWER AND 
CAROLINA POWER AND 
YADKIN INC 
YADKIN INC 
YADKIN INC 
YADKIN INC 
DUKE POWER CO 
DUKE POWER CO 
DUKE POWER CO 
DUKE POWER CO 
DUKE POWER CO 


SANTEE RIVER BASIN 

SO CAROLINA PUB SERV AUTH 
SO CAROLINA PUB SERV AUTH 
DUKE POWER CO 

DUKE POWER CO 

DUKE POWER CO 

DUKE POWER CO 

DUKE POWER CO 

DUKE POWER CO 

DUKE POWER CO 

STOWE MILLS INC 

DUKE POWER CO 

HARDEN MFG CO 

BURLINGTON INDUSTRIES 
RHYNE MILLS INC 

HENRY RIVER MILLS CO 

DUKE POWER CO 

DUKE POWER CO 

DUKE POWER CO 

DUKE POWER CO 

DUKE POWER CO 

DUKE POWER CO 

DUKE POWER CO 

DUKE POWER CO 

DUKE POWER CO 

DUKE POWER CO 

SO CAROLINA EL AND GAS CO 
SO CAROLINA EL AND GAS CO 
RIVERDALE MILLS 

DUKE POWER CO 

STARTEX MILLS 

STEVENS J P & CO INC 

SO CAROLINA EL & GAS CO 
LOCKHART POWER CO 

PACOLET MANUFACTURING CO 
CLIFTON MFG CO 
SPARTANBURG COMM PUB WKS 
INDIAN HEAD MILLS 

DUKE POWER CO 

BURLINGTON INDUSTRIES 
DUKE POWER CO 

ETEY MTEES GO 

CLEVELAND MILL AND PwR CO 
CONE MILLS CORP 

DUKE POWER CO 

DUKE POWER CO 

CAROLINA MOUNTAIN PWR CO 
SO CAROLINA EL AND GAS CO 
GREENWOOD COUNTY COMM 


SEE FOOTNOTES AT END OF TABLE. 


NAME OF PLANT 


TROANOKE RAPIDS 
TtGASTON 

JOHN H KERR 
HALIFAX 
RIVERSIDE 
SCHOOLF IELD 
SPRAY 
MARTINSVILLE 
PHILPOTT 
MAYODAN 
WALNUT COVE 
PINNACLES 
NIAGARA 


ROCKY MOUNT 
WILSON 
LAKE MICHIE 


HOPE MILLS 
RAEFORD 
BYNUM 
SAXAPAHAW 
SWEPSONVILLE 
ROCKY RIVER 


HARTSVILLE 
TBLEWETT FALLS 
Dp USER, 
TYADKIN FALLS 
TYADKIN NARROWS 
TTUCKERTOWN 
THIGH ROCK 

IDOLS 

PILOT MOUNTAIN 
MOUNT AIRY NO 2 
MOUNT AIRY NO 1 
CARTERS FALLS 


tPINOPOLIS 
TSPILLWAY 
TWATEREE 
TROCKY CREEK 
tEEDAR CREEK 
+DEARBORN 
+GREAT FALLS 
tTFISHING CREEK 
tWYLIE 
MCADENVILLE 
SPENCER MOUNTAIN 
DALLAS 
HIGH SHOALS NO 3 
LINCOLN PLANT 
HENRY RIVER 
tMOUNTAIN ISLAND 
TCOWANS FORD 
TLOOKOUT SHOALS 
tOXFORD 
LITTLE RIVER 
GUNPOWDER NO 2 
GUNPOWDER NO 1 
+RHODHISS 
+BRIDGEWATER 
LAKE TAHOMA 
TCOLUMBIA 
+PARR 
SPARTANBURG 
VAN PATTON 
PRINT CRASH 
APALACHE 
NEAL SHOALS 
LOCKHART 
PACOLET S C€ 
CLIFTON 
SPARTANBURG 
FINGERVILLE 
99 ISLANDS 
CHEROKEE FALLS 
GASTON SHOALS 
SHELBY 
LAWNDALE 
CLIFFSIDE 
TURNER SHOALS 
TUXEDO 
LAKE LURE 
TSALUDA 
TBUZZARD ROOST 


ROANOKE 
ROANOKE 
ROANOKE 
BANNISTER 
DAN 

DAN 
SMITH 
SMITH 
SMITH 
MAYO 
DAN 

DAN 
ROANOKE 


TAR 
CONTENTNEA CR 
FLAT 


ROCKFISH CR 
ROCKFISH CR 
HAW 

HAW 

HAW 

ROCKY 


BLACK CR 
PER DEE 
YADKIN 
YADKIN 
YADKIN 
YADKIN 
YADKIN 
YADKIN 
ARARAT 
ARARAT 
ARARAT 
ELKIN 


SANTEE& COOPER 
SANTEE 
WATEREE 
CATAWBA 
CATAWBA 
CATAWBA 
CATAWBA 
CATAWBA 
CATAWBA 
SOUTH FORK 
SOUTH FORK 
SOUTH FORK 
SOUTH FORK 
SOUTH FORK 
HENRY FORK 
CATAWBA 
CATAWBA 
CATAWBA 
CATAWBA 
LITTLE 
GUNPOWDER CR 
GUNPOWDER CR 
CATAWBA 
CATAWBA 

BUCK CR 
BROAD 

BROAD 

ENOREE 
ENOREE 

SOUTH TIGER 
SOUTH TIGER 
BROAD 

BROAD 
PACOLET 
PACOLET 

S FK PACOLET 
N FK PACOLET 
BROAD 

BROAD 

BROAD 

FIRST BROAD. 
FIRST BROAD 
SECOND BROAD 
GREEN 

GREEN 

BROAD 

SALUDA 
SALUDA 
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USABLE 
POWER 
STORAGE 
,000 AC-FT| 


AVERAGE 
ANNUAL 
GENERATION 
1,000 KWH 


INSTALLED 
CAPACITY 2/ 


TO TORO! OO et TS TT TO tt at 


SO) 0 O70) Te Oe 7) 7 


TABLE 2 (Contd) - EXISTING By Major Drainages and River Basins 


DRAINAGE AND RIVER BASIN 


NAME OF OWNER 


NAME OF PLANT 


SANTEE RIVER BASIN (CONTINUED) 


DUKE POWER CO 

DUKE POWER CO 

RIEGEL TEXTILE CORP 
DUKE POWER CO 

PELZER MILLS 

STEVENS J P AND CO INC 
DUKE POWER CO 


SAVANNAH RIVER BASIN 
GRANITEVILLE CO 
GRANITEVILLE CO 
JOHN P KING MFG CO 
GRANITEVILLE CO 
GRANITEVILLE CO 
BLANCHE COTTON MILLS 
SO CAROLINA EL AND G CO 
CORPS OF ENGINEERS 
ABBEVILLE WTR EL PLT 
CORPS OF ENGINEERS 
NORRIS COTTON MILLS CO 
GEORGIA POWER CO 
GEORGIA POWER CO 
GEORGIA POWER CO 
GEORGIA POWER CO 
GEORGIA POWER CO 
GEORGIA POWER CO 


ALTAMAHA RIVER BASIN 
GEORGIA POWER CO 
GEORGIA POWER CO 
JULIETTE MILLING CO 
GEORGIA POWER CO 
BIBB MFG CO 
PARKS JOHN L 


SOUTH ATLANTIC MAJOR 
DRAINAGE TOTAL 


EASTERN GULF MAJOR DRAINAGE 


MINOR RIVER BASINS 


FLORIDA POWER CORPORATION 
FLORIDA POWER CORPORATION 


APALACHICOLA RIVER BASIN 


FLORIDA PUB UTILITIES CO 


CORPS OF ENGINEERS 
CORPS *OF ENGINEERS 
EAGLE AND PHENIX MILLS 
CITY MILLS CO 

GEORGIA POWER 

GEORGIA POWER 

GEORGIA POWER 

GEORGIA POWER 

GEORGIA POWER 

GEORGIA POWER 

GEORGIA POWER 

CORPS OF ENGINEERS 
HABERSHAM MILLS 
GEORGIA POWER CO 

CRISP COUNTY POWER COMM 


MINOR RIVER BASINS 


BOYDS MILL 
TUMBLING SHOALS 
WARE SHOALS 
HOLIDAY 

PELZER 

PIEDMONT 

SALUDA 


GRANITEVILLE 
VAUCLUSE 

KING 
ENTERPRISE 
SIBLEY 

BLANCHE 
STEVENS CREEK 
CLARK HILL 
ABBEVILLE 
HARTWELL 
CATEECHEE 
YONAH 

TUGALO 
TALLULAH FALLS 
MATHIS-TERRORA 
NACOOCHEE 
BURTON 


TSINCLAIR 
BARNETT SHOALS 
MACON 
LLOYD SHOALS 
PORTERDALE 
MILSTEAD 


DUNNELLON 
TJACKSON BLUFF 


BLUE SPRINGS 
JIM WOODRUFF 
WALTER F GEORGE 
COLUMBUS 
COLUMBUS 
tN HIGHLANDS RDV 
FOLIVER 
tGOAT ROCK 
+tBARTLETTS FERRY 
RIVERVIEW 
LANGDALE 
tMORGAN FALLS 
BUFORD 
HABERSHAM 
TFLINT RIVER 
TWARWICK 


REEDY 

REEDY 

SALUDA 
SALUDA 
SALUDA 
SALUDA 
SALUDA 


HORSE CR 
HORSE CR 
SAVANNAH 
SAVANNAH 
SAVANNAH 
SAVANNAH 
SAVANNAH 
SAVANNAH 
ROCKY 
SAVANNAH 
TWELVE 
TUGALOO 
TUGALOO 
TALLULAH 
TALLULAH 
TALLULAH 
TALLULAH 


MILE CR 


OCONEE 
OCONEE 


~ OCMULGEE 


OCMULGEE 
YELLOW 
YELLOW 


WITHLACOOCHEE 
OCKLOCKONEE 


MERRITTS POND 
APALACHICOLA 
CHATTAHOOCHEE 
CHATTAHOOCHEE 
CHATTAHOOCHEE 
CHATTAHOOCHEE 
CHATTAHOOCHEE 
CHATTAHOOCHEE 
CHATTAHOOCHEE 
CHATTAHOOCHEE 
CHATTAHOOCHEE 
CHATTAHOOCHEE 
CHATTAHOOCHEE 
SOQUE 

FLINT 

FLINT 


PEA 


DNNHHHYW 


INSTALLED 
CAPACITY 2/ 


KW 


AVERAGE 
ANNUAL 
GENERATION 
1,000 KWH 


USABLE 
POWER 
STORAGE 
,000 AC-FT 


GROSS 
STATIC 
HEAD 
Els 


ALABAMA ELECTRIC COOP INC ELBA 
ALABAMA ELECTRIC COOP INC POINT A HYDRO 
ALABAMA ELECTRIC COOP INC GANTT 


CONECUH 
CONECUH 


ite) aise i acS ncaa) 


TOMBIGBEE RIVER BASIN 
ALABAMA POWER CO 
ALABAMA POWER CO 


ALABAMA-COOSA RIVER BASIN 


ALABAMA POWER CO ETAL 
MT VERNON MILLS 
ALABAMA POWER 

ALABAMA POWER 

ALABAMA POWER 

ALABAMA POWER 

ALABAMA POWER 

ALABAMA POWER 
THOMPSON WEINMAN CO 
CORPS OF ENGINEERS 


EASTERN GULF MAJOR 
DRAINAGE TOTAL 


SEE FOOTNOTES AT END OF TABLE. 


tJOHN H BANKHEAD 
TLEWIS SMITH 


THURLOW DAM é 
TALLASSEE MILLS 
YATES 

TMARTIN DAM 
TJORDAN NO 1 
TMITCHELL 

TLAY DAM 
tWEISS 
CARTERSVILLE 
ALLATOONA 


BLACK WARRIOR 
SIPSEY 'EK 


TALLAPOOSA 
TALLAPOOSA 
TALLAPOOSA 
TALLAPOOSA 
COOSA 
COOSA 
COOSA 
COOSA 
ETOWAH 
ETOWAH 
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TABLE 2 (Contd) - EXISTING By Major Drainages and River Basins 


INSTALLED AVERAGE USABLE | GROSS 
CAPACITY 2/ ANNUAL POWER | STATIC 
GENERATION | STORAGE] HEAD 

KW 1,000 KWH ,OOOAC-FT| FT. 


DRAINAGE AND RIVER BASIN 


NAME OF PLANT 
NAME OF OWNER 


WESTERN GULF MAJOR DRAINAGE 


ZTvVVETVVVVUY VV 


BRAZOS RIVER BASIN 
CORPS OF ENGINEERS 
BRAZOS RIVER AUTHORITY 


COLORADO RIVER OF TEXAS BASIN 


AUSTIN CITY OF 

LOWER COLORADO R AUTH 
LOWER COLORADO R AUTH 
LOWER COLORADO R AUTH 
LOWER COLORADO R AUTH 
LOWER COLORADO R AUTH 


MINOR RIVER BASINS 

CENTRAL PWR AND LT CO 
CENTRAL PWR AND LT CO 
ZEDLER C AND SONS 
GUADALUPE BLANCO RIV AUTH 
GUADALUPE BLANCO RIV AUTH 
GUADALUPE HYDRO EL CORP 
GUADALUPE BLANCO RIV AUTH 
SEGUIN CITY OF 

GUADALUPE BLANCO RIV AUTH 
GUADALUPE BLANCO RIV AUTH 
GUADALUPE BLANCO RIV AUTH 
SAN ANTONIO CITY OF 


RIO GRANDE RIVER BASIN 
INTL BNDRY AND WTR COMM 
CENTRAL PWR AND LT CO 
CENTRAL PWR AND LT CO 
CENTRAL PWR AND LT CO 
RED BLUFF W PWR CONT DIST 
SOUTHWESTERN PUB SERV CO 
BUREAU OF RECLAMATION 


WHITNEY 
TMORRIS SHEPPARD 


AUSTIN 
MANSFIELD ORD 
MARBLE FALLS 
GRANITE SHOAL 
INKS 

BUCHANAN 3/ 


CUERO 
GONZALES 


GUADALUPE HYDRO 
NOLTE TP 5 
SEGUIN 

TP 4 

ABBOTT TP 3 
DUNLAP TP 1 
LANDA 


FALCON 

EAGLE PASS 
LAKE WALK 
DEVILS LAKE 
RED BLUFF 
CARLSBAD 
ELEPHANT BUTTE 


BRAZOS 
BRAZOS 


COLORADO 
COLORADO 
COLORADO 
COLORADO 
COLORADO 
COLORADO 


GUADALUPE 
GUADALUPE 
SAN MARCOS 
GUADALUPE 
GUADALUPE 
GUADALUPE 
GUADALUPE 
GUADALUPE 
GUADALUPE 
GUADALUPE 
GUADALUPE 
COMAL 


RIO GRANDE 

RIO GRANDE CANAL 
DEVILS 

DEVILS 

PECOS 

PECOS 

RIO GRANDE 


fF 


wWOoNrPIRP ANY 


WESTERN GULF MAJOR 
DRAINAGE TOTAL 


LOWER MISSISSIPPI MAJOR DRAINAGE 


RED RIVER VALLEY 

CORPS OF ENGINEERS 
ARKANSAS PWR AND LT CO 
ARKANSAS PWR AND LT CO 
CORPS OF ENGINEERS 
CORPS OF ENGINEERS 


NARROWS 
TtREMMEL 


LITTLE MISSOURI 
OUACHITA 
TCARPENTER OUACHITA 
BLAKELY MOUNTAIN OUACHITA 
DENISON RED 


ARKANSAS RIVER BASIN 
CORPS OF ENGINEERS TENKILLER FERRY ILLINOIS 
CORPS OF ENGINEERS FORT GIBSON GRAND 
GRAND RIVER DAM AUTHORITY TPENSACOLA GRAND 
EMPIRE DISTRICT ELEC CO LOWELL SPRING 
COLORADO SPRINGS CITY OF MANITOU SPRINGS RUXTON CR 
COLORADO SPRINGS CITY OF RUXTON PARK RUXTON CR 
SOUTHERN COLORADO PWR CO SKAGUAY BEAVER CR 
PUB SERV CO OF COLORADO SALIDA HYDRO NO 2} ARKANSAS 
PUB SERV CO OF COLORADO SALIDA HYDRO NO 1] ARKANSAS 


ea Mia NP SE Sia Se a) 


WHITE RIVER BASIN 
ARKANSAS MISSOURI P CORP 
ARKANSAS MISSOURI P CORP 
CORPS OF ENGINEERS 
CORPS OF ENGINEERS 
EMPIRE DISTRICT ELEC CO 
CORPS OF ENGINEERS 


MAMMOTH SPRING 3 SPRING 
MAMMOTH SPRING 1 SPRING 
NORFORK NORTH FORK 
BULL SHOALS WHITE 
TOZARK BEACH WHITE 
TABLE ROCK WHITE 


LOWER MISSISSIPPI MAJOR 
DRAINAGE TOTAL 


UPPER MISSISSIPPI MAJOR DRAINAGE 


ILLINOIS RIVER BASIN 

NO COUNTIES HYDRO ELEC CO 
ILLINOIS POWER CO 
SANITARY DIST OF CHICAGO 


tDAYTON FOX 
MARSEILLES ILLINOIS 
LOCKPORT DES PLAINES 


DES MOINES RIVER BASIN 
OTTUMWA CITY OF TOTTUMWA 
FORT DODGE CITY OF HYDRO 


DES MOINES 
DES MOINES 


SEE FOOTNOTES AT END OF TABLE. 
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TABLE 2 (Contd) - EXISTING By Major Drainages and River Basins 


DRAINAGE AND RIVER BASIN 


NAME OF OWNER 


MISSISSIPPI MAIN STREAM 
UNION ELECTRIC CO 


IOWA RIVER 
IOWA ELEC 


Boe RCE ae Sia 


IOWA ELEC 


ROCK RIVER 


WISCONSIN 
WISCONSIN 
WISCONSIN 
STOUGHTON 
STOUGHTON 
STOUGHTON 


ZEEFTFTVVIIVV VV 


BASIN 
LT AND PWR CO 


CEDAR FALLS MUNICIPAL UTL 
INTERSTATE POWER CO 
WAVERLY CITY OF 

HORMEL GEO A CO 

IOWA ILLINOIS G AND EL CO 
AMANA WOOLEN MILLS 


LT AND PWR CO 


BASIN 


SEARS WATER POWER CO 
COMMONWEALTH EDISON CO 
COMMONWEALTH EDISON CO 
CENTRAL ILLINOIS E G CO 
SOUTH BELOIT W G ANDE CO 


POWER AND LT CO 
POWER AND LT CO 
POWER AND LT CO 
ELEC (UTIETITIES 
ELEC UTILITIES 
ELEC UTILITIES 


HUSTISFORD VILLAGE OF 


MISSISSIPPI MAIN STREAM 
MOLINE WTR PwR CO 
CORPS OF ENGINEERS 


MINOR RIVER BASINS 


IOWA ELEC 
TOWA ELEC 


LT AND 
LT AND 


INTERSTATE POWER 


IOWA ELEC 
IOWA ELEC 


LT AND 
LT AND 


WISCONSIN RIVER BASIN 


WISCONSIN 


WISCONSIN 


REEDSBURG 


LA FARGE VILLAGE 


POWER AND LT CO 


GEORGE MCARTHUR AND SON 


POWER AND LT CO 


ISLAND WOOLEN CO 


WOOLEN MILLS 


NAME OF PLANT 


KEOKUK 


CEDAR RAPIDS 
CEDAR FALLS 
GREENE 

EAST 

AUSTIN 
CORALVILLE 
AMANA 

IOWA FALLS 


SEARS 
STERLING 
DIXON 
FORDAM 
ROCKTON 
MONTEREY 
JANESVILLE 
FULTON 
STEBBINSVILLE 
DUNKIRK 
CLLY 
HUSTISFORD 


MOLINE 
ROCK ISLAND 


ANAMOSA 
MAQUOKETA 
DELHI 

QUAKER MILLS 
MANCHESTER 


LA FARGE 
PRAIRIE DU SAC 
BARABOO 
BARABOO 
BARABOO 
REEDSBURG 


MISSISSIPPI 


CEDAR 
CEDAR 
SHELLROCK 
CEDAR 
CEDAR 
TOWA 

IOWA 

IOWA 


MISSISSIPPI 
MISSISSIPPI 


WAPSIPINICON 
MAQUOKETA 
MAQUOKETA 
MAQUOKETA 
MAQUOKETA 


KICKAPOO 
WISCONSIN 
BARABOO 
BARABOO 
BARABOO 
BARABOO 


INSTALLED 
CAPACITY 2/ 


KW 


AVERAGE 
ANNUAL 
GENERATION 
1,000 KWH 


USABLE 
POWER 
STORAGE 
,000 AC-FT 


KILBOURN 
tCASTLE ROCK 
tPETENWELL 
tNEKOOSA 
TPORT EDWARDS 
TCENTRALIA 
tWISCONSIN RAPIDS 
tBIRON NO 2 
TSTEVENS POINT 

JORDAN 
tSTEVENS POINT 
tDU BAY 
TMOSINEE 
tROTHSCHILD 
tWAUSAU WEST 

MERRILL 
TMERRILL 
+ ALEXANDER 
t+ GRANDFATHER 
+ GRANDMOTHER 
+ TOMAHAWK 

JERSEY 
TKINGS DAM 


WISCONSIN 
WISCONSIN 
WISCONSIN 
WISCONSIN 
WISCONSIN 
WISCONSIN 
WISCONSIN 
WISCONSIN 
WISCONSIN 
PLOVER 
WISCONSIN 
WISCONSIN 
WISCONSIN 
WISCONSIN 
WISCONSIN 
WISCONSIN 
WISCONSIN 
WISCONSIN 
WISCONSIN 
WISCONSIN 
WISCONSIN 
TOMAHAWK 
WISCONSIN 
WISCONSIN 
WISCONSIN 
WISCONSIN 


WISCONSIN POWER AND LT CO 
WISCONSIN RIVER POWER CO 
WISCONSIN RIVER POWER CO 
NEKOOSA EDWARDS PAPER CO 
NEKOOSA EDWARDS PAPER CO 
NEKOOSA EDWARDS PAPER CO 
CONSOLIDATED WATER PWR CO 
CONSOLIDATED WATER PWR CO 
WHITING PLOVER PAPER CO 
WISCONSIN PUB SERV CORP 
CONSOLIDATED WATER PWR CO 
CONSOLIDATED WATER PWR CO 
MOSINEE PAPER MILLS CO 
AMERICAN CAN CO 

WISCONSIN PUB SERV CORP 
WARD PAPER COMPANY 
WISCONSIN PUB SERV CORP 
WISCONSIN PUB SERV CORP 
WISCONSIN PUB SERV CORP 
OWENS-ILLINOIS GLASS CO 
WISCONSIN PUB SERV CORP 
WISCONSIN PUB SERV CORP 
TOMAHAWK PWR CO 

WISCONSIN PUB SERV CORP THAT RAPIDS 
ST REGIS PAPER CO tRHINELANDER 
WISCONSIN PUB SERV CORP TOTTER RAPIDS 


WEWNWOU® 
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xX 
MINOR RIVER BASINS 
LANESBORO PUB UTIL COMM 
NORTHERN STS PwR CO 
BLACK RIVER FALLS CITY OF 
NORTHERN STS PWR CO 
ROCHESTER CITY OF 


LANESBORO ROOT 
NESHONOC LA CROSSE 
BLACK RIVER FALLS| BLACK 
HATFIELD BLACK 
ROCHESTER ZUMBRO 


SEE FOOTNOTES AT END OF TABLE. 
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TABLE 2 (Contd) - EXISTING By Major Drainages and River Basins 


AVERAGE USABLE | GROSS 
ANNUAL POWER | STATIC 
GENERATION STORAGE} HEAD 
1,000 KWH ,000 AC-FT Et 


INSTALLED 


2/ 
NAME OF PLANT NEES 
NAME OF OWNER i 


DRAINAGE AND RIVER BASIN 


CHIPPEWA RIVER BASIN 
NORTHERN STS PWR CO 
NORTHERN STS PWR CO 
NORTHERN STS PWR CO 
NORTHERN STS PWR CO 
NORTHERN STS PWR CO 
BARRON LT AND WTR COMM 
NORTHERN STS PWR CO 
EAU CLAIRE CITY OF 
NORTHERN STS PWR 
NORTHERN STS PWR 
NORTHERN STS PWR 
NORTHERN STS PWR 
NORTHERN STS PWR 
LAKE SUPERIOR DIST PWR 
LAKE SUPERIOR DIST PWR 
LAKE SUPERIOR DIST PWR 
DAIRYLAND PWR COOP 
LAKE SUPERIOR DIST PWR 
FLAMBEAU POWER CO 
FLAMBEAU POWER CO 
FLAMBEAU POWER CO 
KANSAS CITY STAR CO 
NORTH CENTRAL PWR CO 
NORTH CENTRAL PWR CO 


EAU GALLE 
TMENOMINEE 
CEDAR FALLS 
COLFAX 

CHETEK 

BARRON 

RICE LAKE 
DELLS 

CHIPPEWA FALLS 
WISSOTA 

JIM FALLS 
CORNELL 
tHOLCOMBE 
THORNAPPLE 
PORT ARTHUR 
LADYSMITH 
tFLAMBEAU 

BIG FALLS 
CROWLEY RAPIDS 
PIXLEY RAPIDS 
LOWER PARK FALLS 
UPPER PARK FALL 
RADISSON 
TWINTER 


EAU GALLE 

RED CEDAR 

RED CEDAR 

RED CEDAR 
CHETEK 

YELLOW 

RED CEDAR 
CHIPPEWA 
CHIPPEWA 
CHIPPEWA 
CHIPPEWA 
CHIPPEWA 
CHIPPEWA 
FLAMBEAU 
FLAMBEAU 
FLAMBEAU 
FLAMBEAU 
FLAMBEAU 
FLAMBEAU 
FLAMBEAU 

N FK FLAMBEAU 
N FK FLAMBEAU 
COURT OREILLES 
—E FK CHIPPEWA 


ao 


| ad Ww 
CC GGG CC eC ee Cree eC Ga 
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MINOR RIVER BASINS 
NORTHERN STS PWR CO 
RIVER FALLS MUN UTILITIES 
RIVER FALLS MUN UTILITIES 
NORTHERN STS PWR CO 
NORTHERN STS PWR 
NORTHERN STS PWR 
NORTHERN STS PWR 
NORTHERN STS PWR 
NORTHERN STS PWR 
NORTHERN STS PWR 
NORTHERN STS PWR 
NORTHERN STS PWR 
NORTHERN STS PWR 
CLAM RIVER DAM CO 
NORTHWESTERN WIS ELEC CO 
NORTHWESTERN WIS ELEC CO 
DAHLBERG LIGHT AND PWR CO 
NORTHERN STS PWR CO 
LAKE SUPERIOR DIST PWR CO 
DAHLBERG LIGHT AND PwR CO 
NORTHERN STS PWR CO 
REDWOOD FALLS PUB UT COMM 
GRANITE FALLS CITY OF 


Pp 
M 
M 
Pi 
p 
p 
Pp 
Pp 
Py 
p 
p| 
pi 
Py 
p 
P| 
P| 
pt 
p 
a 
Pp 
PY} 
M 
Mi 


MISSISSIPPI MAIN STREAM 

FORD MOTOR CO 

NORTHERN STATES PWR 
NORTHERN STATES PWR 
NORTHERN STATES PWR 
NORTHERN STS PWR CO 
ELK RIVER MUNICIPAL 
NORTHERN STS PWR CO 
NORTHERN STS PWR CO 


vvuErTVVGUUeE 


SAUK RIVER BASIN 
COLD SPRING GRANITE CO 


MISSISSIPPI MAIN STREAM 
ST REGIS PAPER CO 
MINNESOTA POWER AND LT 
MINNESOTA POWER AND LT 


CROW WING RIVER BASIN 
MINNESOTA POWER AND LT 
MINNESOTA POWER AND LT 


MISSISSIPPI MAIN STREAM 
NORTHWEST PAPER CO 


PRAIRIE RIVER BASIN 
BLANDIN POWER CO 


MISSISSIPPI MAIN STREAM 
BLANDIN PAPER CO 
OTTER TAIL POWER CO 


UPPER MISSISSIPPI MAJOR 
DRAINAGE TOTAL 


SEE FOOTNOTES AT END OF TABLE. 


CANNON FALLS 
POWELL FALLS 
JUNCTION 

ST CROIX 
PDDPRES BALES 
WILLOW FALLS 
MOUNDS 

APPLE RIVER 
RIVERDALE 
MCCLURE 

HUNT INGDON 
BLACK BROOK 
ST CROIX FALLS 
CLAM DAM 

CLAM FALLS 
DANBURY 

NANCY 

TREGO 

HAYWARD 
GORDON 
RAPIDAN 
REDWOOD FALLS 
GRANITE FALLS 


TTWIN CITY 
TLOWER DAM 
THENNEPIN ISLAND 
TMAIN STREET 

COON RAPIDS 

ELK RIVER 

ST CLOUD 2 

ST CLOUD 1 


FINISHING 


SARTELL 
+ BLANCHARD 
Shia ALLS 


SYLVAN 
PILLAGER 


BRAINERD 


PRAIRE RIVER 


GRAND RAPIDS 
BEMIDJI 


CANNON 
KINNIKINNIC 
KINNIKINNIC 
WILLOW 
WILLOW 
WILLOW 
WILLOW 
APPLE 
APPLE 
APPLE 
APPLE 
APPLE 

ST CROIX 
CLAM 

CLAM 
YELLOW 
TOTOGATIC 
NAMAKAGON 
NAMAKAGON 
EAU CLAIRE 
BLUE EARTH 
REDWOOD 
MINNESOTA 


MISSISSIPPI 
MISSISSIPPI 
MISSISSIPPI 
MISSISSIPPI 
MISSISSIPPI 
ELK 

MISSISSIPPI 
MISSISSIPPI 


MISSISSIPPI 
MISSISSIPPI 
MISSISSIPPI 


CROW WING 
CROW WING 


MISSISSIPPI 


PRAIRIE 


MISSISSIPPI 
MISSISSIPPI 
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609 427 


3.125 825 
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F 
F 
F 
F 
F 
F 
F 
F 
F 
F 
F 
F 
F 
p 
F 
F 
F 
F 
p 
Pp 
P 
p 
F 
p 
p 
Pp 
p 
p 
p 
p 
M 
p 
F 
F 
iP 
p 
p 
p 
F 
F 
FF i 
F 
FE 
F 


TABLE 2 (Contd) - EXISTING By Major Drainages and River Basins 


DRAINAGE AND RIVER BASIN 


NAME OF OWNER 


OHIO MAJOR DRAINAGE 


TENNESSEE RIVER BASIN 
TENNESSEE VALLEY AUTH 
TENNESSEE VALLEY AUTH 
TENNESSEE VALLEY AUTH 
TENNESSEE VALLEY AUTH 
TENNESSEE VALLEY AUTH 
TENNESSEE VALLEY AUTH 
TENNESSEE VALLEY AUTH 
TENNESSEE VALLEY AUTH 
TENNESSEE VALLEY AUTH 
TENNESSEE VALLEY AUTH 
TENNESSEE VALLEY AUTH 
TENNESSEE VALLEY AUTH 
TENNESSEE VALLEY AUTH 
NANTAHALA PWR AND LT 
TENNESSEE VALLEY AUTH 
TENNESSEE VALLEY AUTH 
TENNESSEE VALLEY AUTH 
TENNESSEE VALLEY AUTH 
TAPOCO INC 
TAPOCO INC 
TAPOCO INC 
TAPOCO INC 
TENNESSEE VALLEY AUTH 
NANTAHALA PWR 
NANTAHALA PWR 
NANTAHALA 
NANTAHALA 
NANT AHALA 
NANTAHALA 
NANT AHALA 
HIGHLANDS 
GEORGIA POWER CO 
TENNESSEE VALLEY AUTH 
TENNESSEE VALLEY AUTH 
TENNESSEE VALLEY AUTH 


co 


CAROLINA POWER AND LT. 


CAROLINA POWER AND LT 
CASCADE POWER CO 

TENNESSEE VALLEY AUTH 
TENNESSEE VALLEY AUTH 
TENNESSEE VALLEY AUTH 
TENNESSEE VALLEY AUTH 
TENNESSEE VALLEY AUTH 
TENNESSEE VALLEY AUTH 


CUMBERLAND RIVER BASIN 
CORPS OF ENGINEERS 
CORPS OF ENGINEERS 
CORPS OF ENGINEERS 
TENNESSEE VALLEY AUTH 
CORPS OF ENGINEERS 
CORPS OF ENGINEERS 


WABASH RIVER BASIN 
NORTHERN IND PUB SERV 
NORTHERN IND PUB SERV 


OHIO MAIN STREAM 
LOUISVILLE GAS AND EL 


KENTUCKY RIVER BASIN 
KENTUCKY UTILITIES CO 
KENTUCKY UTILITIES CO 


MINOR RIVER BASINS 
BENDIX CORP THE 
SORG PAPER CO 
ST REGIS PAPER CO 


KANAWHA RIVER BASIN 
KANAWHA VALLEY POWER 
KANAWHA VALLEY POWER 
KANAWHA VALLEY POWER 
UNION CARBIDE CARBON 
UNION CARBIDE CARBON 
RADFORD MUNICIPAL PWR 
APPALACHIAN POWER CO 
APPALACHIAN POWER CO 
APPALACHIAN POWER CO 
WASHINGTON MILLS -CO 
FIELDS MFG CO 
BLUE RIDGE EL MEMB CO 
NEW RIVER. LT AND POWE 


SEE FOOTNOTES AT END OF TABLE. 


co 
co 
co 
CORP 
CORP 


RP 
R CO 


NAME OF PLANT 


KENTUCKY 


PICKWICK LANDING 


WILSON 
WHEELER 
GUNTERSVILLE 
HALES BAR 
CHICKAMAUGA 
OCOEE NO 1 
OCOEE NO 2 
OCOEE NO 3 
BLUE RIDGE 
APALACHIA 
HIWASSEE 3/ 
MISSION 
NOTTELY 
CHATUGE 
WATTS BAR 
NORRIS 
+CHILHOWEE 
+CALDERWOOD 
+CHEOAH 
+ SANTEETLAH 
FONTANA 
TUCKASEGEE 
THORPE 
CEDAR CLIFF 
BEAR CREEK 
TENNESSEE CREEK 
QUEENS CREEK 
NANTAHALA 
tHIGHLANDS 
ESTATOAH 
FORT LOUDOUN 
DOUGLAS 
NOLICHUCKY 
TWALTERS 
MARSHALL 
CASCADE 
CHEROKEE 
WILBUR 
WATAUGA 


FT PATRICK HENRY 


BOONE 
SOUTH HOLSTON 
/ 


CHEATHAM 

OLD HICKORY 
CENTER HILL 
GREAT FALLS 
DALE HOLLOW 
WOLF CREEK 


OAKDALE 
NORWAY 


TOHIO FALLS 


TLOCK NO 7 
DIX DAM 


HAMILTON 
MIDDLETOWN 
FRANKLIN ~ 


TWINFIELD 
FtMARMET 
TLONDON 

GLEN FERRIS 
HAWKS NEST 
TRADFORD 
TCLAYTOR 

BUCK 

BYLLESBY NO 2 
FRIES 

MOUTH OF WILSON 
SHARPE FALLS 
HYDRO 


TENNESSEE 

TENNESSEE 

TENNESSEE 

TENNESSEE 

TENNESSEE 

TENNESSEE 

TENNESSEE 

OCOEE 

OCOEE 

OCOEE 

TOCCOA 

HIWASSEE 

HIWASSEE 

HIWASSEE 

NOTTELY 

HIWASSEE 

TENNESSEE 

CLINCH 

LITTLE TENNESSEE 

LITTLE TENNESSEE 

LITTLE TENNESSEE 

CHEOAH 

LITTLE TENNESSEE 
FK TUCKASEGEE 
FK TUCKASEGEE 
FK TUCKASEGEE 
FK TUCKASEGEE 
FK TUCKASEGEE 


-QUEENS CREEK 


NANTAHALA 
CULLASAJA CR 
ESTATOAH CR 
TENNESSEE 
FRENCH BROAD 
NOLICHUCKY 
PIGEON 
FRENCH BROAD 
LITTLE 
HOLSTON 
WATAUGA 
WATAUGA 

S FK HOLSTON 
S FK HOLSTON 
S FK HOLSTON 


CUMBERLAND 
CUMBERLAND 
CANEY FORK 
CANEY FORK 
OBEY 

CUMBERLAND 


TIPPECANOE 


TIPPECANOE 


KENTUCKY 
DIX, 


KANAWHA 
KANAWHA 
KANAWHA 
KANAWHA ™ 
NEW 
Ere 
NEW 

NEW 

NEW 

NEW 
WILSON CR 
NEW 

NEW 
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INSTALLED 
CAPACITY 2/ 


KW 


AVERAGE 

ANNUAL 
GENERATION 

1,000 KWH 


USABLE 
POWER 
STORAGE 
,000 AC-FT| 


CES ence eae 


GROSS 
STATIC 
HEAD 

FT. 


EES ster = Sac kaoda 
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SEE FOOTNOTES AT END OF TABLE. 


TABLE 2 (Contd) - EXISTING By Major Drainages and River Basins 


DRAINAGE AND RIVER BASIN 


NAME OF OWNER 


BEAVER RIVER BASIN 
REPUBLIC STEEL CORP 


MONOGAHELA RIVER BASIN 
PENNSYLVANIA ELEC CO 
WEST PENN POWER CO 


ALLEGHENY RIVER BASIN 
PENNSYLVANIA ELEC CO 


OHIO MAJOR DRAINAGE TOTAL 


MISSOURI MAJOR DRAINAGE 


OSAGE RIVER BASIN 
UNION ELECTRIC CO OF MO 
SHO ME POWER CORP 
MISSOURI PUBLIC SERV CO 


KANSAS RIVER BASIN 
BOWERSOCK MLS AND PWR CO 
KANSAS PWR AND LT CO 
KANSAS PWR AND LT CO 
NORRIS RURAL PUB PWR DIST 
CONSUMERS PUB POWER DIST 
ZWONECHEK JOHN D 
WILBER HYDRO ELEC PLANT 
CONSUMERS PUB POWER DIST 
IMPERIAL CITY OF 


PLATTE RIVER BASIN 
NORFOLK FEED MILLS CO 
LOUP RIVER PUB PWR DIST 
LOUP RIVER PUB PWR DIST 
CONSUMERS PUB POWER DIST 
SPAULDING MUN LT AND PWR 
CONSUMERS PUB POWER DIST 
CONSUMERS PUB POWER DIST 
NEBRASKA PUB PWR 
NEBRASKA PUB PWR 
CTL NEBR PUB PWR 
CTL NEBR PUB 
CTL NEBR PUB 
LOVELAND CITY OF 
BUREAU OF RECLAMATION 
BUREAU OF RECLAMATION 
BUREAU OF RECLAMATION 
BUREAU OF RECLAMATION 
BUREAU OF RECLAMATION 
TOWN OF ESTES PARK 
LONGMONT CITY OF 
PUBLIC SERVICE CO OF COLO 
FALL RIVER POWER CO 
PUB SERV CO OF COLORADO 
PLATTE VAL PUB PWR & I D 
BUREAU OF RECLAMATION 
BUREAU OF RECLAMATION 
BUREAU OF RECLAMATION 
BUREAU OF RECLAMATION 
BUREAU OF RECLAMATION 
BUREAU OF RECLAMATION 


LITTLE SIOUX RIVER BASIN 
ORANGE CITY 


MISSOURI MAIN STREAM 
CORPS OF ENGINEERS 


NIOBRARA RIVER 
CONSUMERS PUB 
CONSUMERS PUB 
CONSUMERS PUB 


MISSOURI MAIN 
CORPS OF ENGI 


WHITE RIVER BA 
DON JONES 


BASIN 

POWER DIST 
POWER DIST 
POWER DIST 


STREAM 
NEERS 


SIN 


NAME OF PLANT 


BEAVER FALLS 


DEEP CREEK 
LAKE LYNN 


TOSAGE 


NIANGUA 
OSCEOLA 


LAWRENCE 

ROCKY FORD 
MARYSVILLE 
BARNESTON 


BLUE SPRINGS NO 2 


DE WITT 
WILBER 
HOLMESVILLE 
IMPERIAL 


NORFOLK 
TCOLUMBUS 
tMONROE 

FULLERTON 

SPALDING 

ERICSON LAKE 

BOELUS 

KEARNEY 

GOTHENBURG 
tJOHNSON NO 2 
TJOHNSON NO 1 
tJEFFREY CANYON 

LOVELAND 

BIG THOMPSON 

FLATIRON 3/ 

POLE HILL 

ESTES 

MARYS LAKE 

ESTES PARK 

LONGMONT 

BOULDER CANYON 
TFALL RIVER 

GEORGETOWN 
TNORTH PLATTE 

GUERNSEY 

GLENDO 

ALCOVA 

FREMONT CANYON 

KORTES 

SEMINOE 


ORANGE 


GAVINS POINT 


SPENCER 
FORT NIOBRARA 
MINNECHADUZA 


FORT RANDALL 


WHITE RIVER 


BEAVER 


DEEP CREEK 
CHEAT 


CLARION 


OSAGE 
NIANGUA 
OSAGE 


KANSAS 

BIG BLUE 
BIG BLUE 
BIG BLUE 
BIG BLUE 
BIG BLUE 


BIG BLUE 


BIG BLUE 
FRENCHMAN CR 


ELKHORN 

LOUP CANAL 

LOUP CANAL 

CEDAR 

CEDAR 

CEDAR 

MIDDLE LOUP 
PLATTE 

PLATTE 

PLATTE CANAL 
PLATTE CANAL 
PLATTE CANAL 
THOMPSON 

BIG THOMPSON 
COLO BIG THOM DI 
COLO BIG THOM DI 
COLO BIG THOM DI 
COLO BIG THOM DI 
FALL 

ST VRAIN CR 


MIDDLE BOULDER C 


FALL 
SOUTH CLEAR CR 
N PLATTE CANAL 


‘NORTH PLATTE 


NORTH PLATTE 
NORTH PLATTE 
NORTH PLATTE 
NORTH PLATTE 
NORTH PLATTE 


LITTLE SIOUX 


MISSOURI 


NIOEBRARA 
NIOBRARA 
MINNECHADUZA CR 


MISSOURI 


S FK WHITE 


20 


INSTALLED 
CAPACITY 2/ 


KW 


19 200 
51 200 
70 400 


28 800 
28 800 


AVERAGE 

ANNUAL 
GENERATION 

1,000 KWH 


4 563 292 


172 000 
3 000 
1 600 
176 600 


1 850 
460 
600 
720 
418 
240 
260 
280 
140 

4 968 


150 
900 
838 
394 
140 
350 
000 
500 
400 
000 
000 
000 
900 
500 
000 
250 
000 
100 
880 
400 
000 
600 
440 
100 
800 
000 
000 
000 
000 
400 
042 


USABLE 
POWER 
STORAGE 


TABLE 2 (Contd) - EXISTING By Major Drainages and River Basins 


DRAINAGE AND RIVER BASIN Lad set AVERAGE USABLE | GROSS 
NAME OF PLANT CAPACITY 4 ANNUAL POWER | STATIC 

NAME OF OWNER GENERATION STORAGE | HEAD 

KW 1,000 KWH ,OOOAC-FT| = FT. 


MISSOURI MAIN STREAM 
CORPS OF ENGINEERS f MISSOURI 


MINOR RIVER BASINS 
BLACK HILLS PWR AND LT CO REDWATER NO 2 REDWATER 
BLACK HILLS PwR AND LT CO REDWATER NO 1 REDWATER 
HOMESTAKE MINING CO NO 1 SPEARFISH CR 
HOMESTAKE MINING CO NO 2 SPEARFISH CR 
HOMESTAKE MINING CO ENGLEWOOD ENGLEWOOD CR 
BLACK HILLS PWR AND LT CO FALL.RIVER FALLS FALL 
BUREAU OF RECLAMATION ANGOSTURA S FK CHEYENNE 


NDOnHnNHHHYN 


MISSOURI MAIN STREAM 
CORPS OF ENGINEERS GARRISON MISSOURI 


YELLOWSTONE RIVER BASIN 
PACIFIC POWER AND LT CO BUFFALO CLEAR CR 
BUREAU OF RECLAMATION HEART MOUNTAIN SHOSHONE 
BUREAU OF RECLAMATION SHOSHONE SHOSHONE 
BUREAU OF RECLAMATION BOYSEN BIGHORN 
BUREAU OF RECLAMATION PLLOR BUDE WIND 
MONTANA POWER CO THE MYSTIC LAKE Ww ROSEBUD CR 
NATIONAL PARK SERVICE MAMMOTH GARDINER 


MISSOURI MAIN STREAM 

CORPS OF ENGINEERS FORT PECK MISSOURI 
MONTANA POWER CO THE tMORONY MISSOURI 
MONTANA POWER CO THE TRYAN MISSOURI 
MONTANA POWER CO THE TCOCHRANE _MISSOURI 
MONTANA POWER CO THE TRAINBOW MISSOURI 
MONTANA POWER CO THE TBLACK EAGLE MISSOURI 
MONTANA POWER CO THE THOLTER MISSOURI 
MONTANA POWER CO THE TtHAUSER LAKE MISSOURI 
BUREAU OF RECLAMATION CANYON FERRY MISSOURI 


os in © in © © ie © Dn © ie © a © i a) 


MADISON RIVER BASIN 
MONTANA POWER CO THE tMADISON NO 2 MADISON 


MISSOURI MAJOR DRAINAGE TOTAL 


GREAT BASIN MAJOR DRAINAGE 


TRUCKEE RIVER BASIN 

SIERRA PACIFIC POWER CO WASHOE TRUCKEE 
SIERRA PACIFIC POWER CO VERDI TRUCKEE 
SIERRA PACIFIC POWER CO FUEISH TRUCKEE 
SIERRA PACIFIC POWER CO FARAD TRUCKEE 


CARSON LAKE BASIN 
TRUCKEE CARSON IRR DIST 26 FOOT DROP CARSON 
TRUCKEE CARSON IRR DIST LAHONTAN CARSON 


MONO LAKE BASIN . P 
SOUTHERN CALIF EDISON CO TRUSH CREEK RUSH CR 
SOUTHERN CALIF EDISON CO tPCOLE LEEVINING CR 
SOUTHERN CALIF EDISON CO tMILL CREEK MILL CR 


OWENS RIVER BASIN 
LOS ANGELES DEPT 
LOS ANGELES DEPT AND 
LOS ANGELES DEPT AND 


W FRANKLIN CANYON LOS ANGELES 
W 
W 
LOS ANGELES DEPT W AND 
W 
W 
W 


SAN FERNANDO LOS ANGELES 
S FRANCISQUITO 2 LOS ANGELES 
S FRANCISQUITO 1 LOS ANGELES 
HAIWEE LOS ANGELES 
COTTONWOOD NO 3 COTTONWOOD CR 
DIVISION CR DIVISION CR 
BIG PINE NO 3 BIG PINE CR 
BISHOP CR BISHOP 

t BISHOP CR B1SHOP 

t BISHOP CR BISHOP 

SOUTHERN CALIF EDISON t+ BISHOP CR BISHOP 

SOUTHERN CALIF EDISON + BISHOP CR BISHOP 

DAWSON MARGARET P t WHITE MOUNTAIN MILNER 

LOS ANGELES DEPT wW AND P PLEASANT VALLEY OWENS 

LOS ANGELES DEPT W AND P CONTROL GORGE OWENS 

LOS ANGELES DEPT W AND P MIDDLE GORGE OWENS 

LOS ANGELES DEPT W AND P UPPER GORGE OWENS 


AND 


w+ 
ee Nee 


LOS ANGELES DEPT AND 
LOS ANGELES DEPT AND 
LOS ANGELES DEPT AND 
LOS ANGELES DEPT W AND 
SOUTHERN CALIF EDISON 
SOUTHERN CALIF EDISON 
SOUTHERN CALIF EDISON 


Se Sey ee a OO ee oe ee eo 
OAD: Oy 
O:O:'O:'0'O 000-0 U0 UD 0 


SEE FOOTNOTES AT END OF TABLE. 
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TABLE 2 (Contd) - EXISTING By Major Drainages and River Basins 


DRAINAGE AND RIVER BASIN 


NAME OF OWNER 


MINOR RIVER BASINS 

CORD E L 

NEVADA POWER CO 

WELLS RURAL ELECTRIC CO 
KENNECOTT COPPER CORP 


GREAT SALT LAKE BASIN 
UTAH POWER AND LIGHT CO 
UTAH POWER AND LIGHT CO 
HYRUM CITY CORP 
UTAH STATE AGR COLLEGE 
UTAH POWER AND LIGHT CO 
LOGAN CITY OF 
UTAH POWER AND LIGHT CO 
UTAH POWER AND LIGHT CO 
UTAH POWER AND LIGHT CO 
UTAH POWER AND LIGHT CO 
SODA SPRINGS CITY OF 
UTAH POWER AND LIGHT CO 
UTAH POWER AND LIGHT CO 
UTAH POWER AND LIGHT CO 
BRIGHAM CITY CORPORATION 
UTAH POWER AND LIGHT CO 
UTAH POWER AND LIGHT CO 
UTAH POWER AND LIGHT CO 
BUREAU OF RECLAMATION 
BUREAU OF RECLAMATION 
UTAH POWER AND LIGHT CO 
UTAH POWER AND LIGHT CO 
UTAH POWER AND LIGHT CO 
MURRAY CITY OF 
UTAH POWER AND LIGHT CO 
UTAH POWER AND LIGHT CO 
UTAH POWER AND LIGHT CO 
BUREAU OF RECLAMATION 
UTAH POWER AND LIGHT CO 


HEBER LIGHT AND PWR PLANT 
HEBER LIGHT AND PWR PLANT 


SPRINGVILLE MUN CORP 
SPRINGVILLE MUN CORP 
SPRINGVILLE MUN CORP 
STRAWBERRY WTR USERS 
STRAWBERRY WTR USERS 
STRAWBERRY WTR USERS 
UTAH POWER AND LIGHT 


MINOR RIVER BASINS 
PAROWAN CITY CORPORATION 
PAROWAN CITY CORPORATION 
BEAVER CITY CORPORATION 
UTAH POWER AND LIGHT CO 
UTAH POWER AND LIGHT CO 
MANTI CITY LIGHT AND PWR 
EPHRAIM CITY OF 
EPHRAIM CITY OF 
MT PLEASANT CITY CORP 
MT PLEASANT CITY CORP 
FAIRVIEW CITY CORP 
UTAH POWER AND LIGHT CO 
MONROE CITY CORP 
MONROE CITY CORP 


NAME OF PLANT 


TCIREUESE 
LAMOILLE 
WELLS NO 1 
MCGILL 


CUTLER 
HYRUM 
THYRUM 
LOGAN 
TLOGAN 
LOGAN CITY 
TtONEIDA 
COVE 
GRACE 
TSODA 
SODA SPRINGS 
TPARIS 
SWAN CREEK 
Tt COKEVILLE 
BRIGHAM CITY 
PIONEER 
RIVERDALE 
TWEBER 
GATEWAY 
WANSHIP 


TUPPER MILL CREEK 


GRANITE 
tSTAIRS 

HYDRO 
TALPINE 


TUPPER AMERICAN FK 


OLMSTEAD 
DEER CREEK 
SNAKE CREEK 
TSNAKE CREEK 
HEBER 

SPRING CREEK 
HOBBLE CREEK 
BARTHOLOMEW 
LOWER 

UPPER 

PAYSON 
TSANTAQUIN 


+t PAROWAN 
PARAGONAH - 
+BEAVER 
TLOWER BEAVER 
TUPPER BEAVER 
+MANTI 
tEPHRAIM NO 1 
tEPHRAIM NO 2 
LOWER 
UPPER 
UPPER AND LOWER 
FOUNTAIN GREEN 
tLOWER MONROE 
TUPPER MONROE 


GREAT BASIN MAJOR DRAINAGE TOTAL 


NORTH PACIFIC MAJOR DRAINAGE 


PUGET SOUND DRAINAGE 


MINOR RIVER BASINS 


PUGET SOUND PWR AND LT CO 


SKAGIT RIVER BASIN 


PUGET SOUND PWR AND LT CO 


LONE STAR CEMENT CORP 
LONE STAR CEMENT CORP 


PUGET SOUND PWR AND LT CO 


SEATTLE DEPT OF LIGHTING 
SEATTLE DEPT OF LIGHTING 
SEATTLE DEPT OF LIGHTING 
SEATTLE DEPT OF LIGHTING 


SNOHOMISH RIVER BASIN 


PUGET SOUND PWR AND LT CO 
PUGET SOUND PWR AND LT CO 


MINOR RIVER BASINS 
SEATTLE DEPT OF LIGHTING 


SEE FOOTNOTES AT END OF TABLE. 


NOOKSACK 


TLOWER BAKER 
BEAR CREEK NO 
BEAR CREEK NO 

TUPPER BAKER 
NEWHALEM 

TGORGE 

TDIABLO 

tROSS 


SNOQUALMIE NO 
SNOQUALMIE NO 


CEDAR FALLS 


EETDY GR 
LAMOILLE CR 
SALMON FALLS 
DUCK VALLEY CR 


BEAR 

BLACKSMITH FORK 
BLACKSMITH FORK 
LOGAN 

LOGAN 

LOGAN 

BEAR 

BEAR 

BEAR 

BEAR 

SODA CR 

PARIS CR 

SWAN CR 

PINE CR 

BOx ELDER CR 
OGDEN 

WEBER 

WEBER 

WEBER 

WEBER 

MILL CR 

BIG COTTONWOOD C 
BIG COTTONWOOD C 


_ LIT COTTONWOOD C 


DRY CR 
AMERICAN FORK 
PROVO 

PROVO 

SNAKE CR 
SNAKE CR 
PROVO 

SPRING CR 
HOBBLE CR 
BARTHOLOMEW CR 
SPANISH FORK 
SPANISH FORK 
PETEETNEET CR 
SUMMIT CR 


CENTER CR 
RED CR 
BEAVER 
BEAVER 
BEAVER 
MANTI CR 
(Hong Els 
CITY, “ER 
PLEASANT CR 
PLEASANT CR 
COTTONWOOD CR 
BIG SPRINGS 
MONROE CR 
MONROE CR 


NOOKSACK 


BAKER 

S FK BEAR CREEK 
N FK BEAR CREEK 
BAKER 

NEWHALEM CR 
SKAGIT 

SKAGIT 

SKAGIT 


SNOQUALMIE 
SNOQUALMIE 


22 


INSTALLED 
CAPACITY 2/ 


KW 


200 
200 
120 
840 
1 360 


000 
000 
400 
450 
000 
400 
000 
500 
000 
000 
720 
650 
276 
350 
650 
000 
750 
500 
Ue 
425 
300 
500 
000 
000 
750 
950 
700 
950 
180 
800 
600 
120 
300 
500 
250 
900 
400 
880 
426 


600 
500 
720 
600 
400 
520 
150 
210 
150 
175 
160 
320 
100 
IG25) 
6" 730 


AVERAGE 

ANNUAL 
GENERATION 

1,000 KWH 


a 
fo) 
Ww 
Oo 


uw ess @ 
WANRFW Oo 


NON 
naw 


PEND OMFFUUYUUFEFAFUPPNWYW 


OINNOARNH 


uw 
eS 


483 821 


USABLE 
POWER 
STORAGE 
,000 AC-FT 


TABLE 2 (Contd) - EXISTING By Major Drainages and River Basins 


DRAINAGE AND RIVER BASIN 


NAME OF OWNER 


PUYALLUP RIVER BASIN 
PUGET SOUND PwR AND LT CO 
PUGET SOUND PWR AND LT CO 


NISQUALLY RIVER 
CENTRALIA CITY 
TACOMA DEPT OF PUB UTILS 
TACOMA DEPT OF PUB UTILS 
NATIONAL PARK SERVICE 


HOOD CANAL BASIN 
TACOMA CITY OF 
TACOMA CITY OF 


MINOR RIVER BASINS 
CROWN ZELLERBACH CORP 
CROWN ZELLERBACH CORP 


NAME OF PLANT 


WHITE RIVER 
ELECTRON 


YELM 
TLA GRANDE 
TALDER 
LONGMIRE 


CUSHMAN NO 2 
CUSHMAN NO 1 


ELWHA 
TGLINES CANYON 


PUGET SOUND DRAINAGE TOTAL 


WASHINGTON COASTAL RIVER DRAINAGE 


MINOR RIVER BASINS 
QUINAULT LIGHT COMPANY 


WASHINGTON COASTAL RIVER 


DRAINAGE TOTAL 


COLUMBIA RIVER DRAINAGE 


COWLITZ RIVER BASIN 
TACOMA CITY OF 


LEWIS RIVER BASIN 
PACIFIC PWR AND LT 
PACIFIC PWR AND LT 
COWLITZ COUNTY PUD 
PACIFIC PWR AND LT 


WILLAMETTE RIVER EASIN 
LAKE OSWEGO CORP 
PORTLAND GENERAL ELEC 
PORTLAND GENERAL ELEC 
PORTLAND GENERAL ELEC 
PORTLAND GENERAL ELEC 
PORTLAND GEN EL CO ET 
MCMINNVILLE CITY OF 
PORTLAND GEN EL CO ET 
PORTLAND GEN EL CO ET 
PACIFIC PWR AND LT CO 
CORPS OF ENGINEERS 
CORPS OF ENGINEERS 
PACIFIC PWR 
PACIFIC PWR 
EUGENE CITY 
EUGENE CITY 
EUGENE CITY 
EUGENE CITY 
CORPS OF ENGINEERS 
CORPS OF ENGINEERS 
CORPS OF ENGINEERS 


AE een ee OO MO SOS Ope On) SOU, U4 


WASHOUGAL RIVER BASIN 
WESTERN LT AND PWR CO 


SANDY RIVER BASIN 
PORTLAND GENERAL ELEC CO 


COLUMBIA MAIN STREAM 
CORPS OF ENGINEERS 


WHITE SALMON RIVER BASIN 
PACIFIC PWR AND LT CO 


HOOD RIVER BASIN 
PACIFIC PWR AND LT CO 


SEE FOOTNOTES AT END OF TABLE. 


TQUINAULT 


tMAYFIELD 


TMERWIN 
TYALE 
tSwIFT NO 2 
tSwIFT NO 1 


LAKE OSWEGO 
RIVER MILL 
FARADAY 
TNORTH FORK 
TOAK GROVE 
TWILLAMETTE FLS 3 
MCMINNVILLE 
tWILLAMETTE FLS 2 
TWHEEAMETTIE IRLSs i 
STAYTON 
81G CLIFF RRG 
DETROIT 
ALBANY 
LEBANON 
WALTERVILLE 
LEABURG 
TTRAIL BRIDGE 
+CARMEN-SMITH 
DEXTER RRG 
LOOKOUT POINT 
HELES CREEK 


WASHOUGAL 


BULL RUN 


BONNEVILLE 


POWERDALE 


INSTALLED 


CAPACITY 2/ 


KW 


WHITE 
PUYALLUP 


NISQUALLY 
NISQUALLY 
NISQUALLY 
PARADISE 


N FK. SKOKOMISH 
N FK SKOKOMISH 


AVERAGE 
ANNUAL 
GENERATION 
1,000 KWH 


USABLE | GROSS 

POWER | STATIC 
STORAGE | HEAD 
OOOAC-FT| FT. 


ZEIGLER CR 


COWLITZ 


WILLAMETTE 
CLACKAMUS 
CLACKAMUS 
CLACKAMUS 
CLACKAMUS 
WILLAMETTE 
BAKER CR 
WILLAMETTE 
WILLAMETTE 
NORTH SANTIAM 
NORTH SANTIAM 
NORTH SANTIAM 
SOUTH SANTIAM 
SOUTH SANTIAM 
MCKENZIE 
MCKENZIE 
MCKENZIE-SMITH 
MCKENZIE 

M FK WILLAMETTE 
M FK WILLAMETTE 
M FK. WILLAMETTE 


MCCLUSKY CR 


BULL RUN DIv 


COLUMBIA 


WHITE SALMON 
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TABLE 2 (Contd) - EXISTING By Major Drainages and River Basins 


DRAINAGE AND RIVER BASIN 


NAME OF OWNER 


COLUMBIA MAIN STREAM 
CORPS OF ENGINEERS 


DESCHUTES RIVER BASIN 
PACIFIC PWR AND-LT CO 
PORTLAND GENERAL ELEC CO 
PACIFIC PWR AND LT CO 
PACIFIC PWR AND LT CO 


JOHN DAY RIVER BASIN 
CALIF PACIFIC UTIL CO 


COLUMBIA MAIN STREAM 
CORPS OF ENGINEERS 


WALLA WALLA RIVER BASIN 
MILTON FREEWATER EL UTIL 


SNAKE RIVER BASIN 
CORPS OF ENGINEERS 
WASHINGTON WTR PWR CO THE 
WASHINGTON WTR PWR CO THE 
PACIFIC PWR AND LT CO 
IDAHO POWER CO 
IDAHO POWER CO 
CALIF PACIFIC UTIL CO 
BAKER CITY OF 
BUREAU OF RECLAMATION 
IDAHO POWER CO 
BUREAU OF RECLAMATION 
ATLANTA POWER CO 
BUREAU OF RECLAMATION 
IDAHO POWER CO 
IDAHO POWER CO 
IDAHO POWER CO 
IDAHO POWER CO 
IDAHO POWER CO 
IDAHO POWER CO 
IDAHO POWER CO 
IDAHO POWER CO 
IDAHO POWER CO 
IDAHO POWER CO 
IDAHO POWER CO 
IDAHO POWER CO 
BUREAU OF RECLAMATION 
IDAHO POWER CO 
UTAH POWER AND LIGHT CO 
IDAHO FALLS CITY OF 
IDAHO FALLS CITY OF 
IDAHO FALLS CITY OF 
FALL RIVER RURAL EL COOP 
UTAH POWER AND LIGHT CO 
UTAH POWER AND LIGHT CO 
PONDS LODGE INC 
BUREAU OF RECLAMATION 
LOWER VAL PWR AND LT CO 
LOWER VAL PWR AND LT CO 
LOWER VAL PWR AND LT CO 
LOWER VAL PWR AND LT CO 


F 
>) 
p 
p 
p 
p 
p 
M 
F 
>) 
F 
p 
F 
p 
p 
p 
p 
p 
p 
p 
p 
p 
p 
Pp 
p 
p 
p 
M 
M 
M 
p 
p 
p 
I 
ie 
M 
C 
C 
C 


YAKIMA RIVER BASIN 
BUREAU OF RECLAMATION 
WAPATO IRRIGATION DIST 
WAPATO IRRIGATION DIST 
PACIFIC PWR AND LT CO 
PACIFIC PWR AND LT CO 
BUREAU OF RECLAMATION 


COLUMBIA MAIN STREAM 
GRANT COUNTY PUD NO 2 
GRANT COUNTY PUD NO 2 
CHELAN COUNTY PUD NO 1 


WENATCHEE RIVER BASIN 
SMITH JESSE I 


COLUMBIA MAIN STREAM 
CHELAN COUNTY PUD NO 1 


CHELAN RIVER BASIN 
CHELAN COUNTY PUD NO 1 


SEE FOOTNOTES AT END OF TABLE. 


NAME OF PLANT 


THE DALLES 


TYGH VALLEY 


tPELTON 


CLINE FALLS 
BEND 


+t FREMONT 


MCNARY 


MILTON UPPER 


ICE HARBOR 
TLEWISTON 
TGRANGEVILLE 
TWALLOWA FALLS 
TOXBOw 
TtBROWNLEE 
TROCK CREEK 

BAKER 

BLACK CANYON 

CASCADE 

BOISE DIVERSION 

ATLANTA 

ANDERSON RANCH 
TSWAN FALLS 

LOWER MALAD 

UPPER MALAD 
TC “J STRIKE 
TtBLISS 
tLOWER SALMON 

UPPER SALMON A 

UPPER SALMON B 


THOUSAND SPRINGS 


CLEAR LAKE 
SHOSHONE FALLS 
TTWIN FALLS 
MINIDOKA 
AMERICAN FALLS 
tMALAD CITY 


LOWER HYDRO NO 4 


Ciny 

UPPER 

TETON RIVER 
ST ANTHONY 
ASHTON 
tPONDS LODGE 
PALISADES 
SALT RIVER 
TSTRAWBERRY 
TAFTON LOWER 
TAFTON UPPER 


CHANDLER 
DROP NO 2 
DROP NO 3 
NACHES HYDRO 
NACHES DROP 
ROZA 


TPRIEST RAPIDS 
TWANAPUM 
TROCK ISLAND 


TTRINITY 


TROCKY REACH 


TCHELAN 


COLUMBIA 


WHITE 

DESCHUTES 
DESCHUTES 
DESCHUTES 


LOST CR 
COLUMBIA 
WALLA WALLA 


SNAKE 
CLEARWATER 

S FK CLEARWATER 
E FK WALLOWA 
SNAKE 

SNAKE 

ROCK CR 
GOODRICH LAKE 
PAYETTE 

N FK PAYETTE 
BOISE 

M FK BOISE 

S FK BOISE 
SNAKE 

MALAD 

MALAD 

SNAKE 

SNAKE 

SNAKE 

SNAKE 

SNAKE 
SPRINGS 
SPRINGS 
SNAKE 

SNAKE 

SNAKE 

SNAKE 

BIRCH 

SNAKE 

SNAKE 

SNAKE 

TETON 

HENRYS FORK 
HENRYS FORK 
BUFFALO 
SNAKE 

SALT 
STRAWBERRY CR 
SWIFT CR 
SWIFT CR 


YAKIMA 
YAKIMA 
YAKIMA 
NACHES 
NACHES 
YAKIMA 


COLUMBIA 
COLUMBIA 
COLUMBIA 


PHEEP'S=¢R 
COLUMBIA 


CHELAN 
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INSTALLED 
CAPACITY 2/ 


KW 


000 
000 


250 


108 000 
1 000 
1 110 
112 360 


1 100 
1 100 


980 000 
980 000 


AVERAGE 
ANNUAL 
GENERATION 
1,000 KWH 


USABLE 
POWER 
STORAGE 
,000 AC-F 


TABLE 2 (Contd) - EXISTING By Major Drainages and River Basins 


DRAINAGE AND RIVER BASIN 


NAME OF OWNER 


COLUMBIA MAIN STREAM 
CORPS OF ENGINEERS 
BUREAU OF RECLAMATION 


SPOKANE RIVER BASIN 
WASHINGTON WTR PWR 
WASHINGTON WTR PWR 
WASHINGTON WTR PWR 
WASHINGTON WTR PWR 
WASHINGTON WTR PWR 
SPOKANE CITY OF 
WASHINGTON WTR PWR 


vuxsvVUVVU 


MINOR RIVER BASINS 
WASHINGTON WTR PWR CO THE 


PEND OREILLE RIVER BASIN 
PEND OREILLE MINES MTL CO 
PEND OREILLE PUD NO 1 
PEND OREILLE PUD NO 1 
CORPS OF ENGINEERS 
WASHINGTON WTR PWR CO THE 
WASHINGTON WTR PWR CO THE 
MONTANA POWER CO THE 
MONTANA POWER CO THE 
PACIFIC PWR AND LT CO 
BUREAU OF RECLAMATION 
BUREAU OF INDIAN AFFAIRS 
MONTANA POWER CO THE 
MONTANA POWER CO THE 
BONNERS FERRY VILLAGE OF 
BONNERS FERRY VILLAGE OF 
MONTANA LT AND PWR CO 


OSS OO TEN OO One hs 


NAME OF PLANT 


CHIEF JOSEPH 
GRAND COULEE 


CITTLE FALLS 
LONG LAKE 
NINE MILE 
MONROE STREET 
UPPER FALLS 
UP RIVER 

POST FALLS 


MEYERS FALLS 


METALINE FALLS 


+BOX CANYON 
DALKENA 
ALBENI FALLS 
TCABINET GORGE 
TNOXON RAPIDS 


TTHOMPSON FALLS 


TKERR 
BIG FORK 
HUNGRY HORSE 
BIG CREEK 
MILLTOWN 
TELINT CREEK 
tMOYIE NO 2 
TtTMOYIE NO 1 
TROY 


COLUMBIA RIVER DRAINAGE TOTAL 


OREGON COASTAL RIVER DRAINAGE 


UMPQUA RIVER 
PACIFIC PwR 
PACIFIC PWR 
PACIFIC PWR 
PACIFIC PWR 
PACIFIC PWR 
PACIFIC PWR 
PACIFIC PWR 
PACIFIC PWR 
PACIFIC PWR AND 


p 
p 
p 
p 
p 
p 
p 
p 
p 


ROGUE RIVER BASIN 
IDEAL CEMENT CO 
PACIFIC PWR AND LT CO 
ASHLAND CITY OF 
BUREAU OF RECLAMATION 
PACIFIC AND 
PACIFIC AND 
PACIFIC AND 
PACIFIC YR AND 
PACIFIC AND 


OU VU OU 1S Or 


OREGON COASTAL RIVER 
DRAINAGE TOTAL 


NORTH PACIFIC MAJOR 
ORAINAGE TOTAL 


SOUTH PACIFIC MAJOR DRAINAGE 


WINCHESTER 
TSODA SPRINGS 
TSLIBE CREEK 
TMOCKETEE FALLS 
TFISH CREEK 


TCLEARWATER NO 2 
TCLEARWATER NO 1 


TLEMOLO NO 2 
tLEMOLO NO 1 


GOLD HILL 
GOLD RAY 
ASHLAND 

GREEN SPRINGS 
EAGLE POINT 
PROSPECT 
PROSPECT 
PROSPECT 
PROSPECT 


NORTHERN CALIFORNIA COASTAL RIVER DRAINAGE 


KLAMATH RIVER BASIN 
SWANSON MINING CORP 
BUREAU OF RECLAMATION 
PACIFIC 
PACIFIC 
PACIFIC 
PACIFIC 
PACIFIC 
PACIFIC 
PACIFIC 
PACIFIC 


vuvvvVv VO TNe 


RUSSIAN RIVER BASIN 
PACIFIC GAS AND ELEC CO 


TSALYER 
LEWISTON 
TJUNCTION CITY 
TIRON GATE 
FALL CREEK 
tCOPCO NO 2 
tcCoPpco NO 1 
TJOHN C BOYLE 
TWEST SIDE 
TEAST SIDE 


TPOTTER VALLEY 


NORTHERN CALIFORNIA COASTAL 


RIVER DRAINAGE TOTAL 


SEE FOOTNOTES AT END OF TABLE. 


COLUMBIA 
COLUMBIA 


SPOKANE 
SPOKANE 
SPOKANE 
SPOKANE 
SPOKANE 
SPOKANE 
SPOKANE 


COLVILLE 


PEND OREILLE 
PEND OREILLE 
CALISPELL CR 
PEND OREILLE 
CLARK FORK 
CLARK FORK 
CLARK FORK 
FLATHEAD 
SWAN 

S FK FLATHEAD 
BIG CR 

CLARK FORK 


“FLINT CR 


MOY IE 
MOYTE 
LAKE CR 


NORTH UMPQUA 
NORTH UMPQUA 
NORTH UMPQUA 
NORTH UMPQUA 
NORTH UMPQUA 
CLEARWATER 

CLEARWATER 

NORTH UMPQUA 
NORTH UMPQUA 


ROGUE 

ROGUE 
ASHLAND CR 
EMIGRANT CR 
LITTLE BUTTE 
S FK ROGUE 

N FK ROGUE 

N FK ROGUE 

N FK ROGUE 


TRINITY 
TRINITY 


CANYON CREEK DIV 


KLAMATH 
FALL CR 
KLAMATH 
KLAMATH 
KLAMATH 
KLAMATH 
LINK 


S Jas jaya py ay 
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INSTALLED 


CAPACITY 2/ 


KW 


AVERAGE 
ANNUAL 


GENERATION 
1,000 KWH 


164 700 


USABLE | GROSS 
POWER | STATIC 

STORAGE | HEAD 

,000 AC-FT} Et. 


le 2 Zz 
NEG CCG 


= 


ma 
CC Ceo > | CAR 


TABLE 2 (Contd) - EXISTING By Major Drainages and River Basins 


DRAINAGE AND RIVER BASIN 


NAME OF OWNER 


SACRAMENTO RIVER DRAINA 


GE 


AMERICAN RIVER BASIN 
BUREAU OF RECLAMATION 
BUREAU OF RECLAMATION 
PACIFIC GAS AND ELEC 
SACRAMENTO M U D 
PACIFIC GAS AND ELEC 
SACRAMENTO M U D 
PACIFIC GAS AND ELEC 
PACIFIC GAS AND ELEC 


VN = =o Ta 


FEATHER RIVER BASIN 
PACIFIC GAS AND ELEC 
PACIFIC GAS AND ELEC 
PACIFIC GAS AND ELEC 
PACIFIC GAS AND ELEC 
PACIFIC GAS AND ELEC 
PACIFIC GAS AND ELEC 
PACIFIC GAS AND ELEC 
PACIFIC GAS AND ELEC 
PACIFIC GAS AND ELEC 
PACIFIC GAS AND ELEC 
OROVILLE WYANDOTTE I 
OROVILLE WYANDOTTE I 
OROVILLE WYANDOTTE I 
GRAEAGLE LAND & WATER 
PACIFIC AND ELEC 
PACIFIC AND ELEC 
PACIFIC AND ELEC 
PACIFIC AND ELEC 
PACIFIC AND ELEC 
PACIFIC AND ELEC 
PACIFIC AND ELEC 
PACIFIC AND ELEC 
PACIFIC AND ELEC 
PACIFIC AND ELEC 


VVUVVVUVVVVVUH STFFTVVVVIVIVVVVVD 


MINOR RIVER BASINS 
PACIFIC GAS AND ELEC 
PACIFIC GAS AND ELEC 
PACIFIC GAS AND ELEC 
PACIFIC GAS AND ELEC 
PACIFIC GAS AND ELEC 
PACIFIC GAS AND ELEC 
PACIFIC GAS AND ELEC 
PACIFIC GAS AND ELEC 


p 
P 
p 
p 
p 
p 
p 
p 


CLEAR CREEK BASIN 
BUREAU OF RECLAMATION 


SACRAMENTO MAIN STREAM 
BUREAU OF RECLAMATION 
BUREAU OF RECLAMATION 


PIT RIVER BASIN 
PACIFIC GAS AND 
PACIFIC GAS AND 
PACIFIC GAS AND 
PACIFIC GAS AND 
PACIFIC GAS AND 
PACIFIC GAS AND 


co 


co 


co 
co 


co 
co 
co 
co 
co 
co 
co 
co 
co 
co 
DS 
DS 
DS) 
co 
co 
co 
co 
co 
co 
co 
co 
co 
co 
co 


NAME OF PLANT 


NIMBUS 

FOLSOM 
TAMERICAN RIVER 
+CAMINO 
tEL DORADO 
TJAYBIRD 

WISE 

HALSEY 


DUTCH FLAT 
ALTA 
+DRUM NO 1 
+DEER CREEK 
+NARROWS 
+SPAULDING NO 
+SPAULDING NO 
+tSPAULDING NO 
COLGATE 
tBULLARDS BAR 
TKELLY RIDGE 
+tFORBESTOWN 
tWOODLEAF 
+t GRAEAGLE 
COAL CANYON 
LIME SADDLE 
BIG BEND 
TPOE 
+CRESTA 
tROCK CREEK 
TBUCKS CREEK 
+CARIBOU NO 1 & 2 
+tBUTT VALLEY 
HAMILTON BRANCH 


CENTERVILLE 
NEW DESABLA 
COLEMAN 
INSKIP 
SOUTH 

VOLTA 

COW CREEK 
KILARC 


CLEAR CREEK PH 


KESWICK 
SHASTA 


NO 5 
NO 4 
NO 3 
CREEK NO 2 
CREEK NO 1 
NO 1 


SACRAMENTO RIVER DRAINAGE TOTAL 


SAN JOAQUIN RIVER DRAIN 


AGE 


MOKELUMME RIVER BASIN 
EAST BAY MUN UTIL DIS 
PACIFIC GAS AND ELEC 
PACIFIC GAS AND ELEC 
PACIFIC GAS AND ELEC 
PACIFIC GAS AND ELEC 
PACIFIC GAS AND ELEC 


STANISLAUS RIVER BASIN 
OAKDALE S S JOAQUIN I 
PACIFIC GAS ELEC 
PACIFIC GAS ELEC 
PACIFIC GAS ELEC 
PACIFIC GAS EEG 
PACIFIC GAS ELEG 
PACIFIC GAS ELEC 
OAKDALE S S JOAQUIN I 
OAKDALE S S JOAQUIN I 


== 000 UU ols 


SEE FOOTNOTES AT END OF TABLE. 


iit 

co 
co 
co 
co 
co 


D 


D 
D 


PARDEE 
tNEW ELECTRA 
+ WEST POINT 
t TIGER CREEK 
tT SALT SPRINGS 1 
t SALT SPRINGS 2 


TTULLOCH 
TMELONES 
ANGELS 
+tMURPHYS 
PHOENIX 
TSTANISLAUS 
TSPRING GAP 
tBEARDSLEY 
TDONNELLS 


AMERICAN 
AMERICAN 

S FK AMERICAN 
SILVER CREEK DIV 
S FK AMERICAN 
SILVER CR 

AUBURN RAVINE 
DRY CR 


YUBA DIV 
CR 


YUBA 
YUBA 
YUBA 
YUBA 
YUBA 
FEATHER 
FEATHER 
FEATHER 
EAGLE CR 
MIOCENE CAN 
BR N FK FEATHR 
FK FEATHER 
FK FEATHER 
FK FEATHER 
FK FEATHER 
FK FEATHER 
FK FEATHER 
BUTT CREEK 
HAMILTON BRANCH 


2Z22222EF2E0UNNUNZZ2Z2UNUUN 


BUTTE CREEK 

w BR N FK FEATHR 
BATTLE CR 

S FK BATTLE CR 

S FK BATTLE CR 
MILLSEAT CR 

S FK COW CREEK 

N FK COW CR 


TRINITY R DIV 


SACRAMENTO 
SACRAMENTO 


PIT 

PIT 

PIT 

HAT CR 
HAT CR 
FALL DIV 


MOKELUMNE 
MOKELUMNE 
N FK MOKELUMNE 
N FK MOKELUMNE 
N FK MOKELUMNE 
N FK MOKELUMNE 


u 


STANISLAUS 

STANISLAUS 

ANGELS CR 
STANSLS DIV 
STANSLS DIV 
STANISLAUS 
STANSLS DIV 
STANISLAUS 
STANISLAUS 
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INSTALLED 


CAPACITY 2/ 


KW 


AVERAGE 
ANNUAL 

GENERATION 
1,000 KWH 


ur re 
WOIWRALAW AD 


RIP 
Wl 
iS 


Nn 
uw 


USABLE 

POWER 
STORAGE 
,000 AC-F 


See aoc anc 


CEO Cees eG Coie. 


Oo 
WwW 
Cow 


(Stsite (aie latsls 


GROSS 
STATIC 
HEAD 

lA 


OO iS 5G 0) 0) U0 a 00 Goo) 0! = 


TABLE 2 (Contd) - EXISTING By Major Drainages and River Basins 


DRAINAGE AND RIVER BASIN 


NAME OF OWNER 


TUOLUMNE RIVER BASIN 
TURLOCK MODESTO IRRIG DIS 
TURLOCK MODESTO IRRIG DIS 
SAN FRANCISCO UTILS COMM 
SAN FRANCISCO UTILS COMM 
SAN FRANCISCO UTILS COMM 


MERCED RIVER BASIN 
PACIFIC GAS AND ELEC CO 
MERCED IRRIG DIST 
NATIONAL PARK SERVICE 


SAN JOAQUIN MAIN STREAM 
PACIFIC GAS AND ELEC CO 


WILLOW CREEK BASIN 
PACIFIC GAS AND ELEC 
PACIFIC GAS AND ELEC 
PACIFIC GAS AND ELEC 
PACIFIC GAS AND ELEC 
PACIFIC GAS AND ELEC 


SAN JOAQUIN MAIN STREAM 
SOUTHERN CALIF EDISON CO 
SOUTHERN CALIF EDISON CO 
SOUTHERN CALIF EDISON CO 


BIG CREEK BASIN 
SOUTHERN CALIF EDISON 
SOUTHERN CALIF EDISON 
SOUTHERN CALIF EDISON 
SOUTHERN CALIF EDISON 


SAN JOAQUIN MAIN STREAM 
SOUTHERN CALIF EDISON CO 


NAME OF PLANT 


LA GRANGE 

DON PEDRO 
MOCCASIN CREEK 
EARLY INTAKE 
CHERRY CREEK 


MERCED FALLS 
TEXCHEQUER 
YOSEMITE 


TKERCKHOFF 


tTWISHON A G 


SAN JOAQUIN NO 1A 


SAN JOAQUIN: NO 2 
+SAN JOAQUIN NO 3 
+CRANE VALLEY 


TBIG CREEK 
TBIG CREEK 
TEKIG CREEK 


+B1G CREEK 
BIG CREEK 
+BIG CREEK 
TPORTAL 


tMAMMOTH POOL 


SAN JOAQUIN RIVER DRAINAGE TOTAL 


CALIFORNIA BASIN DRAINAGE 


KINGS RIVER BASIN 
PACIFIC GAS AND ELEC CO 
PACIFIC GAS AND ELEC CO 
PACIFIC GAS AND ELEC CO 


MINOR RIVER BASINS 
SOUTHERN CALIF EDISON CO 
SOUTHERN CALIF EDISON CO 
SOUTHERN CALIF EDISON CO 
SOUTHERN CALIF EDISON CO 
PACIFIC GAS AND ELEC CO 


KERN RIVER BASIN 
PACIFIC GAS AND ELEC CO 
SOUTHERN CALIF EDISON CO 
SOUTHERN CALIF EDISON CO 
SOUTHERN CALIF EDISON CO 


tKINGS RIVER 
+ BALCH 
t HAAS 


KAWEAH NO 2 
KAWEAH NO 32 
KAWEAH NO 1 
TLOWER TULE 
TTULE RIVER 


TKERN CANYON 
TKERN RIVER NO 1 
TBOREL 

KERN RIVER NO 3 


CALIFORNIA BASIN DRAINAGE TOTAL 


SOUTHERN CALIFORNIA COASTAL RIVER DRAINAGE 


MINOR RIVER BASINS 
PASADENA CITY OF 
SOUTHERN CALIF EDISON 
SOUTHERN CALIF EDISON 
SOUTHERN CALIF EDISON 
SOUTHERN CALIF EDISON 
SOUTHERN CALIF EDISON 
SOUTHERN CALIF EDISON 
SOUTHERN CALIF EDISON 
SOUTHERN CALIF EDISON 
SOUTHERN CALIF EDISON 
SOUTHERN CALIF EDISON 
SOUTHERN CALIF EDISON 
ESCONDIDO MUTUAL WATER CO 
ESCONDIDO MUTUAL WATER CO 
CALIFORNIA ELEC PWR CO 
CALIFORNIA ELEC PWR CO 


+AZUSA 
ONTARIO NO 1 
SIERRA 
ONTARIO NO 2 
FONTANA 
+TLYTLE CREEK 
MILL CREEK NO 1 
tMILL CREEK NO 2 
tMILL CREEK NO 3 
+SANTA ANA NO 3 
t SANTA ANA NO 2 
+ SANTA ANA NO 1 
+RINCON POWER 
tBEAR VALLEY 
+ SAN GORGONIO 
+ SAN GORGONIO 


SOUTHERN CALIFORNIA COASTAL 
RIVER DRAINAGE TOTAL 


SEE FOOTNOTES AT END OF TABLE. 


TUOLUMNE 
TUOLUMNE 
TUOLUMNE DIV 
CHERRY CR 
CHERRY CR 


MERCED 
MERCED 
MERCED 


SAN JOAQUIN 


WILLOW 
wILLOw 
WILLOW 
wWILLOw 
WILLOW 


JOAQUIN 
JOAQUIN 
JOAQUIN 


JOAQUIN 


N FK KINGS 
N FK KINGS 
N FK KINGS 


KAWEAH 
KAWEAH 
KAWEAH 
TUCE 

M FK TULE 


SAN GABRIEL 

SAN ANTONIO CR 
SAN ANTONIO CR 
SAN ANTONIO CR 
YATES GR 

EY TEE (CR 

MILL GR 

MILE CCR 

MILL CR 

SANTA ANA 

SANTA ANA 

SANTA ANA 
ESCONDIDO CR DIV 
ESCONDIDO CR 
SAN GORGONIO CR 
SAN GORGONIO CR 
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TABLE 2 (Contd) - EXISTING By Major Drainages and River Basins 


DRAINAGE AND RIVER BASIN 


NAME OF OWNER 


SOUTH PACIFIC MAJOR 
DRAINAGE TOTAL 


COLORADO MAJOR DRAINAGE 


GILA RIVER BASIN 

SALT R PROJ AG IMP P DIST 
SALT R PROJ AG IMP P DIST 
ARIZ PUBLIC SERVICE CO 

ARIZ PUBLIC SERVICE CO 

SALT R PROJ AG IMP P DIST 
SALT R PROJ AG IMP P DIST 
SALT R PROJ AG IMP P DIST 
SALT R PROJ AG IMP P DIST 
BUREAU OF INDIAN AFFAIRS 


Nts PSTVVS = 


YUMA CANAL 
BUREAU OF RECLAMATION 


ALL AMERICAN CANAL 
IMPERIAL IRRIGATION 
IMPERIAL IRRIGATION 
IMPERIAL IRRIGATION 
IMPERIAL IRRIGATION 


COLORADO MAIN STREAM 
BUREAU OF RECLAMATION 
BUREAU OF RECLAMATION 
BUREAU OF RECLAMATION 
BUREAU OF RECLAMATION 


VIRGIN RIVER BASIN 
CALIF PACIFIC UTIL CO 
CALIF PACIFIC UTIL CO 
GALE SPAGL EL GCRUi Lia co; 
Si, GEORGE CITY CORP 
CALIF PACIFIC UTIL CO 


SAN JUAN RIVER BASIN 
WESTERN COLORADO P CO THE 
LA PLATA ELEC ASSN INC 


MINOR RIVER BASINS 
GARKANE POWER ASSN INC 
GARKANE POWER ASSN INC 


GREEN RIVER BASIN 
UINTAH POWER ANC LIGHT CO 
MOON LAKE ELEC ASSN INC 
UTAH POWER AND LIGHT CO 
BUREAU OF RECLAMATION 


DOLORES RIVER BASIN 
WESTERN COLORADO P CO THE 


GUNNISON RIVER BASIN 
REDLANDS WATER AND PwR CO 
WESTERN COLORADO P CO THE 


COLORADO MAIN STREAM 
BUREAU OF RECLAMATION 


MINOR RIVER BASINS 
BUREAU OF RECLAMATION 
BUREAU OF RECLAMATION 
ASPEN ELECTRIC DEPT 


COLORADO MAIN STREAM 
PUBLIC SERVICE CO OF COLO 


EAGLE RIVER BASIN 
NEW JERSEY ZINC CO 


MINOR RIVER BASINS 
BUREAU OF RECLAMATION 
DENVER CITY AND COUNTY 


NAME OF PLANT 


CROSS CUT 

SOUTH CONSOL 
TCHILDS 
TIRVING 

STEWART MOUNTAIN 
MORMON FLAT 
HORSE MESA 
ROOSEVELT 
COOLIDGE 


SIPHON DROP 


DROP NO 4 
DROP NO 3 
DROP NO 2 
PILOT KNOB 


PARKER 
DAVIS 

HOOVER 
HOOVER 


GUNLOCK NO 1 
VEYO NO 3 

VEYO NO 2 

ST GEORGE 

LA VERKIN NO 4 


tTACOMA 
PAGOSA SPRINGS 


tBOULDER CREEK 
TORREY 


tUINTAH 

+t YELLOWSTONE 
VERNAL 
FLAMING GORGE 


tNEW AMES 


REDLANDS 
TOURAY 


GRAND VALLEY 


LOWER MOLINA 
UPPER MOLINA 
ASPEN 


SHOSHONE 


GREEN MOUNTAIN 
WILLIAMS FORK 


COLORADO MAJOR. DRAINAGE TOTAL 


SEE FOOTNOTES AT END OF TABLE. 


CROSS CUT CANAL 
CONSOLIDATED CAN 
FOSSIL CR DIV 
FOSSIL CR 

SALT 

SALT 

SALT 

SALT 

GILA 


YUMA CANAL 


ALL AMERICAN 
ALL AMERICAN 
ALL AMERICAN 
ALL AMERICAN 


COLORADO 
COLORADO 
COLORADO 
COLORADO 


SANTA CLARA 
SANTA CLARA 
SANTA CLARA 
COTTONWOOD CR 


VIRGIN 


ANIMAS 
SAN JUAN 


BOULDER CR 
FREMONT 


UINTAH 
YELLOWSTONE CR 
ASHLEY CR 
GREEN 


LAKE FORK 


GUNNISON 
UNCOMPAHGRE 


COLORADO 


COLBRAN PIPELINE 
COLBRAN PIPELINE 
CASTLE MAROON CR 


COLORADO 


FALL CR 


BLUE 
WILLIAMS FORK 
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TABLE 2 (Contd) - EXISTING By Major Drainages and River Basins 


DRAINAGE AND RIVER BASIN 


NAME OF OWNER 


ALASKA MAJOR DRAINAGE 


YUKON RIVER BASIN 
CHATANIKA PWR CO INC 


MINOR RIVER BASINS 
BUREAU OF RECLAMATION 
CHUGACH ELEC ASSN INC 
SAN JUAN FISHING & PKG CO 
CALVERT CORPORATION 
DAY MRS O B 
STELLING HARVEY F 


TALYA RIVER BASIN 
COMMUNITY UTILITIES INC 


MINOR RIVER BASINS 
A J INDUSTRIES INC 
A J INDUSTRIES INC 
A J INDUSTRIES INC 
ALASKA EL LT AND PWR CO 


NAME OF PLANT 


TCHATANIKA 


EKLUTNA 
TCOOPER LAKE 
tSAN JUAN 
THANLEY CREEK 
TtDAYVILLE 


+SOLOMON GULCH 


TSKAGWAY DEWEY 


NUGGET CREEK 
240 FOOT 
SHEEP CREEK 
GOLD CREEK 


INSTALLED 


AVERAGE 
CAPACITY 2/ 


ANNUAL 
GENERATION 
KW 1,000 KWH 


USABLE 
POWER 
STORAGE 
,000 AC-FT 


CHATANIKA TANANA 


EKLUTNA 
COOPER CR 

SAN JUAN LAKE 
HANLEY CREEK 
ALLISON CR 
SOLOMON CR 


DEWEY LAKES 


NUGGET CREEK 
FISH CREEK DITCH 
SHEEP CR 

GOLD CR 


A J INDUSTRIES INC 
A J INDUSTRIES INC 
A J INDUSTRIES INC 
ALASKA METALS AND PWR CO 


SALMON CREEK NO 1 
SALMON CREEK NO 2 
ANNEX CREEK 

MILL CREEK 


LOWER SALMON CR 
UPPER SALMON CR 
ANNEX CR 
MILL CR 


ie) 


CHICHAGOF ISLAND RIVER BASINS 
CHICHAGOF MINING CO 
PELICAN UTILITY CO 


RUST LAKE 
tPELICAN 


SIMMONS CR 
LISIANSKE INLET 


BARANOF ISLAND RIVER BASINS 
SITKA CITY OF 
ALASKA LMBR PULP CO INC 


TBLUE LAKE 
TPULP MILL 


MEDVETCHA 
MEDVETCHA 


KUPREANOF ISLAND RIVER BASINS 


PETERSBURG TOWN OF TBLIND RIVER CRYSTAL LAKE 


REVILLAGIGEDO ISLAND RIVER BASINS 
KETCHIKAN CITY OF tBEAVER FALLS 
KETCHIKAN CITY OF + KETCHIKAN 


BEAVER FALLS CR 
KETCHIKAN CR 


ANNETTE ISLAND RIVER BASINS 


METLAKATLA INDIAN COMUNTY PURPLE LAKE PURPLE LAKE 


ALASKA MAJOR DRAINAGE TOTAL 328 540 


HAWAII MAJOR DRAINAGE 


HAWAII ISLAND RIVER BASINS 
MICO” ELES (LT CO 

HIEOOBEEC LT CO 

ONOMEA SUGAR CO LTD 
HAKALAU SUGAR CO 

PAAUHAU SUGAR CO 

HONOKAA SUGAR CO 

KOHALA SUGAR CO 

KOHALA SUGAR CO HAWI 
PIONEER MILL CO LTD KAUAULA 
HAWAIIAN COM & SUG C PAIA 
HAWAIIAN COM & SUG C KEHEKA 


PUUEO 
WAIAU 
ONOMEA 
HAKALAU 
PAAUHAU LOWER HAMAKUA 
HONOKAA LOWER HAMAKUA 
UNION _ 
KEHALA DITCH 
KAUAULA 
WAILOA DITCH 
WAILOA DITCH 


WATLUKU 
WAILUKU 
WAILUKU 
WAILUKU 


250 
150 
125 
150 
146 
800 
500 
350 
500 
800 
000 
ik 


VUH HHH HHH OD 
DIGGS ge ts Fa oS eile ya IG 


KAUAI ISLAND RIVER BASINS 
MCBRYDE SUGAR CO LTD 
KEKAHA SUGAR CO LTD 
KEKAHA SUGAR CO LTD 
OLOKELE SUGAR CO LTD 
MCBRYDE SUGAR CO LTD 
GROVE FARM CO LTD 
LIHUE PLANTATION CO 
LIHUE PLANTATION CO 


WAINIHA 
WAIMEA 
WAITAWA 
NONPPAHU 
KALAHEO 
GROVE FARM 
LOWER LIHUE 
UPPER LIHUE 


WAINIHA 
WATMEA 

WAIMEA 
MAKAWELI 
ALEXANDER RES 
WA IHAHANU 

S FK WAILUA 
WAIHAIL 


600 
500 
000 
500 
000 
216 
800 
500 
8 116 


fo Gis Gr GER eile OR Bi Bria g 


HAWAII MAJOR DRAINAGE TOTAL 18 887 


UNITED STATES TOTAL 40 230 291 


SEE FOOTNOTES AT END OF TABLE. 
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TABLE 2 (Contd) - EXISTING By Major Drainages and River Basins 


DRAINAGE ‘AND RIVER BASIN INSTALLED , AVERAGE 
CAPACITY 2 ANNUAL 
a NAME OF PLANT 
NAME OF OWNER GENERATION 
KW 1,000 KWH 


SS OF OWNERSHIP: 

- FEDERALLY-OWNED PLANT. 

- PRIVATELY-OWNED PLANT. 

M — NON-FEDERAL PUBLICLY-OWNED PLANT. 
C -— COOPERATIVELY-OWNED PLANT. 

I - INDUSTRIALLY-OWNED PLANT. 


2/ CAPACITIES LISTED INCLUDE MAIN GENERATING UNITS ONLY. SEVERAL PLANTS ALSO HAVE 
AUXILIARY GENERATING CAPACITY. SEE TABLE 6, PAGE 60. 


3/7 PLANT ALSO HAS REVERSIBLE GENERATING EQUIPMENT IN ADDITION TO THAT SHOWN. 


SEE DISCUSSION OF PUMPED STORAGE PROJECTS IN THE TEXT. 


t PLANT UNDER FPC LICENSE. FOR SEPARATE LISTING OF LICENSED PLANTS BY FPC PROJECT 
NUMBER, SEE TABLE 11, PAGE 143, 


+ PLANT LOCATED IN TWO STATES. INSTALLED CAPACITY AND GENERATION DIVIDED BETWEEN 
STATES AS LISTED. USABLE POWER STORAGE CAPACITY AND GROSS STATIC HEAD SHOWN ARE 
ihe TOTAL IEOR: THE SITE. 

U., USABLE POWER STORAGE CAPACITY IS LESS THAN 5,000 ACRE-FEET. 


NA. DATA NOT AVAILABLE. 
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USABLE 

POWER 
STORAGE 
,000 AC-FT 


GROSS 
STATIC 
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ETa 


Diviston 
and 
state 


United States 


New England 
Middle Atlantic 
East North Central 
West North Central 
South Atlantic 
East South Central 
West South Central 
Mountain 

Pacific 

Alaska 

Hawaii 


New England 
Maine 
New Hampshire 
Vermont 
Massachusetts 
Rhode Island 
Connecticut 


Middle Atlantic 
New York 
New Jersey 
Pennsylvania 


East North Central 
Ohio 
Indiana 
Illinois 
Michigan 
Wisconsin 


West North Central 
Minnesota 
Iowa 
Missouri 
North Dakota 
South Dakota 
Nebraska 
Kansas 


TABLE 3 - INSTALLED CAPACITY AND AVERAGE ANNUAL GENERATION 


OF EXISTING HYDROELECTRIC PLANTS - JANUARY 1, 1964 


Totals by Geographic Divisions and States 


Installed 
capact ty 
kw ts 


40,230,291 


1,497,283 
4,217,643 

910,642 
2,286,835 
4,599,765 
4,294,412 
1,124,728 
4,844,586 
16,345,948 

89 ,562 


18,887 


491 ,049 
442,040 
197,335 
221,899 

3,125 
141,835 


3,810,229 
8,294 
399,120 


3,349 
29 ,557 
41,071 

415,447 

421,218 


182,889 
140,390 
392,600 
400 ,000 
926,396 
238,650 

5,910 


Avg. annual 
generatton 
1000 kwh 


201,918,565 


5,959,270 
25,702,600 
4,053,175 
9,783,950 
14,347,550 
18,094,900 
3,144,200 
23,564,130 
96,834,650 
328,540 


105 ,600 


2,471,600 
1,355,600 
828,700 
873,790 
8,180 
421,400 


23,837,900 
48,200 
1,816,500 


13,700 
101,400 
199,300 

1,798,100 
1,940,675 


995,050 
831,700 
1,013,000 
1,886 ,000 
3,852,700 
1,185,300 
20,200 


Divtston 
and 
state 


South Atlantic 
Delaware 
Maryland 
District of Columbia 
Virginia 
West Virginia 
North Carolina 
South Carolina 
Georgia 
Florida 


East South Central 
Kentucky 
Tennessee 
Alabama 
Mississippi 


West South Central 
Arkansas 
Louisiana 
Oklahoma 
Texas 


Mountain 
Montana 
Idaho 
Wyoming 
Colorado 
New Mexico 
Arizona 
Utah 
Nevada 


Pacific 
Washington 
Oregon 
California 

Alaska 


Hawaii 


yh 


Installed 
capacity 
kw 


0 

271,800 

. 3,000 
409 ,742 
208 , 330 
1,630,623 
964,341 
1,069,776 
42,153 


540,617 
1,921,200 
1,832,595 

0 


568,340 
0 


165,400 
390 ,988 


1,261,830 
1,250,465 
212,830 
257 ,630 
24,630 
979,990 
174,251 
682 ,960 


8,997,919 
2,739,247 
4,608,782 

89 ,562 


18,887 


Avg. annual 
generatton 
1000 kwh 


0 
1,324,800 
5,000 
1,094,200 
974,200 
4,894,100 


' 2,605,400 


352017, 350 
248,500 


2,472,000 
8,392,000 
7,230,900 

0 


1,331,500 
0 


616,000 
1,196,700 


7,493,600 
7,378,400 
936,900 
1,014,280 
97,000 
3,666,100 
711,300 
2,266 ,550 


58,116,400 
16,652,800 
22,065,450 

328,540 


105 ,600 


TABLE 4 - INDIVIDUAL EXISTING HYDROELECTRIC PLANTS 


WITH PRINCIPAL CHARACTERISTICS - JANUARY 1, 1964 
By Geographic Divisions and States 


INSTALLE AVERAGE USABLE | GROSS 
DIVISION AND STATE ani CAPACITY 2 ANNUAL POWER | STATIC 
tik als RIVER GENERATION |STORAGE | HEAD 
NAME OF OWNER 
KW 1,000 KWH {1,000 AC-F]_—s—FT.. 
NEW ENGLAND 
MAINE 
p| MAINE PUBLIC SERVICE CO CARIBOU AROOSTOOK 800 4 500 
p}| MAINE PUBLIC SERVICE CO SQUA PAN SQUA PAN STREAM 1 500 800 
I ST CROIX PAPER CO WOODLAND ST CROIX 2 400 7 500 
I ST CROIX PAPER CO GRAND FALLS ST CROIX 9 652 48 000 
P BANGOR HYDRO ELECTRIC CO MACHIAS MACHIAS 350 1 700 
P BANGOR HYDRO ELECTRIC CO ELLSWORTH UNION 8 900 32 500 
p| CENTRAL MAINE POWER CO EAST ORLAND TODDY 500 1 900 
mM] BANGOR CITY ELEC&R C DEPT BANGOR CITY PENOBSCOT 650 3 700 
P BANGOR HYDRO ELECTRIC CO VEAZIE PENOBSCOT 8 400 54 000 
P BANGOR HYDRO ELECTRIC CO ORONO STILLWATER 2 332 10 000 
p| BANGOR HYDRO ELECTRIC CO STILLWATER STILLWATER 1 950 7 500 U 
I PENOBSCOT CHEM FIBRE CO GREAT WORKS PENOBSCOT 5 554 31 000 A 
Pp BANGOR HYDRO ELECTRIC CO MILFORD PENOBSCOT 6 400 49 500 U 
p BANGOR HYDRO ELECTRIC CO HOWLAND PISCATAQUIS 1 875 11 000 U 
P CENTRAL MAINE POWER CO GREENVILLE WILSON STREAM 576 1 000 U 
Pp BANGOR HYDRO ELECTRIC CO STANFORD PENOBSCOT 3 800 29 000 U 
I GREAT NORTHERN PAPER CO WELDON PENOBSCOT 19 200 110 000 U 
Pp BANGOR HYDRO ELECTRIC CO MEDWAY w BR PENOBSCOT 3 440 31 000 U 
I GREAT NORTHERN PAPER CO DOLBY w BR PENOBSCOT 14 100 93 000 U 
I GREAT NORTHERN PAPER CO MILLINOCKET w BR PENOBSCOT 8 000 44 000 U 
I GREAT NORTHERN PAPER CO NORTH TWIN w BR PENOBSCOT 8 200 27 000 
I GREAT NORTHERN PAPER CO RIPOGENUS w 6R PENOBSCOT 24 300 100 000 
Me SEABRIGHT CORPORATION CAMDEN MEGUNT I COOK 240 400 
Pp CENTRAL MAINE POWER CO PELRAST GOOSE 425 600 
Pp CENTRAL MAINE POWER CO DAMARISCOTTA DAMARISCOTTA LAKE 400 1 500 
I WARREN S D CO COPSECOOK COBBOSSEE POND 300 900 
I HUDSON PULP PAPER CO AUGUSTA KENNEBEC 375 2 500 
I BATES MFG CO EDWARDS DIVISION KENNEBEC 35 5010 18 000 
Pp CENTRAL MAINE POWER UNION GAS MESSALONSKEE STR LP ES:O'0: 3 900 
Pp CENTRAL MAINE POWER AUTOMATIC MESSALONSKEE STR 800 zZ 300 
p CENTRAL MAINE POWER RICE RIPS MESSALONSKEE STR 1 600 4 300 
p| CENTRAL MAINE POWER OAKLAND MESSALONSKEE STR 2 800 8 000 
Pp CENTRAL MAINE POWER FORT HALIFAX SEBASTICOOK 1 500 6 400 
P| CENTRAL MAINE POWER BURNHAM SEBASTICOOK 1 050 3 000 
I MILSTAR MFG CORP WATERVILLE KENNEBEC 800 3 000 
I COTWOOL MFG CORP WATERVILLE KENNEBEC 4 800 35 000 
I SCOTT PAPER CO T AND A MILLS KENNEBEC 3 730 25 000 
Pp CENTRAL MAINE POWER SHAWMUT KENNEBEC 4 650 34 000 
Pp CENTRAL MAINE PR CO WESTON KENNEBEC E24 O00 80 600 
m| MADISON ELEC WORKS NORRIDGEWOCK SANDY 450 1 300 
I KENNEBEC R PULP AND ABENAKI KENNEBEC 3 650 10 000 U 
si KENNEBEC R PULP AND ANSON KENNEBEC 6 000 52 000 U 
P CENTRAL MAINE POWER WILLIAMS KENNEBEC 13 000 91 000 U 
Pp CENTRAL MAINE POWER WYMAN KENNEBEC 72 000 320 000 Us 
P CENTRAL MAINE POWER tHARRIS KENNEBEC 75000 184 000 0 
P CENTRAL MAINE POWER +tBRUNSWICK ANDROSCOGGIN lt 473 12 000 U 
Pp CENTRAL MAINE POWER +TOPSHAM ANDROSCOGGIN 900 7 000 U 
I PEJEPSCOT PAPER CO PEJEPSCOT ANDROSCOGGIN 1 500 7 500 U 
I WORUMBO MFG CO LISBON FALLS ANDROSCOGGIN 900 3° 300 U 
P CENTRAL MAINE POWER NORWAY PENNESSEEWASSEE 280 200 U 
I PEPPERELL MFG CO LEWISTON ANDROSCOGGIN 100 200 U 
I LIBBEY W S CO LEWISTON ANDROSCOGGIN 750 3 000 U 
I BATES MANUFACTURING LEWISTON DIVISION ANDROSCOGGIN 4 800 18 500 U 
I BATES MANUFACTURING HILL DIVISION ANDROSCOGGIN 2. V6O 9 500 U 
I BATES MANUFACTURING ANDROSCOGGIN ANDROSCOGGIN 2 We2 11 000 U 
M LEWISTON PUBLIC WORKS LEWISTON ANDROSCOGGIN 700 3 000 U 
Pp CENTRAL MAINE POWER TtOEER RIPS ANDROSCOGGIN 6 540 29 600 U 
Pp CENTRAL MAINE POWER tANDROSCOGGIN NO ANDROSCOGGIN 3 600 20 000 U 
Pp CENTRAL MAINE POWER tGULF ISLAND ANDROSCOGGIN 19 200 125 000 5 
I INTERNATIONAL PAPER LIVERMORE MILL ANDROSCOGGIN 4 540 22 000 U 


SEE FOOTNOTES AT END OF TABLE 
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TABLE 4 (Contd) - EXISTING By Geographic Divisions and States 


DIVISION AND STATE 


NAME OF OWNER 


MAINE (CONTINUED) 


INTERNATIONAL PAPER 
INTERNATIONAL PAPER 
RUMFORD FALLS POWER 
RUMFORD FALLS POWER 
WARREN § D CO 


WARREN S D CO 
WARREN S D CO 
WARREN S D CO 
CENTRAL MAINE POWER 
WARREN S D CO 


CENTRAL MAINE POWER 
CENTRAL MAINE POWER 
SACO REALTY CO 

CENTRAL MAINE POWER 
CENTRAL MAINE POWER 


CENTRAL MAINE POWER 
CENTRAL MAINE POWER 
CORNISH KEZAR FLS L 
CENTRAL MAINE POWER 
PUBLIC SERVICE CO OF N H 


CENTRAL MAINE POWER CO 
CENTRAL MAINE POWER CO 


NEW HAMPSHIRE 


BROWN COMPANY 

PUBLIC SERVICE CO OF 
BROWN COMPANY 

BROWN CO 

BROWN CO 


PUBLIC SERVICE ‘CO OF 
BROWN CO 
BROWN CO 


WHITE MOUNTAIN POWER CO 
WYANDOTTE WORSTED CO 


PUBLIC SERVICE CO OF N 
PUBLIC SERVICE CO OF N 
SPAULDING FIBER CO INC 
SPAULDING FIBRE CO INC 
MINE FALLS DEVELOPMENT 


HILLSBOROUGH MILLS 

PUBLIC SERVICE CO OF 
PUBLIC SERVICE CO OF 
PUBLIC SERVICE CO OF 
PUBLIC SERVICE CO OF 


DOLE SUNCOOK INC 

PUBLIC SERVICE CO OF 
CONCORD ELECTRIC CO 
HOAGUE SPRAGUE CO 

PUBLIC SERVICE CO OF NH 


MONADNACK MILLS INC 
SULLOWAY INDUSTRIES INC 
STEVENS J P AND CO INC 
PUBLIC SERVICE CO OF NH 
SCOTT AND WILLIAMS INC 


PUBLIC SERVICE CO OF N 
PUBLIC SERVICE CO OF N 
PUBLIC SERVICE CO OF N 
FRANCONIA PAPER CORP 

HINSDALE PAPER MFG CO 


TROY MPELS INC 

PUBLIC SERVICE CO OF N 
NEW ENGLAND POWER CO 
COY PAPER CO 

CLAREMONT PAPER CO INC 


CENTRAL VT PUB SERV CORP 
DORR WOOLEN CO 

NEw ENGLAND POWER CO 
CUMMINGS LEATHER CO INC 
NEW ENGLAND POWER CO 


SEE FOOTNOTES AT END OF TABLE. 


NAME OF PLANT 


OTIS MILL 

JAY 

RUMFORD FLS LWR 
RUMFORD FLS UPR 
SMELT HILL 


CUMBERLAND 
SACCARAPPA 
DUNDEE 

NORTH GORHAM 
EEL WEIR 


BRIDGTON 
CATARACT 

SACO DIVISION 
SKELTON 

TBAR MILLS 


WEST BUXTON 
BONNY EAGLE 
KEZAR FALLS 
HIRAM 

SWANS FALLS 


SOUTH BERWICK 
GREAT WORKS 


SHELBURNE 
GORHAM 
GORHAM 
CASCADE 
CROSS 


J BRODIE SMITH 
RIVERSIDE 
BERLIN 
GOODRICH FALLS 
ROCHESTER 


SALMON FALLS 
GREAT FALLS UPPER 
NORTH ROCHESTER 
MILTON N ROCHESTR 
NASHUA MILL 


WILTON 
KELLEYS FALLS 
GREGGS FALLS 
TAMOSKEAG 
THOOKSETT 


ALLENTOWN 
TGARVINS FALLS 
TSEWALLS FALLS 

WEST HOPKINTON 

JACKMAN 


BENNINGTON 
FRANKLIN 
FRANKLIN MILL 
LOCHMERE 
LAKEPORT 


EASTMAN FALLS 
BRISTOL NO 8 
AYERS ISLAND 
LINCOLN 
HINSDALE 


TROY 
MINNEWAWA 
TVERNON # 

WEST CLAREMONT 
CLAREMONT 


CLAREMONT 

NO 1 

GRANITE ST NO 4 
LEBANON 
TWILDER # 


ANDROSCOGGIN 
ANDROSCOGGIN 
ANDROSCOGGIN 
ANDROSCOGGIN 
PRESUMP SCOT 


PRESUMPSCOT 
PRESUMPSCOT 
PRESUMPSCOT 
PRESUMPSCOT 
PRESUMPSCOT 


WILLET 
SACO 
SACO 
SACO 
SACO 


SACO 
SACO 
OSSIPEE 
SACO 
SACO 


SALMON FALLS 
GREAT WORKS 


ANDROSCOGGIN 
ANDROSCOGGIN 
ANDROSCOGGIN 
ANDROSCOGGIN 
ANDROSCOGGIN 


ANDROSCOGGIN 
ANDROSCOGGIN 
ANDROSCOGGIN 
GLEN ELLIS 
COCHECO 


SALMON FALLS 
SALMON FALLS 
SALMON FALLS 
SALMON FALLS 
NASHUA 


SOUHEGAN 
PISCATAQUOG 
PISCATAQUOG 
MERRIMACK 
MERRIMACK 


SUNCOOK 
MERRIMACK 
MERRIMACK 
CONTOOCOOK 

N BR CONTOOKOOK 


CONTOOCOOK 
WINNEPESAUKEE 
WINNEPESAUKEE 
WINNEPE SAUKEE 
LAKE PAUGUS 


PEMIGEWASSET 
NEWFOUND 
PEMIGEWASSET 
PEMIGEWASSET 
ASHUELOT 


S BR ASHUELOT 
MINNEWAWA BROOK 
CONNECTICUT 
SUGAR 

SUGAR 


SUGAR 

SUGAR 
MASCOMA 
MASCOMA 
CONNECTICUT 
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INSTALLED 
CAPACITY 2/ 


KW 


AVERAGE 

ANNUAL 
GENERATION 
1,000 KWH 


USABLE 
POWER 

STORAGE 
11,000 AC-F 


Che Gress 


GROSS 
STATIC 
HEAD 

FT. 


whist aa ESS) rc! Oa) 


Kea nal Beh) 


M 
M 
p 
p 
p 


Bo KS anol TOL TOD: bet oe VHUVUUDU Wi UU o Urs UU so )n o}ie of WL) 50) WO) =9) 30) UV; 


ht 


NEW HAMPSHIRE 


DIVISION AND STATE 


NAME OF OWNER 


TABLE 4 (Contd) - EXISTING By Geographic Divisions and States 


(CONTINUED) 


WOODSVILLE PRECINCT OF 


PUBLIC SERVICE CO 
LITTLETON WTR AND 
NEW ENGLAND POWER 
NEw ENGLAND POWER 


NEw ENGLAND POWER 


OF 
| 
(ae) 
co 


ide) 


NH 
DEPT 


GROVETON PAPERS 


VERMONT 


GhpIZENSRUTTEe 
CITIZENS UTILIT 
CITIZENS UTILIT 
BARTON VILLAGE 
SWANTON VILLAGE 


STANDARD PACKAG 
ENOSBURG FALLS 
ENOSBURG FALLS 
WEYERHAEUSER CO 
ELRIZENSSUT DET 


CENTRAL VT PUB 
CENTRAL VT PUB 
CENTRAL VT PUB 
CENTRAL VT PUB 
MORRISVILLE VIL 


MORRISVILLE VIL 
HARDWICK VILLAG 
GREEN MOUNTAIN 
GREEN MOUNTAIN 
GREEN MOUNTAIN 


GREEN MOUNTAIN 
GREEN MOUNTAIN 
GREEN MOUNTAIN 
GREEN MOUNTAIN 
CENTRAL VT PUB 


VERMONT MARBLE 
VERMONT 
CENTRAL PUB 
CENTRAL 
CENTRAL 


CENTRAL 
CENTRAL 
VERMONT 
VERMONT 
CENTRAL VT PUB 


CENTRAL VT PUB 
CENTRAL VT PUB 
CENTRAL VT PUB 
NEW ENGLAND POW 
NEW ENGLAND POW 


NEW ENGLAND POW 
CENTRAL VT PUB 
NEW ENGLAND POW 
FELLOWS GEAR SH 
CENTRAL VT PUB 


CENTRAL VT PUB 
BETHEL MILLS IN 
NEW ENGLAND POW 
CENTRAL VT PUB 
GREEN MOUNTAIN 


CENTRAL VT PUB 
CENTRAL VT PUB 
CENTRAL VT PUB 
LYNDONVILLE VIL 
CENTRAL VT PUB 


LYNDONVILLE VIL 
GILMAN PAPER CO 
PUBLIC SERVICE 


CO 


IES CO 
BES (GO 
LES aGe) 
BEE CG DEPA 
OF 


ING CORP 
VILLAGE OF 
VILLAGE OF 


RESAEO 


SERV CORP 
SERV CORP 
SERV CORP 
SERV CORP 
LAGE OF 


LAGE OF 
EOOF 

POWER CORP 
POWER CORP 
POWER CORP 


POWER CORP 
POWER CORP 
POWER CORP 
POWER CORP 
SERV CORP 


ER CO 
ER CO 


ER CO 
SERV CORP 
ER CO 
APER 
SERV CORP 


SERV CORP 
C 

ER «co 

SERV CORP 
POWER CORP 


SERV 
SERV 
SERV 
LAGE 
SERV 


LAGE 


CO OF NH 


SEE FOOTNOTES AT END OF TABLE. 


NAME OF PLANT 


WOODSVILLE 

LISBON 

APTHORP 
tMCINDOES 
tCOMERFORD 


tS C MOORE 
NORTHUMBERLAND 


NEWPORT 11 
NEWPORT 1 2 & 3 
W CHARLESTON 
WEST CHARLESTON 
HIGHGATE FALLS 


SHELDON SPRINGS 
VILLAGE 

KENDALL 

NORTH TROY 

TROY 


PETERSON 

MILTON 

CLARKS FALLS 
FAIRFAX 

CADYS FALLS NO 1 


MORRISVILLE NO 2 
HARDWICK 

GORGE NO 18 
ESSEX NO 19 
TWATERBURY NO 22 


MIDDLESEX NO 2 
MONTPELIER NO 4 
MARSHFIELD NO 6 
VERGENNES NO 9 
WEYBRIDGE 


HUNTINGTON FALLS 
BELDENS 

LOWER MIDDLEBURY 
UPPER MIDDLEBURY 
EAST MIDDLEBURY 


SALISBURY 
SILVER LAKE 
PROCTOR 

CENTER RUTLAND 
PATCH 


GLEN 

PITTSFORD 

HYDEVILLE 
THARRIMAN 


tSEARSBURG 


|¢VERNON + 


WEST DUMMERSTON 
TBELLOWS FALLS 
SPRINGFIELD 
CAVENDISH 


TAFTSVILLE 
BETHEL 

tWILDER # 
BRADFORD 

WEST DANVILLE 15 


PASSUMP SIC 
GAGE 

ARNOLD FALLS 
GREAT FALLS 
PIERCE IMTS 


VAIL STATION 
GILMAN 
CANAAN 


AMMONOOSUC 
AMMONOOSUC 
AMMONOOSUC 
CONNECTICUT 
CONNECT [CUT 


CONNECT ICUT 
CONNECTICUT 


CLYDE 
CLYDE 
CLYDE 
CLYDE 
MISSISQUOI 


MISSISQUOI 
MISSISQUOI 
MISSISQUOI 
MISSISQUOI 
MISSISQUOI 


LAMOILLE 
LAMOILLE 
LAMCILLE 
LAMOILLE 


LAMOILLE 


LAMOILLE 
LAMOILLE 
WINOOSKI 
WINOOSKI 
WATERBURY 


WINOOSKI 
WINOOSKI 


MOLLYS BROOK 


OTTER CR 
OTTER 


OTTER 
OTTER 
OTTER 
OTTER 
OTTER 


EBNGESTER 
SILVER LAKE 
OTTER CR 
OTTER CR 
EAST CR 


EAST CR 
EAST CR 


CASTLETON CR 


DEERFIELD 
DEERFIELD 


CONNECTICUT 
WEST 
CONNECTICUT 
BLACK 

BLACK 


OT TAUQUECHEE 


WHITE 
CONNECTICUT 
WAITS 
JOES BROOK 


PASSUMPSIC 
PASSUMPSIC 
PASSUMPSIC 
PASSUMPSIC 
PASSUMPSIC 


PASSUMPSIC 


CONNECTICUT 
CONNECT ICUT 
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INSTALLED 


CAPACITY 2/ 


KW 


AVERAGE 

ANNUAL 
GENERATION 
1,000 KWH 


USABLE 
POWER 
STORAGE 
1,000 AC-F 


TABLE 4 (Contd) - EXISTING By Geographic Divisions and States 


DIVISION AND STATE 


NAME OF OWNER 


MASSACHUSETTS 


NEW ENGLAND POWER CO 
NEW ENGLAND POWER CO 
EVERETT MILL PROPERTIES 
ROWLAND INDUSTRIES INC 
ATLANTIC ENTERPRISES INC 


see DUD 


MERRIMAC PAPER CO INC 
OXFORD PAPER CO INC 
TALBOT MILLS 

MAYNARD INDUSTRIES 
METROPOLITAN DIST COMM 


<< 


FLETCHER CED 

BOOTT MILLS 

JACKSON PROPERTIES INC 
BOOTT MILLS 

BOOTT MILLS 


ae 


ST REGIS PAPER CO 
SAMSON CORDAGE WORKS 
METROPOLITAN DIST COMM 
METROPOLITAN DIST COMM 
CROCKER BURBANK AND CO 


we FEBHH 


WHITIN MACHINE WORKS 
O DONNELL J J WOOLENS 
AMERICAN OPTICAL CO 
RUSSELL HARRINGTON CO 
SOUTHWORTH PAPER CO 


eT 


STRATHMORE PAPER CO 
WESTERN MASS ELEC CO 
STRATHMORE PAPER CO 
WESTFIELD RIVER PAPER CO 
TEXON INC 


SHS Oe 


WESTERN MASS ELEC CO 
WESTERN MASS ELEC CO 
WESTERN MASS ELEC CO 
WESTERN MASS ELEC CO 
METROPOLITAN DIST COMM 


= UU 


WARE INDUSTRIES INC 

BARRE WOOL COMBING CO LTD 
HOLYOKE WATER POWER CO 
STANDARD PACKAGING CORP 
LIVINGSTON WORSTED MILLS 


Se Ue 


HOLYOKE WATER POWER CO 
AMERICAN WRITING PAP CORP 
HOLYOKE WATER POWER CO 
PARSONS PAPER CO 

HOLYOKE GAS AND EL DEPT 


HOLYOKE GAS AND EL DEPT 
HOLYOKE GAS AND EL DEPT 
STANDARD PACKAGING CORP 
SKINNER WM AND SONS CO 
PRENTISS GEO W AND CO 


Hee EE =Z4UVUH VU 


HOLYOKE WATER POWER CO 
HAMPTON, MILLS INC 
NEW ENGLAND POWER 
WESTERN MASS ELEC 
NEW ENGLAND POWER 


VV UH U 


NEW ENGLAND POWER 
KENDALL CO 

NEW ENGLAND POWER 
NEW ENGLAND POWER 
WESTERN MASS ELEC 


vUvuUU0UHVU 


WESTERN MASS ELEC 
ESLEECK MANUFACTURING CO 
STRATHMORE PAPER CO 
MILLERS FALLS PAPER CO 
STARRETT L S CO 


HHHH DO 


RISING PAPER CO 
HURLBUT PAPER CO 

LAKE MAY POWER CO 
SCHWEITZER PETER J INC 


a 


SEE FOOTNOTES AT END OF TABLE. 


NAME OF PLANT 


AMESBURY NO 5 
LAKE GARDNER 
EVERETT MILLS 
CANAL STREET 
CANAL STREET 


MERRIMAC 
LAWRENCE 
NORTH BILLERICA 
ASSABET 
SUDBURY 


SOUTH ACTON 
LOWELL 
LOWELL 
LOWELL 
LOWELL 


PEPPERELL 
SHIRLEY 
WACHUSETT 
OAKDALE 
FITCHBURG 


WHITINSVILLE 
FARNUMSVILLE 
SOUTHBRIDGE 
SOUTHBR IDGE 

WEST SPRINGFIELD 


WEST SPRINGFIELD 
COBBLE MOUNTAIN 
wORONOCO 

RUSSELL 

RUSSELL 


DWIGHT 

INDIAN ORCHARD 
LUDLOW 

RED BRIDGE 
WINSOR 


WARE 

SOUTH BARRE 
THADLEY FALLS 

HOLYOKE 

HOLYOKE 


TRIVERSIDE STATION | 


HOLYOKE MILLS 


TBEEBEE HOLBROOK 


HOLYOKE 
PROJECT NO 1 


PROJECT NO 2 
PROJECT NO 3 
HOLYOKE 
HOLYOKE 
HOLYOKE 


| TBOATLOCK STATION 


EASTHAMPTON 


|tDEERFIELD NO 2 


GARDNER FALLS 
TDEERFIELD NO 3 


| tDEERFIELD NO 4 
1} GRISWOLDVILLE 
+DEERFIELD NO 5 
+ SHERMAN 
+t CABOT 


TTURNERS FALLS 
TURNERS FALLS 
TURNERS FALLS 
MILLERS FALLS 
ATHOL 


HOUSATONIC 
SOUTH LEE 
LAKE MAY 
EEE 


POWOW 
POWOW 
MERRIMACK 
MERRIMACK 
MERRIMACK 


MERRIMACK 
MERRIMACK 
CONCORD 
ASSABET 
SUDBURY 


FORT POND BR 

MERRIMACK CANAL 
MERRIMACK CANAL 
MERRIMACK CANAL 
MERRIMAC CANAL 


NASHUA 

SHIRLEY RESERVOI 
S BR NASHUA 
QUABBIN AQUEDUCT 
NORTH NASHUA 


MUMFORD 
BLACKSTONE 
QUINEBAUG 
QUINEBAUG 
WESTFIELD 


WESTFIELD 
WESTFIELD LITTLE 
WESTFIELD 
WESTFIELD 
WESTFIELD 


CHICOPEE 
CHICOPEE 
CHICOPEE 
CHICOPEE 
SWIFT 


WARE 
WARE 
CONNECT ICUT 
CONNECTICUT 
CONNECTICUT 


CONNECTICUT 
CONNECTICUT 
CONNECT ICUT 
CONNECTICUT 
CONNECTICUT 


CONNECT ICUT 
CONNECTICUT 
CONNECTICUT 
CONNECTICUT 
CONNECT ICUT 


CONNECT ICUT 
MANHAN 
DEERFIELD 
DEERFIELD 
DEERFIELD 


DEERFIELD 
NORTH 
DEERFIELD 
DEERFIELD 
CONNECTICUT 


CONNECTICUT 
CONNECT ICUT 
CONNECTICUT 
MILLERS 
MILLERS 


HOUSATONIC 
HOUSATONIC 
GOOSE CR 

HOUSATONIC 


SS 


INSTALLED 
CAPACITY 2/ 


KW 


AVERAGE 

ANNUAL 
GENERATION 
1,000 KWH 


USABLE 

POWER 
STORAGE 
000 AC-F 


Ce eee (SNe aires 


Zz 
Se eee 


TABLE 4 (Contd) - EXISTING By Geographic Divisions and States 


DIVISION AND STATE 


NAME OF OWNER 


RHODE ISLAND 


VALLEY LACE CO 
PROVIDENCE CITY OF 
BLACKSTONE VAL G AND 
BLACKSTONE VAL G AND 


ja 0) 
E co 


COLUMBIA NARROW FABRIC CO 


CONNECTICUT 


BOZRAH LIGHT AND POWER CO 


NORWICH CITY OF 


CONN LIGHT AND PWR CO THE 
BRUNSWICK WORSTED MILL 
DANIELSON FINISHING CO 


PRYM WILLIAM INC 
NEW ENGLAND CHEMICAL 


co 


CONN LIGHT AND PWR CO THE 
NORWICH CITY OF 
CONN LIGHT AND PWR CO THE 


AMERICAN THREAD CO 
JOHNSON CYRIL WOOLEN 
STANLEY WORKS 


co 


FARMINGTON RIVER POWER CO 


COLLINS CO 


CONN LIGHT AND PWR CO THE 
DEXTER C H AND SONS INC 


AMERICAN BRASS CO 


THE UNITED ILLUMINATING 
CONN LIGHT AND PWR CO THE 


CONN LIGHT AND PWR CO THE 
CONN LIGHT AND PWR CO THE 
CONN LIGHT AND PWR CO THE 
CONN LIGHT AND PWR CO THE 
HARTFORD ELEC LT CO THE 


NEW ENGLAND TOTAL 


MIDDLE ATLANTIC 


NEW YORK 


GORDON H BIGELOW CO 
NEW YORK ST EL AND G 


vv0U0e VU 


ROGERS J AND J CO 
LAKE PLACID VILLAGE 
IMPERIAL PAPER CO 


eee 


NEW YORK AND G 
NEW YORK AND G 
NEW YORK AND G 
NEW YORK AND G 
PAUL SMITHS L AND 


vuvUNU 


PAUL SMITHS L AND 
NEW YORK ST AND G 


CENTRAL VT PUB SERV CORP 
INTERNATIONAL PAPER CO 
NIAGARA MOHAWK PWR CORP 


CORP 


OF 


VANITY FAIR PAPER MILLS 
VANITY FAIR PAPER MILLS 


CORP 
CORP 
CORP 
CORP 
PaGo 


P co 
CORP 


vvd,.v0 v OU UU UO 


— 00 U0 


NIAGARA MOHAWK 
NIAGARA MOHAWK 
NIAGARA MOHAWK 


PAUL SMITHS EL 
NIAGARA MOHAWK 
NIAGARA MOHAWK 
NIAGARA MOHAWK 
NIAGARA MOHAWK 


NIAGARA MOHAWK 
NIAGARA MOHAWK 
NIAGARA MOHAWK 


PwR CORP 
PwR CORP 
PWR CORP 


LAND P CO 
PWR CORP 
PWR CORP 
PWR CORP 
PWR CORP 


PwR CORP 
PWR CORP 
PWR CORP 


NEKOOSA EDWARDS PAPER CO 
NEKOOSA EDWARDS PAPER CO 


SEE FOOTNOTES AT END OF TABLE. 


NAME OF PLANT 


HOPE MILL 
GAINER DAM 
PAWTUCKET NO 2 
WOONSOCKET NO 1 
RICHMOND 


GILMAN 
SECOND STREET 
TUNNEL 
MOOSUP 
DANIELSON NO 2 


DAYVILLE 
PUTNAM 
PARTVILEE 
OCCUM 
SCOTLAND DAM 


WILLIMANTIC 
STAFFORD SPRINGS 
NEW BRITAIN 
RAINBOW 
COLLINSVILLE 


ROBERTSVILLE 
WINDSOR LOCKS 
ANSONIA 

DERBY 
STEVENSON 


SHEPAUG 

BANTAM 

ROCKY RIVER 3/ 
BULLS BRIDGE 
FALLS VILLAGE 


CARVERS FALLS 
TICONDEROGA NO 38 
PORT HENRY 
WADHAMS NO 1 
RAINBOW FALLS 


AU SABLE FORKS 
LAKE PLACID 
PLATTSBURG 
PLANT NO 1 
PLANT NO 2 


KENTS FALLS 
MILL C 
CADYVILLE 
HIGH FALLS 
UNION FALLS 


FRANKLIN FALLS 
CHATEAUGAY 
MACOMB 

CHASM 
HOGANSBURG 


KEESES MILL 

ALLENS FALLS 
PARISHVILLE 

RAYMONDVILLE 
NORFOLK 


EAST NORFOLK 
YALEVILLE 
NORWOOD 
UNIONVILLE 
HEWITTVILLE 


N BR PAWTUXET 
N BR PAWTUXET 
BLACKSTONE 
BLACKSTONE 
PAWCATUCK 


YANTIC 
SHETUCKET 
QUINEBAUG 
MOOSUP 
FIVE MILE 


FIVE MILE 
QUINEBAUG 
SHETUCKET 
SHETUCKET 
SHETUCKET 


WILLIMANTIC 
FURNACE 

BASS BROOK 
FARMINGTON 
FARMINGTON 


MAD 


. CONNECTICUT 


NAUGATUCK 
HOUSATONIC 
HOUSATONIC 


HOUSATONIC 
BANTAM 
ROCKY 
HOUSATONIC 
HOUSATONIC 


POULTNEY 
TICONDEROGA 
MILL BROOK 
BOUQUET 
AUSABLE 


W BR AUSABLE 
CHUBB 
SARANAC 
SARANAC 
SARANAC 


SARANAC 
SARANAC 
SARANAC 
SARANAC 
SARANAC 


SARANAC 
CHATEAUGAY 
SALMON 
SALMON 
STCREGES 


ST REGIS 
W BR ST REGIS 
w BR ST REGIS 
RAQUETTE 
RAQUETTE 


RAQUETTE 

AQUETTE 
ee 
RAQUETTE 
RAQUETTE 


36 


INSTALLED 
CAPACITY 2/ 


KW 


AVERAGE 

ANNUAL 
GENERATION 

1,000 KWH 
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TABLE 4 (Contd) - EXISTING By Geographic Divisions and States 


DIVISION AND STATE 


NAME OF OWNER 


NEW YORK (CONTINUED) 


POTSDAM MUN ELECTRI 
NIAGARA MOHAWK PWR 
NIAGARA MOHAWK PWR 
NIAGARA MOHAWK PWR 
NIAGARA MOHAWK PWR 


NIAGARA MOHAWK PWR 
NIAGARA MOHAWK PWR 
NIAGARA MOHAWK PWR 
NIAGARA MOHAWK PWR 
NIAGARA MOHAWK PWR 


PAUL SMITHS EL L AN 
DEXTER HYDRO ELEC C 
PWR AUTH STATE OF N 
NIAGARA MOHAWK PWR 
NIAGARA MOHAWK PWR 


THERESA MUNICIPAL L 
PHILADELPHIA MUN EL 
NIAGARA MOHAWK PWR 
GROVETON PAPERS CO 
GOUVERNEUR VILLAGE 


INTERNATIONAL TALC 
INTERNATIONAL TALC 
HAMPSHIRE PAPER CO 
NIAGARA MOHAWK PWR 
NIAGARA MOHAWK PWR 


NIAGARA MOHAWK PWR 
NIAGARA MOHAWK PWR 
NEWTON FALLS PAPER 
DEXTER HYDRO ELEC C 
BEEBEE ISLAND NIAG 


NIAGARA MOKRAWK PWR 
NIAGARA MOHAWK PWR 
WATERTOWN MUN ELEC 
NIAGARA MOHAWK PWR 
NIAGARA MOHAWK PWR 


NIAGARA MOHAWK PWR 
NIAGARA MOHAWK PWR 
CROWN ZELLERBACH CO 
ST REGIS PAPER CO 
CARTHAGE PAPER MAKE 


LEwIS J P COMPANY 
BEAVER RIVER PWR CO 
NIAGARA MOHAWK PWR 
NIAGARA MOHAWK PWR 
NIAGARA MOHAWK PWR 


NIAGARA MOHAWK PWR 
NIAGARA MOHAWK PWR 
NIAGARA MOHAWK PWR 
NIAGARA MOHAWK PWR 
GOULD PAPER CO 


GATALDO ELECTRIC SE 
CATALDO ELECTRIC SE 
NIAGARA MOHAWK PWR 
NIAGARA MOHAWK PWR 
NIAGARA MOHAWK PWR 


NIAGARA MOHAWK PWR 
NIAGARA MOHAWK PWR 
NIAGARA MOHAWK PWR 
NIAGARA MOHAWK PWR 
NIAGARA MOHAWK PWR 


SEALRIGHT OSWEGO CO 
NIAGARA MOHAWK PWR 

DUNN AND MCCARTHY I 
DUNN AND MCCARTHY I 
SHOE FORM CO INC 


DUNN AND MCCARTHY I 
CORNELL UNIVERSITY 
NEW YORK ST EL AND 
NEW YORK ST EL AND 
NEW YORK ST EL AND 


@ PET, 
CORP 
CORP 
CORP 
CORP 


CORP 
CORP 
CORP 
CORP 
CORP 


DFIPS GeO 
ORP 

Y 
CORP 
CORP 


T COMM 
SYST 
CORP 


OF 


co INC 
co INC 
INC 
CORP 
CORP 


CORP 
CORP 
MILE 
ORP 
MOHAWK 


CORP 
CORP 
DEPT 
CORP 
CORP 


CORP 
CORP 
RP 


RS INC 


CORP 
CORP 
CORP 


CORP 
CORP 
CORP 
CORP 


RVICE 
RVICE 
CORP 
CORP 
CORP 


CORP 
CORP 
CORP 
CORP 
CORP 


RP 
CORP 
NC 
NC 


NC 
G CORP 


G CORP 
G CORP 


SEE FOOTNOTES AT END OF TABLE. 


NAME OF PLANT 


POTSDAM 
SUGAR ISLAND 
HANNAWA 
COLTON 
HIGLEY 


TSOUTH COLTON 
tFIVE FALLS 
TRAINBOW FALLS 
TBLAKE FALLS 
TSTARK 


PIERCEFIELD 
PYRITES 
TROBERT MOSES 
EEL WEIR 
THERESA 


THERESA 
PHILADELPHIA 
HEUVELTON 
NATURAL DAM 
GOUVERNEUR 


HAILESBORO NO 4 
FOWLER NO 7 
EMERYVILLE 
OSWEGATCHIE 
SO EDWARDS NO 2 


FLAT ROCK 
BROWNS FALLS 
NEWTON FALLS 
DEXTER 

BEEBEE ISLAND 


SEWALLS ISLAND 
DIAMOND ISLAND 
WATERTOWN 
BLACK RIVER 
KAMARGO 


DEFERIET 
HERRINGS 
CARTHAGE 
CARTHAGE 
CARTHAGE 


BEAVER FALLS 
HIGH FALLS 
SELFORT 
TAYLORVILLE 
ELMER FALLS 


EFFLEY FALLS 
SOFT MAPLE 
EAGLE FALLS 
MOSHIER FALLS 
MILL NO 3 


R J BAILEY 
DENLEY 
LIGHTHOUSE HILL 
BENNETTS BRIDGE 
VARICK 


HIGH DAM NO 6 
MINETTO 
GRANBY 
RIVERSIDE 
FULTON 


OSWEGO FALLS 
BALDWINSVILLE 
WOOLEN MILL 
AUBURN 

AUBURN 


SHANK PLANT 
NUMBER 1 
SENECA FALLS 
WATERLOO 
KEUKA 


RAQUETTE 
RAQUETTE 
RAQUETTE 
RAQUETTE 
RAQUETTE 


RAQUETTE 
RAQUETTE 
RAQUETTE 
RAQUETTE 
RAQUETTE 


RAQUETTE 
GRASS 

ST LAWRENCE 
OSWEGATCHIE 
INDIAN 


INDIAN 
INDIAN 
COSWEGATCHIE 
OSWEGATCHIE 
OSWEGATCHIE 


OSWEGATCHIE 

OSWEGATCHIE 

OSWEGATCHIE 
BR OSWEGATCHIE 
OSWEGATCHIE 


OSWEGATCHIE 
OSWEGATCHIE 
OSWEGATCHIE 


BEAVER 
BEAVER 
BEAVER 
BEAVER 
BEAVER 


BEAVER 
BEAVER 
BEAVER 
BEAVER 
MOOSE 


BLACK 
BLACK 
SALMON 
SALMON 
OSWEGO 


OSWEGO 
OSWEGO 
OSWEGO 
OSWEGO 
OSWEGO 


OSWEGO 
SENECA 
OWASCO 
OWASCO 
OWASCO 


OWASCO 

FALL CR 
SENECA 
SENECA CANAL 
KEUKA LAKE 


oY 


INSTALLED 
CAPACITY 2/ 


KW 


AVERAGE 

ANNUAL 
GENERATION 
1,000 KWH 


TABLE 4 (Contd) - EXISTING By Geographic Divisions and States 


AVERAGE USABLE 

ANNUAL POWER 
GENERATION STORAGE 
KW 1,000 KWH ,000 AC-F 


INSTALLED 


DIVISION AND STATE CAPACITY 2/ 


NAME OF PLANT 
NAME OF OWNER 


NEW YORK (CONTINUED) 


ROCHESTER GAS AND EL CORP 
ROCHESTER GAS AND EL CORP 
ROCHESTER GAS AND EL CORP 
ROCHESTER GAS AND EL CORP 
ROCHESTER GAS AND EL CORP 


ROCHESTER NO 5 
ROCHESTER NO 2 
ROCHESTER NO 26 
MT MORRIS NO 160 
WISCOY NO 170 


GENESEE 
GENESEE 
GENESEE 
GENESEE 
WISCOY CR 


O00 O50 


ROCHESTER GAS AND EL CORP MILES NO 172 WISCOY CR 
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SEE FOOTNOTES AT END OF TABLE. 


NIAGARA MOHAWK 
NIAGARA MOHAWK 
NIAGARA MOHAWK 
PWR AUTH STATE 


NIAGARA MOHAWK 


PWR CORP 
PWR CORP 
PWR CORP 
OF NY 


PWR CORP 


SPRINGVILLE VILAGE OF 
GROVEVILLE CORP 

BRAENDLY DYE WORKS INC 
B N AND A REALTY CORP 


CENT HUDSON G AND EL CORP 
CENT HUDSON G AND EL CORP 
NEw YORK ST EL AND G CORP 
ORANGE AND ROCKLAND UTIL 
CENT HUDSON G AND EL CORP 


CENT HUDSON G AND EL CORP 
MARTIN CANTINE CO 

NIAGARA MOHAWK PWR CORP 
FORD MOTOR COMPANY 
NIAGARA MOHAWK PWR CORP 


NIAGARA MOHAWK PWR CORP 
NEW YORK ST DEPT PUB WKS 
NEW YORK ST DEPT PUB WKS 
NIAGARA MOHAWK PWR CORP 
NIAGARA MOHAWK PWR CORP 


NIAGARA MOHAWK PWR CORP 
GREEN DANIEL CO 

FROST WHITE PAPER MILLS 
BURROWS PAPER CORP 
STANDARD FURNITURE CO 


NIAGARA MOHAWK PWR CORP 
NIAGARA MOHAWK PWR CORP 
CASCADE FINISHING CO 
NIAGARA MOHAWK PWR CORP 
WEST VA PULP AND PAPER CO 


NIAGARA MOHAWK PWR CORP 
NIAGARA MOHAWK PWR CORP 
CENTRAL VT PUB SERV CORP 
NIAGARA MOHAWK PWR CORP 
NIAGARA MOHAWK PWR CORP 


NIAGARA MOHAWK PWR CORP 
STEVENS THOMPSON PAPER CO 
UNITED BOARD CARTON CORP 
NIAGARA MOHAWK PWR CORP 
NIAGARA MOHAWK PWR CORP 


NIAGARA MOHAWK PWR CORP 
NIAGARA MOHAWK PWR CORP 
FINCH PRUYN AND CO 
MOREAU MANUFACTURING CORP 
NIAGARA MOHAWK PWR CORP 


NIAGARA MOHAWK PWR CORP : 
INTERNATIONAL PAPER CO 
INTERNATIONAL PAPER CO 
NIAGARA MOHAWK PWR CORP 
NIAGARA MOHAWK PWR CORP 


INDIAN LAKE PWR AND LT CO 
ORANGE AND ROCKLAND UTIL 
ORANGE AND ROCKLAND UTIL 
ORANGE AND ROCKLAND UTIL 
ORANGE AND ROCKLAND UTIL 


ELMORE MILLING CO INC 
NEW YORK ST EL AND G CORP 


WATERPORT 
GLENWOOD 
OAK ORCHARD 


TtNIAGARA 


HYDRAULIC RACE 
CATTARAUGUS 
BEACON 

BEACON 


WAPPINGERS FALLS 


STURGEON POOL 
DASHVILLE 
WALDEN 
GRAHAMSVILLE 
HIGH FALLS 


NEVERSINK 
SAUGERTIES 
STUYVESANT 
TGREEN ISLAND 
CHAMPLAIN 


SCHOOL ST COHOES 


CRESCENT 
VISSCHER FERRY 
EPHRATAH 


BEARDSLEE FALLS 


INGHAMS MILLS 
DOLGEVILLE 
SALISBURY 
LITTLE FALLS 
HERKIMER 


TRENTON FALLS 
PROSPECT 
ORISKANY FALLS 
MECHANICVILLE 
MECHANICVILLE 


SCHAGHT ICOKE 
JOHNSONVILLE 
HOOSIC FALLS 
SCHUYLERVILLE 
VICTORY MILLS 


MIDDLE FALLS 
GREENWICH 
THOMSON 

FORT EDWARD 
BAKERS FALLS 


MOREAU 


SOUTH GLEN FALLS 


GLENS FALLS 
FEEDER DAM 
SHERMAN ISLAND 


SPIER FALLS 
PALMER 
CURTIS 


TSTEWARTS BRIDGE 


E J WEST 


CEDAR RIVER 
RIO 
MONGAUP FALLS 


SWINGING BRIDGE 2 
SWINGING BRIDGE 1 


ONEONTA 
COLLIERS 


OAK ORCHARD CR 


OAK ORCHARD CR 
BARGE CANAL 
NIAGARA 


BARGE CANAL 
CATTARAUGUS CR 
FISH KiiBiEicR 
ISH KIELIER 
WAPPINGER CR 


WALLKILL 
WALLKILL 
WALLKILL 
RONDOUT CR 
RONDOUT CR 


NEVERSINK DIV 
ESOPUS CR 
KINDERHOOK CR 
HUDSON 

MOHAWK 


~ MOHAWK 


MOHAWK 
MOHAWK 
CAROGA CR 

E CANADA CR 


E CANADA CR 
— CANADA CR 
SPRUCE CR 
MOHAWK 

W CANADA 


W CANADA 
Ww CANADA 
ORISKANY 
HUDSON 
HUDSON 


HOOSIC 
HOOSIC 
HOOSIC 
FISH CR 
FISH CR 


BATTENKILL 
BATTENKILL 
HUDSON 
UDSON 
UDSON 


UDSON 
UDSON 
UDSON 
UDSON 
UDSON 


UDSON 
HUDSON 
HUDSON 
SACANDAGA 
SACANDAGA 


CEDAR 

MONGAUP 
MONGAUP 
MONGAUP 
MONGAUP 


SUSQUEHANNA 
SUSQUEHANNA 
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TABLE 4 (Contd) - EXISTING By Geographic Divisions and States 


DIVISION AND STATE 


NAME OF OWNER 


NEW JERSEY 


PUBLIC SERVICE EL AND GAS 
PASSAIC VALLEY WATER COMM 
HARSCO CORP 

MILLVILLE MFG CO 

RIEGEL PAPER CORP 


RIEGEL PAPER CORP 
RIEGEL PAPER CORP 


PENNSYLVANIA 


PENNSYLVANIA P AND LT CO 
PENNSYLVANIA P AND LT CO 
SAFE HARBOR WTR PWR CORP 
INTERNATIONAL PAPER CO 
METROPOLITAN EDISON CO 


PENNSYLVANIA ELEC CO 
PENNSYLVANIA ELEC CO 
LEWIS T C COMPANY 

PENNSYLVANIA ELEC CO 
REPUBLIC STEEL CORP 


PENNSYLVANIA ELEC CO 


MIDDLE ATLANTIC TOTAL 


EAST NORTH CENTRAL 


OHIO 


VAUGHN MACHINE CO 
BENDIX CORP THE 
SORG PAPER CO 

ST REGIS PAPER CO 


INDIANA 


FORT WAYNE LT AND PWR 
FORT WAYNE LT AND PWR 
INDIANA AND MICH ELEC 
INDIANA AND MICH ELEC 
NORTHERN IND PUB SERV 


NORTHERN IND PUB SERV 
RINKEL H G & SONS 

NORTHERN IND PUB SERV 
NORTHERN IND PUB SERV 


ILLINOIS 


NO COUNTIES HYDRO ELEC CO 
ILLINOIS POWER CO 
SANITARY DIST OF CHICAGO 
SEARS WATER POWER CO 
COMMONWEALTH EDISON CO 


COMMONWEALTH EDISON CO 
CENTRAL ILLINOIS E G CO 
SOUTH BELOIT W G ANDE CO 
MOLINE WTR PWR CO 

CORPS OF ENGINEERS 


MICHIGAN 


HAYDEN FUEL AND SUPPLY CO 
FORD MOTOR CO 

PENINSULAR PAPER CO 

Sm LOUUS CITY, OF 

HARRIS MILLING CO 


WOLVERINE POWER 
WOLVERINE POWER 
WOLVERINE POWER 
WOLVERINE POWER 
CONSUMERS POWER 


SEE FOOTNOTES AT END OF TABLE. 


NAME OF PLANT 


SoUM 

CPT TEE PALES 
HIGH BRIDGE 
MILLVILLE 
RIEGELSVILLE 


HUGHESVILLE 
WARREN MILL 


tWALLENPAUPACK 
tHOLTWOOD 
TSAFE HARBOR 
TYORK HAVEN 
TYORK HAVEN 


RAYSTOWN 
WARRIOR RIDGE 
HILLSGROVE 

+OAKLAND 
BEAVER FALLS 


tPINEY 


CUYAHOGA FALLS 


HAMILTON 
MIDDLETOWN 
FRANKLIN 


MAUMEE DAM 
ST JOE DAM 
TWIN BRANCH 
ELKHART 
BAINTERTOWN 


BENTON 


GREENFIELD MILLS 


OAKDALE 
NORWAY 


tDAYTON 
MARSEILLES 
LOCKPORT 
SEARS 
STERLING 


DIXON 
FORDAM 
ROCKTON 
MOLINE 

ROCK ISLAND 


TECUMSEH 
YPSILANTI 
YPSILANTI 
ST LOUIS 
MT PLEASANT 


SANFORD 
EDENVILLE 
SMALLWOOD 
SECORDS 
FOOTE 


PASSAIC 
PASSAIC 
S BR RARITAN 
MAURICE 
MUSCONETCONG 


MUSCONETCONG 
MUSCONETCONG 


LACKAWAXEN 

SUSQUEHANNA 
SUSQUEHANNA 
SUSQUEHANNA 
SUSQUEHANNA 


RAYSTOWN BR 
JUNIATA 
LOYALSOCK 
SUSQUEHANNA 
BEAVER 


CLARION 


CUYAHOGA 
MIAMI 
MIAMI 
MIAMI 


MAUMEE 
Si JOE 
ST JOSEPH 
ST JOSEPH 
ELKHART 


ELKHART 
FAWN 
TIPPECANOE 
TIPPECANOE 


FOX 
ILLINOIS 
DES PLAINES 
ROCK 

ROCK 


ROCK 
ROCK 
ROCK 
MISSISSIPPI 
MISSISSIPPI 


RAISIN 
HURON 
HURON 
PINE 
CHIPPEWA 


TITTABAWASSEE 
TITTABAWASSEE 
TITTABAWASSEE 
TITTABAWASSEE 
AU SABLE 
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INSTALLED 
CAPACITY 2/ 


KW 


AVERAGE 

ANNUAL 
GENERATION 
1,000 KWH 


USABLE 
POWER 
STORAGE 
1,000 AC-F 


GROSS 
STATIC 
HEAD 

FT. 


f 
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SEE FOOTNOTES AT END OF TABLE. 


TABLE 4 (Contd) - EXISTING By Geographic Divisions and States 


DIVISION AND STATE 


NAME OF OWNER 


MICHIGAN (CONTINUED3) 


CONSUMERS POWER 
CONSUMERS POWER 
CONSUMERS POWER 
CONSUMERS POWER 
CONSUMERS POWER 


ALPENA POWER CO 
ALPENA POWER CO 
ALPENA POWER CO 
ALPENA POWER CO 
CONSUMERS POWER CO 


CONSUMERS POWER CO 
NORTHERN MICHIGAN EL COOP 
NORTHERN MICHIGAN EL COOP 
DISON SAULT ELECTRIC CO 
CORPS OF ENGINEERS 


CONSUMERS POWER 
CHARLEVOIX CITY 
CONSUMERS POWER 
CONSUMERS POWER 
TRAVERSE CITY L 


TRAVERSE CITY L 
CONSUMERS POWER 
CONSUMERS POWER 
HART HYDRO ELEC 
CONSUMERS POWER 


CONSUMERS POWER 
CONSUMERS POWER 
CONSUMERS POWER 
CONSUMERS POWER 
CENTRAL PLANT CO 


CONSUMERS POWER CO 
CONSUMERS POWER CO 
CONSUMERS POWER CO 
MIDSTATE SERVICE CO 
MIDSTATE SERVICE CO 


LOWELL VILLAGE OF 
CONSUMERS POWER CO 
CONSUMERS POWER CO 
PORTLAND ELECTRIC DEPT 
LANSING WTR AND LT COMM 


LANSING WTR AND LT COMM 
MILLER DAIRY FARM 
ALLEGAN CITY OF 
CONSUMERS POWER 
CONSUMERS POWER 


CONSUMERS POWER 
CONSUMERS POWER CO 
HAMILTON PAPER CO MICH 
MARSHALL CITY OF 
HAMMERMILL PAPER CO 


PAW PAW VILLAGE OF 
INDIANA AND MICH ELEC CO 
INDIANA AND MICH ELEC CO 
NILES CITY OF 

FRENCH PAPER CO 


MICHIGAN GAS AND EL CO 
MICHIGAN GAS 
MICHIGAN GAS 
STURGIS CITY 
UNION CITY VILLAGE OF 


SCOTT PAPER CO 

WISCONSIN PUB SERV CORP 
WISCONSIN MICHIGAN PWR CO 
WISCONSIN MICHIGAN PWR 
NORWAY CITY OF 


WISCONSIN MICHIGAN 
WISCONSIN MICHIGAN 
WISCONSIN MICHIGAN 
WISCONSIN MICHIGAN 
WISCONSIN MICHIGAN 


NAME OF PLANT 


COOKE 

FIVE CHANNELS 
LOUD 

ALCONA 

MIO 


NINTH STREET 
FOUR MILE D 
NORWAY PT 
HILLMAN 
CHEBOYGAN 


ALVERNO 

KLEBER 

TOWER HYDRO 
CARBIDE 

ST MARYS FALLS 


ELK RAPIDS 
BELLAIRE 
SABIN 
BOARDMAN NO 3 
KEYSTONE 


BROWN BRIDGE 
CW TIPPY 
HODENPYL 
HART 

NEWAYGO 


CROTON 

HARDY 

ROGERS 

BIG RAPIDS 

BIG RAPIDS CENTRL 


ADA 

CASCADE 
LABARGE 
MIDDLEVILLE 
IRVING 


LOWELL 

LOWELL 

WEBBER 
PORTLAND 
NORTH LANSING 


MOORES PARK 
EATON RAPIDS 
TALLEGAN CITY 
ALLEGAN 
TROWBRICGE 


OTSEGO 
PLAINWELL NO 1 
PLAINWELL 
MARSHALL 
WATERVLIET 


PAW PAW 

BERRIEN SPRINGS 
BUCHANAN 

NILES 

NILES 


TMOTTVILLE 
CONSTANTINE 
PORTAGE 
STURGIS 
RIREY 


MENOMINEE 
GRAND RAPIDS 
WHITE RAPIDS 
CHALK HILL 
STURGEON FALLS 


STURGEON RIVER 
TBIG QUINNESEC 
TQUINNESEC FALLS 
TKINGSFORD 
tTWIN FALLS 


SABLE 
SABLE 
SABLE 
SABLE 
SABLE 


THUNDER BAY 
THUNDER BAY 
THUNDER BAY 
THUNDER BAY 
CHEBOYGAN 


BLACK 
BLACK 
BLACK 
ST MARYS 
ST MARYS 


ELK 
CEDAR 
BOARDMAN 
BOARDMAN 
BOARDMAN 


BOARDMAN 
MANISTEE 
MANISTEE 
PENTWATER 
MUSKEGON 


MUSKEGON 
MUSKEGON 
MUSKEGON 
MUSKEGON 
MUSKEGON 


THORNAPPLE 
THORNAPPLE 
THORNAPPLE 
THORNAPPLE 
THORNAPPLE 


FLAT 
FLAT 
GRAND 
GRAND 
GRAND 


GRAND 

SPRING CR 
KALAMAZOO 
KALAMAZOO 
KALAMAZOO 


KALAMAZOO 
KALAMAZOO 
KALAMAZOO 
KALAMAZOO 
PAW PAW 


W BR PAW PAW 
ST JOSEPH 

ST JOSEPH 
DOWAGIAC CR 
ST JOSEPH 


ST JOSEPH 
ST JOSEPH 
PORTAGE 

ST JOSEPH 
ST JOSEPH 


MENOMINEE 
MENOMINEE 
MENOMINEE 
MENOMINEE 
MENOMINEE 


STURGEON 
MENOMINEE 
MENOMINEE 
MENOMINEE. 
MENOMINEE 
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INSTALLED 
CAPACITY 2/ 


KW 


AVERAGE 

ANNUAL 
GENERATION 
1,000 KWH 


USABLE 
POWER 


TABLE 4 (Contd) - EXISTING By Geographic Divisions and States 


DIVISION AND STATE 


NAME OF OWNER 


MICHIGAN (C 


WISCONSIN 
WISCONSIN 
WISCONSIN 
WISCONSIN 
WISCONSIN 


me Jie ofiig cles) 


WISCONSIN 
CRYSTAL F 


ONTINUED) 


MICHIGAN PWR 
MICHIGAN PWR 
MICHIGAN PWR 
MICHIGAN PWR 
MICHIGAN PWR 


MICHIGAN PWR 
ALLS LT WTR DEPT 


“see FO 


MEAD CORPORATION 
MEAD CORPORATION 
MEAD CORPORATION 


MEAD CORPORATION 


NAME OF PLANT 


tMICHIGAMME FALLS 
TPEAVY FALLS 
THEMLOCK FALLS 
tWAY DAM 

BRULE ISLAND 


tLOWER PAINT 

CRYSTAL FALLS 
ESCANABA NO 1 
ESCANABA NO 2 
CHANDLER NO 3 


BONEY FALLS NO 4 


MICHIGAMME 
MICHIGAMME 
MICHIGAMME 
MICHIGAMME 
BRULE 


PAINT 
PAINT 
ESCANABA 
ESCANABA 
ESCANABA 


ESCANABA 


INSTALLED 
CAPACITY 2/ 


KW 


AVERAGE 

ANNUAL 
GENERATION 
1,000 KWH 


USABLE 

POWER 
STORAGE 
,000 AC-F 


CLEVELAND CLIFFS IRON ESCANABA ESCANABA 
MANISTIQUE PULP PAPER MANISTIQUE MANISTIQUE 
CLEVELAND CLIFFS IRON AU TRAIN AU TRAIN 


CLEVELAND CLIFFS IRON CARP CARP 


a 


MARQUETTE CITY OF 
MARQUETTE CITY OF 
MARQUETTE CITY OF 
CLEVELAND CLIFFS IRON 
CLEVELAND CLIFFS IRON CO 


MARQUETTE DEAD 
MARQUETTE DEAD 
MARQUETTE DEAD 
MC CLURE DEAD 
HOIST DEAD 


Lal aX 4 


FALLS 

STURGEON 

Ww BR ONTONAGON 
MONTREAL 
MONTREAL 


L ANSE VILLAGE OF 

UPPER PENINSULA PWR CO 
UPPER PENINSULA PWR CO 
LAKE SUPERIOR DIST PWR CO 
LAKE SUPERIOR DIST PWR CO 


L ANSE 
PRICKETT 
VICTORIA 
SUPERIOR FALLS 
SAXON 


ae Js fe © in 


WISCONSIN 


WEST DE PERE 

RAPID CROCHE FOX 
TKAUKAUNA FOX 
BADGER FOX 
COMBINED LOCKS FOX 


NICOLET PAPER CORP 
KAUKAUNA ELEC WTR DEPT 
KAUKAUNA ELEC WTR DEPT 
KAUKAUNA ELEC WTR DEPT 
COMBINED LOCKS PAPER CO 


I 
M 
M 
M 
I 


Lah ike CHUTE FOX 
KIMBERLY FOX 
APPLETON FOX 
APPLETON FOX 
APPLETON FOX 


KAUKAUNA ELEC WTR DEPT 
KIMBERLY CLARK CORP 
CONSOLIDATED PAPERS INC 
FOX RIVER PAPER CORP 
APPLETON WOOLEN MILLS 


Fat heeled | bed) 


ATLAS MILL FOX 
APPLETON FOX 
APPLETON FOX 
MENASHA FOX 
NEENAH FOX 


KIMBERLY CLARK CORP 
WISCONSIN MICHIGAN PWR 
FOREMOST DAIRIES INC 
WHITING GEORGE A PAPER 
BERGSTROM PAPER CO 


i ot) 


WEYAUWEGA WAUPACA 
GRESHAM RED 
SHAWANO WOLF 

t SHAWANO WOLF 
KESHENA FALLS WOLF 


WISCONSIN MICHIGAN PWR 
GRESHAM WTR PWR AND EL 
SHAWANO PAPER MILLS 
WISCONSIN POWER AND LT CO 
MENOMINEE ENTERPRISES INC 


=U =U 


NEOPIT 
NESHKORO 
HARRISVILLE 
MONTELLO 
OXFORD 


Ww BR WOLF 
WHITE 

MONTELLO 
MONTELLO- LAKE 
NEENAH 


MENOMINEE INDIAN MILLS 
WHITE RIVER POWER CO 
MILLER EVA 

MONTELLO GRANITE CO 
WISCONSIN POWER AND LT CO 


=ZeUVH 


DUCK CR 
DUCK CR 
OCONTO 
OCONTO 
PESHTIGO 


WESTFIELD 
LAWRENCE 
tSTILES 
CCONTO FALLS 
PESHTIGO 


WESTFIELD MILL EL LT CO 
PIONEER PWR & LT CO 
OCONTO ELECTRIC COOP 
FALLS PAPER AND POWER CO 
WISCONSIN PUB SERV CORP 


UVRAOAVV 


POTATO RAPIDS 
SANDSTONE 
JOHNSON FALLS 
HIGH FALLS 
CALDRON FALLS 


PESHTIGO 
PESHTIGO 
PESHTIGO 
PESHTIGO 
PESHTIGO 


WISCONSIN PUB SERV CORP 
WISCONSIN PUB SERV CORP 
WISCONSIN PUB SERV CORP 
WISCONSIN PUB SERV CORP 
WISCONSIN PUB SERV CORP 


vvVvTVvV 


OCONTO FALLS 
MARINETTE MENOMINEE 
NIAGARA WIS MENOMINEE 
PINE RIVER PINE 
WHITE RIVER WHITE - 


WISCONSIN MICHIGAN PWR CO OCONTO 
SCOTT PAPER CO 

KIMBERLY CLARK CORP 
WISCONSIN MICHIGAN PWR CO 


LAKE SUPERIOR DIST PWR CO 


vUrFYH UD 


SEE FOOTNOTES AT END OF TABLE. 
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SEE FOOTNOTES AT END OF TABLE. 


DIVISION AND STATE 


NAME OF OWNER 


= 


TABLE 4 (Contd) - EXISTING By Geographic Divisions and States 


WISCONSIN (CONTINUED) 


LAKE SUPERIOR DIST PWR 
LAKE SUPERIOR DIST PWR 
WISCONSIN POWER AND LT 
WISCONSIN POWER AND LT 
WISCONSIN POWER AND LT 


STOUGHTON ELEC UTILITIES 
STOUGHTON ELEC UTILITIES 
STOUGHTON ELEC UTILITIES 
HUSTISFORD VILLAGE OF 


LA FARGE VILLAGE 


WISCONSIN POWER AND LT CO 
GEORGE MCARTHUR AND SON 
WISCONSIN POWER AND LT CO 


ISLAND WOOLEN CO 


REEDSBURG WOOLEN MILLS 


WISCONSIN POWER AND LT CO 
WISCONSIN RIVER POWER CO 
WISCONSIN RIVER POWER CO 
NEKOOSA EDWARDS PAPER CO 
NEKOOSA EDWARDS PAPER CO 


NEKOOSA EDWARDS PAPER CO 
CONSOLIDATED WATER PWR CO 
CONSOLIDATED WATER PWR CO 
WHITING PLOVER PAPER CO 
WISCONSIN PUB SERV CORP 


CONSOLIDATED WATER PWR CO 
CONSOLIDATED WATER PWR CO 
MOSINEE PAPER MILLS CO 


AMERICAN CAN CO 


WISCONSIN PUB SERV CORP 


WARD PAPER COMPANY 

WISCONSIN PUB SERV CORP 
WISCONSIN PUB SERV CORP 
WISCONSIN PUB SERV CORP 
OWENS-ILLINOIS GLASS CO 


WISCONSIN PUB SERV CORP 
WISCONSIN PUB SERV CORP 


TOMAHAWK PWR CO 


WISCONSIN PUB SERV CORP 


ST REGIS PAPER CO 


WISCONSIN PUB SERV CORP 
NORTHERN STS PWR CO 


BLACK RIVER FALLS 
NORTHERN STS PWR 
NORTHERN STS PWR 


NORTHERN STS PWR 
NORTHERN STS PWR 
NORTHERN STS PWR 
NORTHERN STS PWR 
BARRON LT AND WTR 


CITY OF 


COMM 


NORTHERN STS PWR CO 


EAU CLAIRE CITY “OF 


NORTHERN STS PWR 
NORTHERN STS PWR 
NORTHERN STS PWR 


NORTHERN STS PWR 
NORTHERN STS PWR 


LAKE SUPERIOR DIST PWR 
LAKE SUPERIOR DIST PWR 
LAKE SUPERIOR DIST PWR 


DAIRYLAND PWR COOP 
LAKE SUPERIOR DIST PWR 


FLAMBEAU POWER CO 
FLAMBEAU POWER CO 
FLAMBEAU POWER CO 


KANSAS CITY STAR CO 


NORTH CENTRAL PWR 
NORTH CENTRAL PWR 


co 
CO 


RIVER FALLS MUN UTILITIES 
RIVER FALLS MUN UTILITIES 


NAME OF PLANT 


MELLEN 
ORIENTA FALLS 
MONTEREY 
JANESVILLE 
FULTON 


STEBBINSVILLE 
DUNKIRK 

CUyy, 

HUST ISFORD 

LA FARGE 


PRAIRIE DU SAC 
BARABOO 
BARABOO 
BARABOO 
REEDSBURG 


KILBOURN 
tCASTLE ROCK 
TPETENWELL 
tNEKOOSA 
TPORT EDWARDS 


TCENTRALIA 

TWISCONSIN RAPIDS 

tBIRON NO 2 
TSTEVENS POINT 
JORDAN 


tSTEVENS POINT 
+OU BAY 
TtMOSINEE 
tROTHSCHILD 
+tWAUSAU WEST 


MERRILL 
TMERRILL 
+ALEXANDER 
TGRANDFATHER 
TGRANDMOTHER 


tT OMAHAWK 
- JERSEY 


| tKINGS DAM 


THAT RAPIDS 
TRHINELANDER 


TOTTER RAPIDS 
NESHONOC 


BLACK RIVER FALLS 


HATFIELD 
EAU GALLE 


+MENOMINEE 
CEDAR FALLS 
COLFAX 
CHETEK 
BARRON 


RICE LAKE 
DEES 

CHIPPEWA FALLS 
wISSOTA 

JIM FALLS 


CORNELL 
THOLCOMBE 
THORNAPPLE 
PORT ARTHUR 
LADYSMITH 


+t FLAMBEAU 
BIG FALLS 
CROWLEY RAPIDS 
PIXLEY RAPIDS 
LOWER PARK FALLS 


UPPER PARK FALLS 
RADISSON 
+WINTER 

POWELL FALLS 
JUNCTION 


BAD 
TRON 
ROCK 
ROCK 
YAHARA 


YAHARA 
YAHARA 
YAHARA 
ROCK 
KICKAPOO 


WISCONSIN 
BARABOO 
BARABOO 
BARABOO 
BARABOO 


WISCONSIN 
WISCONSIN 
WISCONSIN 
WISCONSIN 
WISCONSIN 


WISCONSIN 
WISCONSIN 
WISCONSIN 
WISCONSIN 
PLOVER 


wLSCONSIN 
WISCONSIN 
WISCONSIN 
WISCONSIN 
WISCONSIN 


WISCONSIN 
WISCONSIN 
WISCONSIN 
WISCONSIN 
WISCONSIN 


WISCONSIN 
TOMAHAWK 

WISCONSIN 
WISCONSIN 
WISCONSIN 


WISCONSIN 
LA CROSSE 
BLACK 
BLACK 
EAU GALLE 


RED CEDAR 
RED CEDAR 
RED CEDAR 
CHETEK 
YELLOW 


RED CEDAR 
CHIPPEWA 
CHIPPEWA 
CHIPPEWA 
CHIPPEWA 


CHIPPEWA 
CHIPPEWA 
FLAMBEAU 
FLAMBEAU 
FLAMBEAU 


FLAMBEAU 
FLAMBEAU 
FLAMBEAU 
FLAMBEAU 
N FK FLAMBEAU 


N FK FLAMBEAU 
COURT OREILLES 
E FK CHIPPEWA 
KINNIKINNIC 
KINNIKINNIC 
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INSTALLED 


CAPACITY 2/ 


KW 


AVERAGE 
ANNUAL 

GENERATION 
1,000 KWH 


USABLE 
POWER 
STORAGE 
,000 AC-F 


@ 
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SEE FOOTNOTES AT END OF TABLE. 


DIVISION AND STATE 


NAME OF OWNER 


WISCONSIN (CONTINUED) 


NORTHERN STS PWR 
NORTHERN STS PWR 
NORTHERN STS PWR 
NORTHERN STS PWR 
NORTHERN STS PWR 


NORTHERN STS PWR 
NORTHERN STS PWR 
NORTHERN STS PWR 
NORTHERN STS PWR 
NORTHERN STS PWR 


CLAM RIVER DAM C 


TABLE 4 (Contd) - EXISTING By Geographic Divisions and States 


O 


NORTHWESTERN WIS ELEC CO 
NORTHWESTERN WIS ELEC CO 


DAHLBERG LIGHT AND PWR CO 
NORTHERN STS PWR CO 


LAKE SUPERIOR DIST PWR CO 
DAHLBERG LIGHT AND PWR CO 


EAST NORTH CENTRAL TOTAL 


WEST NORTH CENTRAL 


MINNESOTA 


OTTER TAIL POWER 
THIEF RIV FALLS 
OTTER TAIL POWER 
OTTER TAIL POWER 
OTTER TAIL POWER 


OTTER TAIL POWER 
OTTER TAIL POWER 


co 
we 


MINNKOTA PWR COOP INC 
MINNESOTA ONTARIO PAPER C 


MINNESOTA POWER 


MINNESOTA POWER 
MINNESOTA POWER 
MINNESOTA POWER 
NORTHWEST PAPER 
MINNESOTA POWER 


HORMEL GEO A CO 


LANESBORO PUB UTIL COMM 


ROCHESTER CITY O 
NORTHERN STS PWR 
NORTHERN STS PWR 


F 
(ae) 
co 


oi 


co 


REDWOOD FALLS PUB UT COMM 
GRANITE FALLS CITY OF 


FORD MOTOR CO 
NORTHERN STATES 
NORTHERN STATES 


NORTHERN STATES 
NORTHERN STS PWR 
ELK RIVER MUNICI 
NORTHERN STS PWR 
NORTHERN STS PWR 


COLD SPRING GRAN 
ST REGIS PAPER C 
MINNESOTA POWER 
MINNESOTA POWER 
MINNESOTA POWER 


MINNESOTA POWER 
NORTHWEST PAPER 
BLANDIN POWER CO 
BLANDIN PAPER CO 
OTTER TAIL POWER 


PWR 
PWR 


PWR 
(ae) 
PAL 
co 
co 


ITE 
O 

AND 
AND 
AND 


AND 
co 


co 


co 
co 


co 


NAME OF PLANT 


ST CROIX 
EDRTEE “FALLS 
WILLOW FALLS 
MOUNDS 

APPLE RIVER 


RIVERDALE 
MCCLURE 

HUNT INGDON 
BLACK BROOK 

ST CROIX FALLS 


CLAM DAM 
CLAM FALLS 
DANBURY 
NANCY 
TREGO 


HAYWARD 
GORDON 


CROOKSTON 


THIEF RIVER FALLS 


DAYTON HOLLOW 
PISGAH 
WRIGHT 


HOOT LAKE 
FRIBERG 
tBIG FALLS 


INTERNATIONAL FLS 


TWINTON 


FOND DU LAC 
THOMSON 
SCANLON 
CLOQUET 
KNIFE FALLS 


AUSTIN 
LANESBORO 
ROCHESTER 
CANNON FALLS 
RAPIDAN 


REDWOOD FALLS 
GRANITE FALLS 
tTWIN CITY 
FtLOWER DAM 


| THENNEPIN ISLAND 


TMAIN STREET 
COON RAPIDS 
ELK RIVER 
ST CLOUD 2 
ST CLOUD 1 


FINISHING 
SARTELL 
+BLANCHARD 
Pree GAttss 
SYLVAN 


PILLAGER 
BRAINERD 
PRAIRE RIVER 
GRAND RAPIDS 
BEMIDJI 


WiLLOW 
WILLOW 
WILLOW 
WILLOW 
APPLE 


APPLE 
APPLE 
APPLE 
APPLE 
ST CROIX 


CLAM 

CLAM 
YELLOW 
TOTOGATIC 
NAMAKAGON 


NAMAKAGON 
EAU CLAIRE 


RED LAKE 


RED LAKE 


| OTTER TAIL 
| OTTER TAIL 
} OTTER TAIL 


) OTTER TAIL 
| OTTER TAIL 
| BiG FORK 


RAINY 
KAWISHIWI1 


LOUIS 
LOUIS 
LOUIS 
LOUIS 
LOUIS 


CEDAR 

ROOT 
ZUMBRO 
CANNON 
BLUE EARTH 


REDWOOD 
MINNESOTA 
MISSISSIPPI 
MISSISSIPPI 


| MISSISSIPPI 


MISSISSIPPI 
MISSISSIPPI 
ELK 

MISSISSIPPI 
MISSISSIPPI 


SAUK 
MISSISSIPPI 
MISSISSIPPI 
MISSISSIPPI 
CROW WING 


CROW WING 
MISSISSIPPI 
PRAIRIE 
MISSISSIPPI 
MISSISSIPPI 
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INSTALLED 
CAPACITY 2/ 


KW 


AVERAGE 

ANNUAL 
GENERATION 

1,000 KWH 


TABLE 4 (Contd) - EXISTING By Geographic Divisions and States 


DIVISION AND STATE 
NAME OF PLANT 


cLass l/ 


NAME OF OWNER 


IOWA 


OTTUMWA CITY OF TOTTUMWA 
FORT DODGE CITY OF HYDRO 
UNION ELECTRIC CO KEOKUK 


CEDAR RAPIDS 
CEDAR FALLS 


IOWA ELEC LT AND PWR CO 
CEDAR FALLS MUNICIPAL UTL 


INTERSTATE POWER CO GREENE 
WAVERLY CITY OF EAST 

IOWA ILLINOIS G AND EL CO CORALVILLE 
AMANA WOOLEN MILLS AMANA 

IOWA ELEC LT AND co IOWA FALLS 
IOWA ELEC LT AND co ANAMOSA 
IOWA ELEC LT AND PWR CO MAQUOKETA 
INTERSTATE POWER CO DELHI 

IOWA ELEC LT AND PWR CO QUAKER MILLS 
IOWA ELEC LT AND ae) MANCHESTER 
ORANGE CITY ORANGE 


MISSOURI 


EMPIRE DISTRICT ELEC tOZARK BEACH 


CORPS OF ENGINEERS TABLE ROCK 

UNION ELECTRIC CO OF MO TtOSAGE 

SHO ME POWER CORP NIANGUA 

MISSOURI PUBLIC SERV OSCEOLA 
NORTH DAKOTA 

CORPS OF ENGINEERS GARRISON 


SOUTH DAKOTA 


FORT RANDALL 
WHITE RIVER 
OAHE 

REDWATER NO 2 
REDWATER NO 1 


CORPS OF ENGINEERS 
DON JONES 

CORPS OF ENGINEERS 
BLACK HILLS PWR AND LT CO 
BLACK HILLS PWR AND LT CO 


HOMESTAKE MINING CO NO 1 

HOMESTAKE MINING CO NO 2 

HOMESTAKE MINING CO ENGLEWOOD 

BLACK HILLS PWR AND LT CO FALL RIVER FALLS 

BUREAU OF RECLAMATION ANGOSTURA 
NEBRASKA 

NORRIS RURAL PUB PWR DIST BARNESTON 


BLUE SPRINGS NO 
DE WITT 


CONSUMERS PUB POWER DIST 
ZWONECHEK JOHN D 


WILBER HYDRO ELEC PLANT WILBER 
CONSUMERS PUB POWER DIST HOLMESVILLE 
IMPERIAL CITY OF IMPERIAL 
NORFOLK FEED MILES CO NORFOLK 
LOUP RIVER PUB PWR DIST tCOLUMBUS 
LOUP RIVER PUB PWR DIST TMONROE 
CONSUMERS PUB POWER DIST FULLERTON 
SPAULDING MUN LT AND PWR SPALDING 


ERICSON LAKE 
BOELUS 
KEARNEY 
GOTHENBURG 


CONSUMERS PUB POWER DIST 
CONSUMERS PUB POWER DIST 
NEBRASKA PUB PWR SYSTEM 
NEBRASKA PUB PWR SYSTEM 


TJOHNSON NO 2 
TJOHNSON NO 1 
TtJEFFREY CANYON 
TNORTH PLATTE 
GAVINS POINT 


CTL NEBR PUB PWR & 
CTL NEBR PUB PWR & 
& 
R 


CTL NEBR PUB PWR 
PLATTE VAL PUB PW 
CORPS OF ENGINEERS 


ID 
se © 
M1) 
e 1 8 


CONSUMERS PUB POWER DIST SPENCER 
CONSUMERS PUB POWER DIST FORT NIOBRARA 
CONSUMERS PUB POWER DIST MINNECHADUZA 


SEE FOOTNOTES AT END OF TABLE. 


a 


INSTALLED AVERAGE 
CAPACITY 2/ ANNUAL 
GENERATION 
KW 1,000 KWH 


RIVER 


DES MOINES 
DES MOINES 
MISSISSIPPI 
CEDAR 
CEDAR 


SHELLROCK 
CEDAR 

IOWA 
IOWA 
IOWA 


WAPSIPINICON 
MAQUOKETA 
MAQUOKETA 
MAQUOKETA 
MAQUOKETA 


LITTLE SIOUX 


WHITE 16 000 


WHITE 200 000 
OSAGE Te 2e000m 
NIANGUA 3 000 


OSAGE 1 600 


392 600 


MISSOURI 


400 000 


400 000 


MISSOURI 
S FK WHITE 
MISSOURI 
REDWATER 
REDWATER 


SPEARFISH CR 
SPEARFISH CR 
ENGLEWOOD CR 
FALL 

S FK CHEYENNE 


BIG BLUE 
BIG BLUE 
BIG BLUE 
BIG BLUE 
BIG BLUE 


FRENCHMAN CR 
ELKHORN 

LOUP CANAL 
LOUP CANAL 
CEDAR 


CEDAR 
CEDAR 
MIDDLE LOUP 
PEAT TE 
PLATTE 


PLATTE CANAL 
PLATTE CANAL 
PLATTE CANAL 
N PLATTE CANAL 
MISSOURI 


NIOBRARA 
NIOBRARA 
MINNECHADUZA CR 


238 650 


AA 


TABLE 4 (Contd) - EXISTING By Geographic Divisions and States 


DIVISION AND STATE 


NAME OF OWNER 


KANSAS 


EMPIRE DISTRICT ELEC CO 
BOWERSOCK MLS AND PWR CO 
KANSAS PWR AND LT CO 
KANSAS PWR AND LT CO 


WEST NORTH CENTRAL TOTAL 


SOUTH ATLANTIC 


DELAWARE 


MARYLAND 


SUSQ PWR 
DICKEY W 


& PHILA EL PWR 
J AND SONS INC 


PENNSYLVANIA ELEC CO 


DIST OF COLUMBIA 


CORPS OF 


VIRGINIA 


NORTHERN 
NORTHERN 
NORTHERN 
NORTHERN 
VIRGINIA 


vv vyvVUVD 


VIRGINIA 
VIRGINIA 
VIRGINIA 
VIRGINIA 
VIRGINIA 


Pp 
p 
p 
p 
p 


RICHMOND 
VIRGINIA 
RICHMOND 


i SOS 


VEHH DU 


VIRGINIA 


VIRGINIA 


VIRGINIA 
CORPS OF 


Bat) Via? Jape oe a J 


VIRGINIA 


Ni KHHvU 


CORPS OF 


DANVILLE 


oO Os 


ENGINEERS 


VIRGINIA PwR CO 

VIRGINIA PwR CO 

VIRGINIA PWR CO 

VIRGINIA PWR CO 
AND PWR 


AND PWR 
AND PWR 
AND PWR 
AND PWR 
AND PWR 


DEPT (OGePUB UTIL 
EL AND PwR- CO 
DEPT OF PUB UTIL 


GEORGIA MARBLE CO 
GLAMORGAN PIPE AND FNDRY 


APPALACHIAN POWER CO 
OWENS-ILLINOIS GLASS CO 
OWENS=]LLINOIS GLASS CO 
BEDFORD TOWN OF 


EL AND PWR CO 


EL AND PWR CO 


CRAIG BOTETOURT COOP 
BARC ELEC COOP - 


EL AND PWR CO 
ENGINEERS 


EL AND PWR CO 


DAN RIVER MILLS INC 
DAN RIVER MILLS INC 
MARTINSVILLE CITY OF 


ENGINEERS 


WT G AND EL DEPT 


APPALACHIAN POWER 
RADFORD MUNICIPAL 
APPALACHIAN POWER 
APPALACHIAN POWER 


APPALACHIAN POWER 
WASHINGTON MILLS CO 
FIELDS MFG CO 


SEE FOOTNOTES AT END OF TABLE. 


NAME OF PLANT 


LOWELL 
LAWRENCE 
ROCKY FORD 
MARYSVILLE 


t+CONOWINGO 
OELLA 
DEEP CREEK 


DALECARLIA 


WARREN 
LURAY 
NEWPORT 
SHENANDOAH 
EMBREY 


HARVELL 

LOCKS 
MANCHESTER 
TWELFTH STREET 
PARK 


HOLLYWOOD 
BEREE TSE 
BYRD PARK 
SCHUYLER 

LYNCHBURG 


REUSENS 
HOLCOMBS ROCK 
BIG ISLAND 
SNOWDEN 
CUSHAW 


BALCONY FALLS 
MEADOW CREEK 
FALLING SPRINGS 
EMPORIA 

JOHN H KERR 


HALIFAX 
RIVERSIDE 
SCHOOLF IELD 
MART INSVILLE 
PHILPOTT 


PINNACLES 
NIAGARA 
TRADFORD 
tCLAYTOR 
BUCK 


BYLLESBY NO 2 
FRIES 
MOUTH OF WILSON 


SPRING 
KANSAS 
BIG BLUE 
BIG BLUE 


SUSQUEHANNA 
PATAPSCO 
DEEP CREEK 


POTOMAC R CANAL 


SHENANDOAH 

S FK SHENANDOAH 
S FK SHENANDOAH 
S FK SHENANDOAH 
RAPPAHANNOCK 


APPOMATTOX 
APPOMATTOX 
JAMES 
JAMES 
JAMES 


JAMES 
JAMES 
JAMES 
ROCKFISH 
JAMES 


JAMES 
JAMES 
JAMES 
JAMES 
JAMES 


JAMES 

MEADOW CR 
FALLING SPR CR 
MEHERRIN 
ROANOKE 


BANNISTER 
DAN 

DAN 

SMITH 
SMITH 


DAN 
ROANOKE 
EIT Tce 
NEW 
NEW 


NEW 


NEW 
WILSON CR 
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INSTALLED 
CAPACITY 2/ 


AVERAGE 
ANNUAL 

GENERATION 

KW 1,000 KWH 


3 000 
1 850 
460 
600 


5 910 


2 286 835 


—_o 
) 


252 000 
600 
19 200 


271 800 


3 000 


USABLE 
POWER 

STORAGE 
1,000 AC-F 


Zz 
GGG Qe e's cecal coast Lei te 


= 
Pa Gace 


cass l/ 
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vu7VUV 


SEE FOOTNOTES AT END OF TABLE. 


TABLE 4 (Contd) - EXISTING By Geographic Divisions and States 


DIVISION AND STATE 


NAME OF OWNER 


WEST VIRGINIA 


POTOMAC AND PWR 
POTOMAC AND PWR 
POTOMAC AND PWR 
POTOMAC AND PWR 
POTOMAC AND PWR 


ROYAL GLENN PWR CO 

KANAWHA VALLEY POWER 
KANAWHA VALLEY POWER 
KANAWHA VALLEY POWER 
UNION CARBIDE CARBON 


UNION CARBIDE CARBON 
WEST PENN POWER CO 


NORTH CAROLINA 


VIRGINIA EL AND PWR CO 
VIRGINIA EL AND PWR CO 
SPRAY COTTON MILLS 
WASHINGTON MILLS CO 
DUKE POWER CO 


ROCKY MOUNT MILLS 

WILSON UTILITIES 

DURHAM CITY OF 

ELK EASTERN MILLS INC 
RAEFORD POWER AND MFG CO 


ODELL J M MFG CO 

SELLERS MFG CO 

VIRGINIA MILLS INC 

WOODY T C 

CAROLINA POWER AND LT CO 


CAROLINA POWER AND LT CO 
YADKIN 
YADKIN 
YADKIN 
YADKIN 


DUKE 
DUKE 
DUKE 
DUKE 
DUKE 


STOWE MILLS INC 

DUKE POWER CO 

HARDEN MFG CO 
BURLINGTON INDUSTRIES 
RHYNE MILLS INC 


HENRY RIVER MILLS CO 
DUKE POWER CO 
DUKE POWER CO 
DUKE POWER CO 
DUKE POWER CO 


DUKE POWER CO 
DUKE POWER CO 
DUKE POWER 
DUKE POWER 
DUKE POWER 


DUKE POWER 

ELEY IMPLLES €oO 

CLEVELAND MILL AND PWR CO 
CONE MILLS CORP 

DUKE POWER CO 


DUKE POWER CO 

CAROLINA MOUNTAIN PWR CO 
TENNESSEE VALLEY AUTH 
NANTAHALA PWR AND LT CO 
TENNESSEE VALLEY AUTH 


TAPOCO INC 

TAPOCO INC 

TENNESSEE VALLEY AUTH 
NANTAHALA PWR AND LT CO 
NANTAHALA PWR AND LT CO 


NAME OF PLANT 


MILLVILLE 
HARPERS FERRY 
DAM NO 4 

DAM NO 5 
CACAPON 


ROYAL GLENN 
tWINFIELD 
TMARMET 
tLONDON 

GLEN FERRIS 


~ HAWKS NEST 


LAKE LYNN 


tROANOKE RAPIDS 
tGASTON 

SPRAY 

MAYODAN 

WALNUT COVE 


ROCKY MOUNT 
WILSON 
LAKE MICHIE 
HOPE MILLS 
RAEFORD 


BYNUM 
SAXAPAHAW 
SWEPSONVILLE 
ROCKY RIVER 
tBLEWETT FALLS 


Te BLES RNG 
tYADKIN FALLS 
tYADKIN NARROWS 
TTUCKERTOWN 
THIGH ROCK 


IDOLS 

PILOT MOUNTAIN 
MOUNT AIRY NO 2 
MOUNT AIRY NO 1 
CARTERS FALLS 


MCADENVILLE 


SPENCER MOUNTAIN 


DALLAS 
HIGH SHOALS NO 3 
LINCOLN PLANT 


HENRY RIVER 


|} TMOUNTAIN ISLAND 
| TCOWANS FORD 

} TLOOKOUT SHOALS 
} tOXFORD 


LITTLE RIVER 


GUNPOWDER NO 2 
GUNPOWDER NO 1 


} tRHODHISS 


tBRIDGEWATER 


LAKE TAHOMA 
SHELBY 
LAWNDALE 
CLIFFSIDE 
TURNER SHOALS 


TUXEDO 
LAKE LURE 
HIWASSEE 3/ 
MISSION 
CHATUGE 


TCHEOAH 

tSANTEETLAH 
FONTANA 
TUCKASEGEE 
THORPE 


SHENANDOAH 
POTOMAC 
POTOMAC 
POTOMAC 
CACAPON 


S BR POTOMAC 
KANAWHA 
KANAWHA 
KANAWHA 
KANAWHA 


NEW 
CHEAT 


ROANOKE 
ROANOKE 
SMITH 
MAYO 
DAN 


TAR 
CONTENTNEA CR 
FLAT 

ROCKFISH CR 
ROCKFISH CR 


HAW 

HAW 

HAW 
ROCKY 
PEE “DES 


YADKIN 
YADKIN 
YADKIN 
YADKIN 
YADKIN 


YADKIN 
ARARAT 
ARARAT 
ARARAT 
ELKIN 


SOUTH FORK 
SOUTH FORK 
SOUTH FORK 
SOUTH FORK 
SOUTH FORK 


HENRY FORK 
CATAWBA 
CATAWBA 
CATAWBA 
CATAWBA 


Pee 
GUNPOWDER CR 
GUNPOWDER CR 
CATAWBA 
CATAWBA 


BUCK CR 
FIRST BROAD 
FIRST BROAD 
SECOND BROAD 
GREEN 


GREEN 
BROAD 
HIWASSEE 
HIWASSEE 
HIWASSEE 


LITTLE TENNESSEE 
CHEOAH 

LITTLE TENNESSEE 
W FK TUCKASEGEE 
W FK TUCKASEGEE 
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INSTALLED 
CAPACITY 2/ 


AVERAGE 

ANNUAL 
GENERATION 
KW 1,000 KWH 


110 000 
45 000 
202 500 

3 000 
21 600 


DIVISION AND ST 


NAME OF 


NORTH CAROLI 


NANTAHALA 
NANTAHALA 
NANT AHALA 
NANTAHALA 
NANT AHALA 


vvvVv0vU 


HIGHLANDS 

CAROLINA P 
CAROLINA P 
CASCADE PO 
BLUE RIDGE 


a OOO) 


= 


SOUTH CAROLI 


SONOCO PRO 


DUKE POWER 
DUKE POWER 


wVwvussze 


DUKE POWER 
DUKE POWER 
DUKE POWER 
DUKE POWER 
DUKE POWER 


vvvUvV 


TABLE 4 (Contd) - EXISTING By Geographic Divisions and States 


ATE 


OWNER 


NA (CONTINUED) 


PWR AND 
PWR AND 
PWR AND 
PwR AND 
PWR AND 


TOWN OF 
OWER AND LT CO 
OWER AND LT CO 
WER CO 

EL MEMB CORP 


NEW RIVER LT AND POWER CO 


NA 


DUCTS CO 


SO CAROLINA PUB SERV AUTH 
SO CAROLINA PUB SERV AUTH 


CEDARS GEILE 
BEAR CREEK 
TENNESSEE CREEK 
QUEENS CREEK 
NANTAHALA 


tHIGHLANDS 

TWALTERS 
MARSHALL 
CASCADE 
SHARPE FALLS 


HYDRO 


HARTSVILLE 
tPINOPOLIS 
tSPILLWAY 
TWATEREE 
tTROCKY CREEK 


TCEDAR CREEK 
tDEARBORN 
TGREAT FALLS 
TFISHING CREEK 
tWYLIE 


—E FK TUCKASEGEE 
E FK TUCKASEGEE 
E FK TUCKASEGEE 
QUEENS CREEK 
NANTAHALA 


CULLASAJA CR 
PIGEON 
FRENCH BROAD 
a (a 

NEW 


NEW 


BLACK CR 
SANTEE&COOPER 
SANTEE 
WATEREE 
CATAWBA 


CATAWBA 
CATAWBA 
CATAWBA 
CATAWBA 
CATAWBA 


INSTALLED 


AVERAGE 
CAPACITY 2/ 


ANNUAL 
GENERATION 
KW 1,000 KWH 


SO CAROLINA EL AND GAS CO TCOLUMBIA ~ BROAD 
SO CAROLINA EL AND GAS CO TPARR BROAD 


RIVERDALE MILLS 


DUKE POWER 
STARTEX MI 


—“U0-U00 


STEVENS J 

SO CAROLIN 
LOCKHART P 
PACOLET MA 
CLIFTON MF 


I 
p 
p 
I 
I 


SPARTANBUR 
INDIAN HEA 
DUKE POWER 
BURLINGTON 
DUKE POWER 


DHUHS 


GREENWOOD 

DUKE POWER 
DUKE POWER 
RIEGEL TEX 


Cains Jac Jeet on 6 0 


DUKE POWER 
PELZER MIL 
STEVENS J 

DUKE POWER 
GRANITEVIL 


HUHH DO 


GRANITEVIL 
JOHN P KIN 
CORPS OF iF 
ABBEVILLE 
NORRIS COT 


we ENHe 


GEORGIA 


GRANITEVIL 
GRANITEVIL 
BLANCHE CO 
SO CAROLIN 
CORPS OF E 


TOM He 


GEORGIA PO 
GEORGIA PO 
GEORGIA PO 
GEORGIA PO 
GEORGIA PO 


vvvvTvU 


GEORGIA PO 
GEORGIA PO 
GEORGIA PO 
JULDETTE M 
GEORGIA PO 


WO U.0 


co 
EES 


PSE SCORING 

A EL & GAS CO 
OWER CO 
NUFACTURING CO 
G CO 


G COMM PUB WKS 
D MILLS 

co 

INDUSTRIES 

co 


SO CAROLINA EL AND GAS CO 


COUNTY COMM 
co 

co 

TILE CORP 


co 

LS 

P AND CO INC 
co 

UENEO: 


LENCO 

G MFG CO 
NGINEERS 

WTR EL PLT 
TON MILLS CO 


EER GO 

LE. CO 

TTON MILLS 

A EL AND G CO 
NGINEERS 


WER 
WER 
WER 
WER 
WER 


WER 
WER 
WER 
ILLING 
WER CO 


SEE FOOTNOTES AT END OF TABLE. 


SPARTANBURG 
VAN PATTON 
PRINT CRASH 


APALACHE 
NEAL SHOALS 
LOCKHART 
PACOLET, <S iC 
CLIFTON 


SPARTANBURG 
FINGERVILLE 

99 ISLANDS 
CHEROKEE FALLS 
GASTON SHOALS 


+tSALUDA 

T5UZZARD ROOST 
BOYDS MILL 
TUMBLING SHOALS 
WARE SHOALS 


HOLIDAY 
PEEZER 
PIEDMONT 
SALUDA 
GRANITEVILLE 


VAUCLUSE 
KING 

CLARK HILL 
ABBEVILLE 
CATEECHEE 


ENTERPRISE 
SIBLEY 
BLANCHE 
STEVENS CREEK 
HARTWELL 


YONAH 

TUGALO 
~TALLULAH FALLS 
MATHIS-TERRORA 
NACOOCHEE 


BURTON 
tSINCLAIR 
BARNETT SHOALS 
MACON 

LLOYD SHOALS 


ENOREE 
ENOREE 
SOUTH TIGER 


SOUTH TIGER 
BROAD 

BROAD 
PACOLET 
PACOLET 


S FK PACOLET 
N FK PACOLET 
BROAD 
BROAD 
BROAD 


SALUDA 
SALUDA 
REEDY 
REEDY 
SALUDA 


SALUDA 
SALUDA 
SALUDA 
SALUDA 
HORSE CR 


HORSE CR 
SAVANNAH CANAL 
SAVANNAH 

ROCKY 

TWELVE MILE CR 


SAVANNAH CANAL 
SAVANNAH CANAL 
SAVANNAH CANAL 
SAVANNAH 
SAVANNAH 


TUGALOO 
TUGALOO 
TALLULAH 
TALLULAH 
TALLULAH 


TALLULAH 
OCONEE 
OCONEE 
OCMULGEE 
OCMULGEE 
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TABLE 4 (Contd) - EXISTING By Geographic Divisions and States 


DIVISION AND STATE 


NAME OF OWNER 


GEORGIA (CONTINUED) 


BIBB MFG CO 

PARKS JOHN L 

CORPS OF ENGINEERS 
EAGLE AND PHENIX MILLS 
CITY MILES 6 


mete 


GEORGIA POWER 
GEORGIA POWER 
GEORGIA POWER 
GEORGIA POWER 
GEORGIA POWER 


OU WV 


GEORGIA POWER 
GEORGIA POWER 
CORPS OF ENGINEERS 
HABERSHAM MILLS 
GEORGIA POWER CO 


Ole 1 70 


CRISP COUNTY POWER COMM 
THOMPSON WEINMAN CO 
CORPS OF ENGINEERS 
TENNESSEE VALLEY AUTH 
TENNESSEE VALLEY AUTH 


mame = 


U0 


GEORGIA POWER CO 


FLORIDA 


NAME OF PLANT 


PORTERDALE 
MILSTEAD 

WALTER F GEORGE 
COLUMBUS 
COLUMBUS 


TN HIGHLANDS RDV 
TOLIVER 

TtGOAT ROCK 
TBARTLETTS FERRY 
RIVERVIEW 


LANGDALE 
tMORGAN FALLS 


~ BUFORD 


HABERSHAM 
TFLINT RIVER 


TWARWICK 
CARTERSVILLE 
ALLATOONA 
BLUE RIDGE 
NOTTELY 


ESTATOAH 


YELLOW 
YELLOW 
CHATTAHOOCHEE 
CHATTAHOOCHEE 
CHATTAHOOCHEE 


CHATTAHOOCHEE 
CHATTAHOOCHEE 
CHATTAHOOCHEE 
CHATTAHOOCHEE 
CHATTAHOOCHEE 


CHATTAHOOCHEE 
CHATTAHOOCHEE 
CHATTAHOOCHEE 
SOQUE 
FLINT 


FLINT 
ETOWAH 
ETOWAH 
TOCCOA 
NOTTELY 


ESTATOAH CR 


INSTALLED 
CAPACITY 2/ 


KW 


AVERAGE 

ANNUAL 
GENERATION 
1,000 KWH 


WITHLACOOCHEE 
OCKLOCKONEE 

MERRITTS POND 
APALACHICOLA 


FLORIDA POWER CORPORATION 
FLORIDA POWER CORPORATION 
FLORIDA PUB UTILITIES CO 
CORPS OF ENGINEERS 


DUNNELLON 
TJACKSON BLUFF 
BLUE SPRINGS 
JIM WOODRUFF 


SOUTH ATLANTIC TOTAL 


EAST SOUTH CENTRAL 
KENTUCKY 


TENNESSEE VALLEY AUTH 
CORPS OF ENGINEERS 

LOUISVILLE GAS AND EL 
KENTUCKY UTILITIES CO 
KENTUCKY UTILITIES CO 


TENNESSEE 


TENNESSEE VALLEY 
TENNESSEE VALLEY 
TENNESSEE VALLEY 
TENNESSEE VALLEY 
TENNESSEE VALLEY 


silezil mul Sin) ea) 


TENNESSEE VALLEY 
TENNESSEE VALLEY 
TENNESSEE VALLEY 
TENNESSEE VALLEY 
TAPOCO INC 


TS Jeu Ho 3 ns Tan) 


TAPOCO INC 

TENNESSEE VALLEY AUTH 
TENNESSEE VALLEY AUTH 
TENNESSEE VALLEY AUTH 
TENNESSEE VALLEY AUTH 


us Utes PS Vos an =) 


TENNESSEE VALLEY AUTH 
TENNESSEE VALLEY AUTH 
TENNESSEE VALLEY AUTH 
TENNESSEE VALLEY AUTH 
TENNESSEE VALLEY AUTH 


ALM Ve eloche oret 


CORPS OF ENGINEERS 
CORPS OF ENGINEERS 
CORPS OF ENGINEERS 
TENNESSEE VALLEY AUTH 
CORPS OF ENGINEERS 


og Moot Hes y cs iba | 


SEE FOOTNOTES AT END OF TABLE. 


KENTUCKY 
WOLF CREEK 
TOHIO FALLS 
TLOCK NO 7 
DIX DAM 


PICKWICK LANDING 
HALES BAR 
CHICKAMAUGA 
OCOEE NO 1 

OCOEE NO 2 


OCOEE NO 3 
APALACHIA 
WATTS BAR 
NORRIS 

TCHILHOWEE 


tCALDERWOOD 
FORT LOUDOUN 
DOUGLAS 
NOLICHUCKY 
CHEROKEE 


WILBUR 

WATAUGA 

FT PATRICK HENRY 
BOONE 

SOUTH HOLSTON 


CHEATHAM 

OLD HICKORY 
CENTER HILL 
GREAT FALLS 
DALE HOLLOW 


TENNESSEE 
CUMBERLAND 
OHIO 
KENTUCKY 
DIX 


TENNESSEE 
TENNESSEE 
TENNESSEE 
OCOEE 
OCOEE 


OCOEE 

HIWASSEE 
TENNESSEE 

CLINCH 

LITTLE TENNESSEE 


LITTLE TENNESSEE 
TENNESSEE 

FRENCH BROAD 
NOLICHUCKY 
HOLSTON 


WATAUGA 
WATAUGA 
S FK HOLSTON 
S FK HOLSTON 
S FK HOLSTON 


CUMBERLAND 
CUMBERLAND 
CANEY FORK 
CANEY FORK 
OBEY 
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121 2010 


TABLE 4 (Contd) - EXISTING By Geographic Divisions and States 


DIVISION AND STATE 


NAME OF OWNER 


ALABAMA 


ALABAMA ELECTRIC 
ALABAMA ELECTRIC 
ALABAMA ELECTRIC 
ALABAMA POWER CO 
ALABAMA POWER CO 


COOP INC 
COOP INC 
COOP INC 


ao 0 [ie dpe <r 


ALABAMA POWER CO 
MT VERNON MILLS 
ALABAMA POWER 
ALABAMA POWER 
ALABAMA POWER 


TOO aoa 


ALABAMA POWER 
ALABAMA POWER 
ALABAMA POWER 
TENNESSEE VALLEY 
TENNESSEE VALLEY 


Hypo. 


mn 


TENNESSEE VALLEY 


MISSISSIPPI 


EAST SOUTH CENTRAL TOTAL 


WEST SOUTH CENTRAL 


ARKANSAS 


CORPS OF ENGINEERS 
ARKANSAS PWR AND LT CO 
ARKANSAS PWR AND LT CO 
CORPS OF ENGINEERS ’ 
ARKANSAS MISSOURI P CORP 


ARKANSAS MISSOURI 
CORPS OF ENGINEERS 
CORPS OF ENGINEERS 


P CORP 


LOUISIANA 


OKLAHOMA 


CORPS OF ENGINEERS 
CORPS OF ENGINEERS 
GRAND RIVER DAM AUTHORITY 


TEXAS 


CORPS OF ENGINEERS 
BRAZOS RIVER AUTHORITY 
AUSTIN CITY OF 

LOWER COLORADO R AUTH 
LOWER COLORADO R AUTH 


eee 


LOWER COLORADO R AUTH 
LOWER COLORADO R AUTH 
LOWER COLORADO R AUTH 
CENTRAL PWR AND LT CO 
CENTRAL PWR AND LT CO 


i is 3 ec pac <r 


ZEDLER C AND SONS 
GUADALUPE BLANCO RIV AUTH 
GUADALUPE BLANCO RIV AUTH 
GUADALUPE HYDRO EL CORP 
GUADALUPE BLANCO RIV AUTH 


vvU Ue 


SEGUIN CITY OF 

GUADALUPE BLANCO RIV AUTH 
GUADALUPE BLANCO RIV AUTH 
GUADALUPE BLANCO RIV AUTH 
SAN ANTONIO CITY OF 


ZVvuvs= 


SEE FOOTNOTES AT END OF TABLE. 


NAME OF PLANT 


ELBA 

POINT A HYDRO 
GANTT 

TJOHN H BANKHEAD 
tLEWIS SMITH 


THURLOW DAM 
TALLASSEE MILLS 
YATES 

+MARTIN DAM 
TJORDAN NO 1 


tMITCHELL 
tLAY DAM 
TtWEISS 
wILSON 
WHEELER 


GUNTERSVILLE 


NARROWS 
+REMMEL 
TCARPENTER 
BLAKELY MOUNTAIN 
MAMMOTH SPRING 3 


MAMMOTH SPRING 1 
NORFORK 
BULL SHOALS 


TENKILLER FERRY 
FORT GIBSON 


“+t PENSACOLA 


~ WHITNEY 
TMORRIS SHEPPARD 
AUSTIN Marshall Ferd 


! —MANSELEED~ORD™ 


~ MARBLE FALLS 


~ GRANITE SHOAL 
INKS 

~ BUCHANAN 37 
CUERO 

~ GONZALES 


LULING 


GUADALUPE HYDRO 
NOLTE TP 5 


SEGUIN 

“TP 4 

- ABBOTT TP 3 
DUNLAP TP 1 
LANDA 


INSTALLED 
CAPACITY 2/ 


KW 


PEA 

CONECUH 
CONECUH 

BLACK WARRIOR 
SIPSEY FK 


TALLAPOOSA 
TALLAPOOSA 
TALLAPOOSA 
TALLAPOOSA 
COOSA 


COOSA 
COOSA 
COOSA 
TENNESSEE 
TENNESSEE 


TENNESSEE 
PP 83)2 59/5: 


2 
0 


4 294 412 


17 000 
9 300 
56000. 
15 000 
600 


LITTLE MISSOURI 
QUACHITA 
OUACHITA 
OUACHITA 

SPRING 


SPRING 
NORTH FORK 
WHITE 


440 
_70_000. 
34.0..000.. 


568 340 


ILLINOIS 
GRAND 
GRAND 


34 000 
45 000 
BE 40.0... 


165 400 


BRAZOS 
BRAZOS 
COLORADO 
COLORADO 
COLORADO 


COLORADO 
COLORADO 
COLORADO 
GUADALUPE 
GUADALUPE 


SAN MARCOS 
GUADALUPE 
GUADALUPE 
GUADALUPE 
GUADALUPE 


GUADALUPE 
GUADALUPE 
GUADALUPE 
GUADALUPE 
COMAL 
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AVERAGE 

ANNUAL 
GENERATION 
1,000 KWH 


USABLE 
POWER 
STORAGE 
1,000 AC-F 


GROSS 
STATIC 
HEAD 

FT. 


vvuvU0vD nvvTvU vvv:7N VD 


WO 70 sh 


WOO == Te 0), sth c vuvvU WOT 7G Umno 7 NV VU UV. ie © Ja © Joe © Joos ©] 


me Det  Nie)r7 Baf 


SEE FOOTNOTES AT END OF TABLE. 


TABLE 4 (Contd) - EXISTING By Geographic Divisions and States 


DIVISION AND STATE 


TEXAS NAMB DENNER 


nN BNDR 
CENTRAL PWR 
CENTRAL PWR 
CENTRAL PWR 
RED BLUFF W CONT DIST 


CORPS OF ENGINEERS 


WEST SOUTH CENTRAL TOTAL 


— 


MOUNTAIN 


MONTANA 


MONTANA POWER CO THE 
CORPS OF ENGINEERS 

MONTANA POWER THE 
MONTANA POWER THE 
MONTANA POWER THE 


MONTANA POWER THE 
MONTANA POWER THE 
MONTANA POWER THE 
MONTANA POWER THE 
BUREAU OF RECLAMATION 


MONTANA POWER CO THE 
WASHINGTON WTR PWR CO THE 
MONTANA POWER CO THE 
MONTANA POWER CO THE 
PACIFIC PWR AND LT CO 


BUREAU OF RECLAMATION 
BUREAU OF INDIAN AFFAIRS 
MONTANA POWER CO THE 
MONTANA POWER CO THE 
MONTANA LT AND PWR CO 


IDAHO 


UTAH POWER AND LIGHT CO 
UTAH POWER AND LIGHT CO 
UTAH POWER AND LIGHT CO 
UTAH POWER AND LIGHT CO 
SODA SPRINGS CITY OF 


UTAH POWER AND LIGHT CO 
WASHINGTON WTR PWR CO THE 
WASHINGTON WTR PWR CO THE 
IDAHO POWER CO 

BUREAU OF RECLAMATION 


IDAHO POWER CO 

BUREAU OF RECLAMATION 
ATLANTA POWER CO 
BUREAU OF RECLAMATION 
IDAHO POWER 


IDAHO POWER 
IDAHO POWER 
IDAHO POWER 
IDAHO POWER 
IDAHO POWER 


IDAHO POWER 
IDAHO POWER 
IDAHO POWER 
IDAHO POWER 
IDAHO POWER 


IDAHO POWER 

BUREAU OF RECLAMATION 
IDAHO POWER CO 

UTAH POWER AND LIGHT CO 
IDAHO FALLS CITY OF 


IDAHO FALLS CITY OF 
IDAHO FALLS CITY OF 
FALL RIVER RURAL EL COOP 
UTAH POWER AND LIGHT CO 
UTAH POWER AND LIGHT CO 


PONDS LODGE INC 

BUREAU OF RECLAMATION 
WASHINGTON WTR PWR CO THE 
CORPS OF ENGINEERS 
WASHINGTON WTR PWR CO THE 


NAME OF PLANT 


SFA ON 
EAGLE PASS 

~-LAKE WALK 

~ DEVILS LAKE 
RED BLUFF 


Is DENISON 


MYSTIC LAKE 
FORT PECK 
tMORONY 
TRYAN 
TCOCHRANE 


tRAINBOW 
tBLACK EAGLE 
THOLTER 
THAUSER LAKE 
CANYON FERRY 


TMADISON NO 2 
tNOXON RAPIDS 
tTHOMPSON FALLS 
TtKERR 

BIG FORK 


HUNGRY HORSE 
BIG CREEK 
MILLTOWN 
tFLINT CREEK 
TROY 


TONEIDA 

COVE 

GRACE 

TSODA 

SODA SPRINGS 


| +PARIS 


+ LEWISTON 

TGRANGEVILLE 

TBROWNLEE 
BLACK CANYON 


CASCADE 

BOISE DIVERSION 

ATLANTA 

ANDERSON RANCH 
TSWAN FALLS 


LOWER MALAD 
UPPER MALAD 
Te STRIKE 
BLISS 
TLOWER SALMON 


UPPER SALMON A 
UPPER SALMON B 
THOUSAND SPRINGS 
CLEAR LAKE 
SHOSHONE FALLS 


TtTWIN FALLS 
MINIDOKA 
AMERICAN FALLS 

tMALAD CITY 
LOWER HYDRO NO 4 


Clay 

UPPER 

TETON RIVER 
ST ANTHONY 
ASHTON 


tPONDS LODGE 
PALISADES 
POST FALLS 
ALBENI FALLS 
tCABINET GORGE 


RIO GRANDE CANAL 
DEVILS 
DEVILS 
PECOS 


RED 


W ROSEBUD CR 
MISSOURI 
MISSOURI 
MISSOURI 
MISSOURI 


MISSOURI 
MISSOURI 
MISSOURI 
MISSOURI 
MISSOURI 


MADISON 
CLARK FORK 
CLARK FORK 
FLATHEAD 
SWAN 


S FK FLATHEAD 
BIG CR 

CLARK FORK 
FLINT CR 

LAKE CR 


BEAR 
BEAR 
BEAR 
BEAR 
SODA CR 


PARIS CR 
CLEARWATER 

S FK CLEARWATER 
SNAKE 

PAYETTE 


NOFR, PAYETTE 
BOISE 

M FK BOISE 

S FK BOISE 
SNAKE 


MALAD 
MALAD 
SNAKE 
SNAKE 
SNAKE 


SNAKE 
SNAKE 
SPRINGS 
SPRINGS 
SNAKE 


SNAKE 
SNAKE 
SNAKE 
BIRCH CR 
SNAKE 


SNAKE 
SNAKE 
TETON 
HENRYS FORK 
HENRYS FORK 


BUFFALO 
SNAKE 
SPOKANE 

PEND OREILLE 
CLARK FORK 


50 


INSTALLED 
CAPACITY 2/ 


390 988 


1124 728 


285 000 


360 
040 
100 
500 


830 


AVERAGE 

ANNUAL 
GENERATION 
1,000 KWH 


500 


TABLE 4 (Contd) - EXISTING By Geographic Divisions and States 


DIVISION AND STATE 


NAME OF OWNER 


IDAHO 


(CONTINUED) 


BONNERS FERRY VILLAGE OF 
BONNERS FERRY VILLAGE OF 


WYOMING 


(Eye) 4 |i 3 SAY) SA) SMU actt TASS, thi Ay 


an 


BUREAU 
BUREAU 
BUREAU 
BUREAU 
BUREAU 


BUREAU 
PACIFIC POWER AND LT CO 
BUREAU OF RECLAMATION 
BUREAU OF RECLAMATION 
BUREAU OF RECLAMATION 


LOWER VAL 
LOWER VAL 


LOWER VAL 
LOWER VAL 


COLORADO 


OF RECLAMATION 
OF RECLAMATION 
OF RECLAMATION 
OF RECLAMATION 
OF RECLAMATION 


OF RECLAMATION 


BUREAU OF RECLAMATION 
NATIONAL PARK SERVICE 
UTAH POWER AND LIGHT 
PwR AND LT 
PWR AND LT 


PWR AND LT 
PWR AND LT 


NAME OF PLANT 


TMOYIE NO 2 
TMOYIE NO 1 


GUERNSEY 
GLENDO 

ALCOVA 

FREMONT CANYON 
KORTES 


SEMINOE 
BUFFALO 

HEART MOUNTAIN 
SHOSHONE 
BOYSEN 


PILOT BUTTE 
MAMMOTH 
TCOKEVILLE 
SALT RIVER 
TSTRAWBERRY 


TAFTON LOWER 
TAFTON UPPER 


COLORADO SPRINGS CITY OF 
COLORADO SPRINGS CITY OF 
SOUTHERN COLORADO PWR CO 
PUB SERV CO OF COLORADO 
PUB SERV CO OF COLORADO 


AO Ot Ohi: 


LOVELAND CITY OF 

BUREAU RECLAMATION 
BUREAU RECLAMATION 
BUREAU RECLAMATION 
BUREAU RECLAMATION 


M 
F 
F 
F 
F 


BUREAU RECLAMATION 
TOWN OF ESTES PARK 
LONGMONT CITY OF 

PUBLIC SERVICE CO OF COLO 
FALL RIVER POWER CO 


OPO rey ent 


PUB SERV CO OF COLORADO 
WESTERN COLGRADO P CO THE 
LA PLATA ELEC ASSN INC 
WESTERN COLORADO P CO THE 
REDLANDS WATER AND PwR CO 


OS) Ul U, 


WESTERN COLORADO P CO THE 
BUREAU OF RECLAMATION 
BUREAU OF RECLAMATION 
BUREAU OF RECLAMATION 
ASPEN ELECTRIC DEPT 


Sean) am a! 


PUBLIC SERVICE CO OF COLO 
NEW JERSEY ZINC CO 

BUREAU OF RECLAMATION 
DENVER CITY AND COUNTY 


=znNev 


NEW MEXICO 


SOUTHWESTERN PUB SERV CO 
BUREAU OF RECLAMATION 


ARIZONA 


SALT R PROJ AG IMP P DIST 
SALT R PROJ AG IMP P DIST 
ARIZ PUBLIC SERVICE CO 
ARIZ PUBLIC SERVICE CO 
SALT R PROJ AG IMP P DIST 


= 0 0 == 


SALT R PROJ AG IMP P DIST 
SALT R PROJ AG IMP P DIST 
SAG i PROIJTAG IMP P DSi 
BUREAU OF INDIAN AFFAIRS 
BUREAU OF RECLAMATION 


Su Weekes 


aol 


BUREAU OF RECLAMATION 


SEE FOOTNOTES AT END OF TABLE. 


MANITOU SPRINGS 
RUXTON PARK 
SKAGUAY 

SALIDA HYDRO NO 2 
SALIDA HYDRO NO 1 


LOVELAND 

BIG THOMPSON 
FLATIRON 3/ 
POPES TIES 
ESTES 


MARYS LAKE 
ESTES PARK 
LONGMONT 
BOULDER CANYON 


TFALL RIVER 


GEORGETOWN 


+t TACOMA 


PAGOSA SPRINGS 


TNEW AMES 


REDLANDS 


TOURAY 


GRAND VALLEY 
LOWER MOLINA 
UPPER MOLINA 
ASPEN 


SHOSHONE 

EAGLE 

GREEN MOUNTAIN 
WILLIAMS FORK 


CARLSBAD 
ELEPHANT BUTTE 


CROSS CUT 
SOUTH CONSOL 


+CHILDS 
FIRVING 


STEWART MOUNTAIN 


MORMON FLAT 
HORSE MESA 
ROOSEVELT 
COOLIDGE 
DAVIS 


HOOVER # 


NORTH PLATTE 
NORTH PLATTE 
NORTH PLATTE 
NORTH PLATTE 
NORTH PLATTE 


NORTH PLATTE 
CLEAR CR 
SHOSHONE 
SHOSHONE 
BIGHORN 


WIND 

GARDINER 

PINE CR 

SALT 
STRAWBERRY CR 


SWIFT CR 
SWIFT CR 


RUXTON CR 
RUXTON CR 
BEAVER CR 
ARKANSAS 
ARKANSAS 


THOMPSON 

BIG THOMPSON 

COLO BIG THOM DIV 
COLO BIG THOM DIV 
COLO BIG THOM DIV 


COLO BIG THOM DIV 
FALL 

ST VRAIN CR 
MIDDLE BOULDER CR 
FALL 


SOUTH CLEAR CR 
ANIMAS 

SAN JUAN 

LAKE FORK 
GUNNISON 


UNCOMPAHGRE 
COLORADO 

COLBRAN PIPELINE 
COLBRAN PIPELINE 


_CASTLE MAROON CR 


COLORADO 

FALL CR 

BLUE 

WILLIAMS FORK 


PECOS 
RIO GRANDE 


CROSS CUT CANAL 
CONSOLIDATED CAN 
FOSSIL-CR DIV 
FOSSIL CR 

SALT 


SALT 
SALT 
SALT 
GILA 
COLORADO 


COLORADO 


ot 


INSTALLED 
CAPACITY 2/ 


KW 


000 
800 
400 
600 
400 


000 
30 000 
LON29 0) 


10 000 
220.0... 
667 500 


919 990 


AVERAGE 

ANNUAL 
GENERATION 
1,000 KWH 


USABLE 

POWER 
STORAGE 
1,000 AC-F 


GROSS 
STATIC 
HEAD 
FT. 


SEE FOOTNOTES AT END OF TABLE. 


TABLE 4 (Contd) - EXISTING By Geographic Divisions and States 


DIVISION AND STATE 


NAME OF OWNER 


UTAH 


UTAH POWER AND LIGHT CO 
UTAH POWER AND LIGHT CO 
HYRUM CITY CORP 

UTAH STATE AGR COLLEGE 
UTAH POWER AND LIGHT CO 


LOGAN CITY OF 

UTAH POWER AND LIGHT CO 
BRIGHAM CITY CORPORATION 
UTAH POWER AND LIGHT CO 
UTAH POWER AND LIGHT CO 


UTAH POWER AND LIGHT CO 
BUREAU OF RECLAMATION 
BUREAU OF RECLAMATION 
UTAH POWER AND LIGHT CO 
UTAH POWER AND LIGHT CO 


UTAH POWER AND LIGHT 
MURRAY CITY OF 

UTAH POWER AND LIGHT 
UTAH POWER ANU LIGHT 
UTAH POWER AND LIGHT 


BUREAU OF RECLAMATION 
UTAH POWER AND LIGHT CO 
HEBER LIGHT AND PWR PLANT 
HEBER LIGHT AND PWR PLANT 
SPRINGVILLE MUN CORP 


SPRINGVILLE MUN CORP 
SPRINGVILLE MUN CORP 
STRAWBERRY WTR USERS ASSN 
STRAWBERRY wTR USERS ASSN 
STRAWBERRY WTR USERS ASSN 


UTAH POWER AND LIGHT CO 
PAROWAN CITY CORPORATION 
PAROWAN CITY CORPORATION 
BEAVER CITY CORPORATION 
UTAH POWER AND LIGHT CO 


UTAH POWER AND LIGHT CO 
MANTI CITY LIGHT AND PWR 
EPHRAIM CITY OF 

EPHRAIM CITY OF 

MT PLEASANT CITY CORP 


MT PLEASANT CITY CORP 
FAIRVIEW CITY CORP 

UTAH POWER AND LIGHT CO 
MONROE CITY CORP 

MONROE CITY CORP 


CALIF PACIFIC UTIL CO 
CALIF PACIFIC UTIL CO 
CALIF PACIFIC UTIL CO 
ST GEORGE CITY CORP 

CALIF PACIFIC UTIL CO 


GARKANE POWER ASSN INC 
GARKANE POWER ASSN INC 
UINTAH POWER AND LIGHT CO 
MOON LAKE ELEC ASSN INC 
UTAH POWER AND LIGHT CO 


BUREAU OF RECLAMATION 


NEVADA 


SIERRA PACIFIC POWER CO 
SIERRA PACIFIC POWER CO 
SIERRA PACIFIC POWER CO 
TRUCKEE CARSON IRR DIST 
TRUCKEE CARSON IRR DIST 


CORD EL 

NEVADA POWER CO 

WELLS RURAL ELECTRIC CO 
KENNECOTT COPPER CORP 
BUREAU OF RECLAMATION 


MOUNTAIN TOTAL 


NAME OF PLANT 


CUTLER 

HYRUM 
THYRUM 

LOGAN 
TLOGAN 


LOGAN CITY 
SWAN CREEK 
BRIGHAM CITY 
PIONEER 
RIVERDALE 


TWEBER 

GATEWAY 

WANSHIP 

TUPPER MILL CREEK 
GRANITE 


TSTAIRS 

HYDRO 

tALPINE 

TUPPER AMERICAN F 
OLMSTEAD 


CEER CREEK 
SNAKE CREEK 
tSNAKE CREEK 
HEBER 

SPRING CREEK 


HOBBLE CREEK 
BARTHOLOMEW 
LOWER 
UPPER 
PAYSON 


TtSANTAQUIN 
tPAROWAN 
PARAGONAH 
TBEAVER 
TLOWER BEAVER 


TUPPER BEAVER 

TtMANTI 

TEPHRAIM NO 1 

TEPHRAIM NO 2 
LOWER 


UPPER 

UPPER AND LOWER 
FOUNTAIN GREEN 
TLOWER MONROE 
TUPPER MONROE 


GUNLOCK NO 1 
VEYO NO 3 

VEYO NO 2 

ST GEORGE 

LA VERKIN NO 4 


TtBOULDER CREEK 
TORREY 

TUINTAH 

TYELLOWSTONE 
VERNAL 


FLAMING GORGE 


WASHOE 

VERDI 

FLEISH 

26 FOOT DROP 
LAHONTAN 


mMenR GPE i 
LAMOILLE 
WELLS NO 1 
MCGILL 
HOOVER # 


AVERAGE 

ANNUAL 
GENERATION 

KW 1,000 KWH 


USABLE 
POWER 


INSTALLED 
CAPACITY 2/ 


BEAR 
BLACKSMITH FORK 
DLACKSMITH FORK 
LOGAN 
LOGAN 


LOGAN 

SWAN CR 

bOX ELDER CR 
OGDEN 

WEBER 


WEBER 

WEBER 

WEBER 

MILL CR 

BIG COTTONWOOD C 


BIG COTTONWOOD C 
LIT COTTONWOOD C 
DRY CR 

AMERICAN FORK 
PROVO 


PROVO 
SNAKE CR 
SNAKE CR 
PROVO 
SPRING CR 


HOBBLE CR 
SARTHOLOMEW CR 
SPANISH FORK 
SPANISH FORK 
PETEETNEET CR 


SUMMIT CR 
CENTER CR 
RED CR 
BEAVER 
BEAVER 


BEAVER 
MANTI CR 
GIN? Ig: 
CLIN GER 
PLEASANT CR 


PLEASANT CR 
COTTONWOOD CR 
BIG SPRINGS 
MONROE CR 
MONROE CR 


SANTA CLARA 
SANTA CLARA 
SANTA CLARA 
COTTONWOOD CR 
VIRGIN 


BOULDER CR 
FREMONT 

UINTAH 
YELLOWSTONE CR 
ASHLEY CR 


GREEN 


TRUCKEE 500 
TRUCKEE 400 
TRUCKEE 000 
CARSON 800 
CARSON 400 


EE TOY ACR 200 
LAMOILLE CR 200 
SALMON FALLS 120 
DUCK VALLEY CR 840 
COLORADO 672 500 


682 960 


4 844 586 
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TABLE 4 (Contd) - EXISTING By Geographic Divisions and States 


DIVISION AND STATE 


NAME OF OWNER 


PACIFIC 
WASHINGTON 


PUGET SOUND PWR AND LT 
PUGET SOUND PWR AND LT 
LONE STAR CEMENT CORP 
LONE STAR CEMENT CORP 
PUGET SOUND PWR AND LT 


Urm UU 


SEATTLE DEPT OF LIGHTI 
SEATTLE DEPT OF LIGHTI 
SEATTLE DEPT OF LIGHTI 
SEATTLE DEPT OF LIGHTI 


70) se oe 


SEATTLE DEPT OF LIGHTI 
PUGET SOUND PWR AND LT 
PUGET SOUND PWR AND LT 
CENTRALIA CITY OF 


thin « le « ibe a 


TACOMA DEPT OF PUB UTI 
TACOMA DEPT OF PUB UTI 
NATIONAL PARK SERVICE 
TACOMA CITY OF 
TACOMA CITY OF 


Be AE rr OB 


CROWN ZELLERBACH CORP 
CROWN ZELLERBACH CORP 
QUINAULT LIGHT COMPANY 
TACOMA CITY OF 

PACIFIC PWR AND LT 


VEN 


PACIFIC PWR AND LT 
COWLITZ COUNTY PUD 
PACIFIC PWR AND LT 
WESTERN LT AND PWR 
PACIFIC PWR AND LT 


vuvsevV 


CORPS OF ENGINEERS 
CORPS OF ENGINEERS 
BUREAU OF RECLAMATION 
WAPATO IRRIGATION DIST 
WAPATO IRRIGATION DIST 


F 
F 
F 
F 
F 


PACIFIC PWR AND LT CO 
PACIFIC PWR AND LT CO 
BUREAU OF RECLAMATION 
GRANT COUNTY PUD NO 2 
GRANT COUNTY PUD NO 2 


ee aks 


CHELAN COUNTY PUD NO 1 
SMERH JESSE I 

CHELAN COUNTY PUD NO 1 
CHELAN COUNTY PUD NO 1 
CORPS OF ENGINEERS 


NaS eS 


BUREAU OF RECLAMATION 
WASHINGTON WTR PWR 
WASHINGTON WTR PWR 
WASHINGTON WTR PWR 
WASHINGTON WTR PWR 


vuvdUT|N 


WASHINGTON WTR PWR 
SPOKANE CITY OF 
WASHINGTON WTR PWR CO 
PEND OREILLE MINES MTL 
PEND OREILLE PUD NO 1 


= sa Us 0 


PEND OREILLE PUD NO 1 


OREGON 


LAKE OSWEGO CORP 

PORTLAND GENERAL ELEC 
PORTLAND GENERAL ELEC 
PORTLAND GENERAL ELEC 
PORTLAND GENERAL ELEC 


PORTLAND GEN EL CO ET 
MCMINNVILLE CITY OF 

PORTLAND GEN EL CO ET 
PORTLAND GEN EL CO ET 
PACIFIC PwR AND LT CO 


SEE FOOTNOTES AT END OF TABLE. 


co 
co 


co 


NG 
NG 
NG 
NG 


PUGET SOUND PWR AND LT CO 


PUGET SOUND PWR AND LT CO 


NG 
co 
co 


LS 
ES 


THE 
THE 
THE 
THE 


THE 


Toe 
jae) 


NAME OF PLANT 


NOOKSACK 
FLOWER BAKER 
BEAR CREEK NO 
BEAR CREEK NO 
TUPPER BAKER 


NEWHALEM 
TGORGE 

TDIAELO 

tROSS 
SNOQUALMIE NO 


SNOQUALMIE NO 
CEDAR FALLS 
WHITE RIVER 
ELECTRON 

YELM 


tLA GRANDE 
TALDER 
LONGMIRE 
CUSHMAN NO 2 
CUSHMAN NO 1 


ELWHA 

+GLINES CANYON 
tQUINAULT 
tMAYFIELD 
TERWIN 


TYALE 
TSWIFT NO 2 
tSWIFT NO 1 
WASHOUGAL 
CONDIT 


THE DALLES 
ICE HARBOR 
CHANDLER 
DROP NO 2 
DROP NO 3 


NACHES HYDRO 
NACHES DROP 
ROZA 
PRIEST RAPIDS 
tWANAPUM 


tROCK ISLAND 
TTRINITY 
TROCKY REACH 
t+ CHELAN 

CHIEF JOSEPH 


GRAND COULEE 
LUTE FALES 
LONG LAKE 
NINE MILE 
MONROE STREET 


UPPER FALLS 

UP RIVER 

MEYERS FALLS 

METALINE FALLS 
+tBOxX CANYON 


DALKENA 


LAKE OSWEGO 

RIVER MILL 

FARADAY 
tNORTH FORK 
TOAK GROVE 


TWHEEAMETTE ELS 3 
MCMINNVILLE 

TWILLAMETTE FLS 2 

TWILLAMETTE FLS 1 
STAYTON 


NOOKSACK 
BAKER 


S FK BEAR CREEK 
N FK BEAR CREEK 


BAKER 


NEWHALEM CR 
SKAGIT 
SKAGIT 
SKAGIT 
SNOQUALMIE 


SNOQUALMIE 
CEDAR 
WHITE 
PUYALLUP 
NISQUALLY 


NISQUALLY 
NISQUALLY 
PARADISE 


N FK SKOKOMISH 
N FK SKOKOMISH 


ELWHA 
ELWHA 
ZEIGLER CR 
COWLITZ 


‘LEWIS 


LEWIS 
LEWIS 
LEWIS 
MCCLUSKY CR 
WHITE SALMON 


COLUMBIA 
SNAKE 
YAKIMA 
YAKIMA 
YAKIMA 


NACHES 
NACHES 
YAKIMA 
COLUMBIA 
COLUMBIA 


COLUMBIA 
PHELPS CR 
COLUMBIA 
CHELAN 

COLUMBIA 


COLUMBIA 
SPOKANE 
SPOKANE 
SPOKANE 
SPOKANE 


SPOKANE 
SPOKANE 
COLVILLE 
PEND OREILLE 
PEND OREILLE 


CALISPELL CR 


WILLAMETTE 
CLACKAMUS 
CLACKAMUS 
CLACKAMUS 
CLACKAMUS 


WILLAMETTE 
BAKER CR 
WILLAMETTE 
WILLAMETTE 
NORTH SANTIAM 
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INSTALLED 
CAPACITY 2/ 


KW 


1.944 000. 
ann 0.0.0.0. 


“12 000 
200 


000 
900 
200 
600 


cnn. Quen 0.0.0 
560 


S39) 


AVERAGE 

ANNUAL 
GENERATION 
1,000 KWH 


USABLE 
POWER 


=zvo07nT 


= 


aM OU)! 0) vu; oN STi aM 


as qelelaoyirs 


OO UsO: 2 


p 
p 
p 
p 
I 


nepali licg ae! 


vv vTTDVU 


vu 


DIVISION AND STATE 


NAME OF OWNER 


OREGON (CONTINUED) 


TABLE 4 (Contd) - EXISTING By Geographic Divisions and States 


CORPS OF ENGINEERS 
CORPS OF ENGINEERS 
PACIFIC PWR AND LT CO 
PACIFIC PWR AND LT CO 


EUGENE CITY OF 


EUGENE CITY OF 
EUGENE CITY OF 
EUGENES GIT Y 20m 


CORPS OF ENGINEERS 
CORPS OF ENGINEERS 


CORPS OF ENGINEERS 
PORTLAND GENERAL ELEC 
CORPS OF ENGINEERS 
PACIFIC PWR AND LT CO 
PACIFIC PWR AND LT CO 


PORTLAND GENERAL ELEC CO 


PACIFIC PWR AND LT CO 
PACIFIC PWR AND LT CO 
CALIF PACIFIC UTIL CO 
CORPS OF ENGINEERS 


MILTON FREEWATER EL UTIL 


PACIFIC PWR AND LT CO 


IDAHO POWER CO 


CALIF PACIFIC UTIL 


BAKER CITY OF 


PACIFIC PWR AND 
PACIFIC PWR AND 
PACIFIC PWR AND 
PACIFIC PWR AND 
PACIFIC PWR AND 


PACIFIC PWR AND 
PACIFIC PWR AND 
PACIFIC PWR AND 
PACIFIC PWR AND 
IDEAL CEMENT CO 


PACIFIC PWR AND 
ASHLAND CITY OF 


BUREAU OF RECLAMATION 


PACIFIC PWR AND 
PACIFIC AND 


PACIFIC AND 
PACIFIC AND 
PACIFIC AND 
PACIFIC AND 
PACIFIC AND 


PACLETC AND 


NAME OF PLANT 


BIG CLIFF RRG 
DETROIT 
ALBANY 
LEBANON 
WALTERVILLE 


LEABURG 
+tTRAIL BRIDGE 
+tCARMEN-SMITH 

DEXTER RRG 

LOOKOUT POINT 


HILLS CREEK 
BULL RUN 
BONNEVILLE 
POWERDALE 
TYGH VALLEY 


tPELTON 
CLINE FALLS 
BEND 
tFREMONT 
MCNARY 


MILTON UPPER 
+WALLOWA FALLS 
+OXBOW 
tROCK CREEK 

BAKER 


WINCHESTER 
TSODA SPRINGS 
tSLIDE CREEK 
tTOKETEE FALLS 
tFISH CREEK 


tCLEARWATER NO 2 
TCLEARWATER NO 1 
TLEMOLO NO 2 
TLEMOLO NO 1 
GOLD HILL 


GOLD RAY 
ASHLAND 

GREEN SPRINGS 
EAGLE POINT 
PROSPECT NO 3 


PROSPECT NO 
PROSPECT NO 
PROSPECT NO 
tJOHN C BOYLE 
TWEST SIDE 


TEAST SIDE 


NORTH SANTIAM 
NORTH SANTIAM 
SOUTH SANTIAM 
SOUTH SANTIAM 
MCKENZIE 


MCKENZIE 
MCKENZIE-SMITH 
MCKENZIE 
M FK WILLAMETTE 
M FK WILLAMETTE 


M FK WILLAMETTE 
BULL RUN DIV 
COLUMBIA 

HOOD 

WHITE 


DESCHUTES 
DESCHUTES 
DESCHUTES 
LOST CR 

COLUMBIA 


WALLA WALLA 

E FK WALLOWA 
SNAKE 

ROCK CR 
GOODRICH LAKE 


~ NORTH UMPQUA 


NORTH UMPQUA 
NORTH UMPQUA 
NORTH UMPQUA 
NORTH UMPQUA 


CLEARWATER 
CLEARWATER 
NORTH UMPQUA 
NORTH UMPQUA 
ROGUE 


ROGUE 
ASHLAND CR 
EMIGRANT CR 
ET TEE BUnE 
S FK ROGUE 


N FK ROGUE 
N FK ROGUE 
N FK ROGUE 
KLAMATH 
KLAMATH 


LINK 


INSTALLED 


CAPACITY 2/ 


KW 


AVERAGE 
ANNUAL 

GENERATION 
1,000 KWH 


USABLE 
POWER 


SNe ec sc 


3 ze 
tC Goncs Cie © 


oo 


$ 
W 
oo 


CALIFORNIA 


SIERRA PACIFIC POWER CO FARAD 
SOUTHERN CALIF EDISON CO #RUSH CREEK 
SOUTHERN CALIF EDISON CO tPOOLE LEEVINING CR 
SOUTHERN CALIF EDISON CO TMILL CREEK MILL CR 

LOS ANGELES DEPT AND FRANKLIN CANYON LOS ANGELES AQDU 


TRUCKEE 
RUSH CR 


LOS ANGELES DEPT AND 
LOS ANGELES DEPT AND 
LOS ANGELES DEPT AND 
LOS ANGELES DEPT AND | 


SAN FERNANDO LOS ANGELES AQDU 
S FRANCISQUITO 2 LOS ANGELES AQDU 
S FRANCISQUITO 1 LOS ANGELES AQDU 
HAIWEE LOS ANGELES AQDU 


LOS ANGELES DEPT 


LOS ANGELES DEPT 
LOS ANGELES DEPT 


AND 


AND 
AND 


COTTONWOOD NO 3 


DIVISION CR 
BIG PINE NO 3 


COTTONWOOD CR 


DIVISION CR 
BIG PINE CR 


SOUTHERN CALIF EDISON 
SOUTHERN CALIF EDISON 
SOUTHERN CALIF EDISON 


BISHOP CR 
TBISHOP CR 
tBISHOP CR 


BISHOP CR 
BISHOP CR 
BISHOP CR 


SOUTHERN CALIF EDISON 
SOUTHERN CALIF EDISON 
DAWSON MARGARET P 

LOS ANGELES DEPT W AND P 
LOS ANGELES DEPT W AND P 


TBISHOP CR 
tBISHOP CR BISHOP CR 
tWHITE MOUNTAIN MILNER. CR 
PLEASANT VALLEY OWENS 
CONTROL GORGE OWENS 


BISHOP CR 


SEE FOOTNOTES AT END OF TABLE. 


54 


TABLE 4 (Contd) - EXISTING By Geographic Divisions and States 


INSTALLED 
CAPACITY 2/ 


AVERAGE 
ANNUAL 

GENERATION 

KW 1,000 KWH 


USABLE 
POWER 


DIVISION AND STATE 
NAME OF PLANT 
NAME OF OWNER 


CALIFORNIA (CONTINUED) 


LOS ANGELES DEPT W AND P 
LOS ANGELES DEPT wW AND P 
SWANSON MINING CORP 
BUREAU OF RECLAMATION 
PACIFIC GAS AND ELEC CO 


MIDDLE GORGE 
UPPER GORGE 
TSALYER 
LEWISTON 
tJUNCTION CITY 


OWENS 

OWENS 

TRINITY 

TRINITY 

CANYON CREEK DIV 


UNAS = 


PACIFIC PWR AND jae) 
PACIFIC PWR AND 
PACIFIC PWR AND 
PACIFIC PwR AND 
PACIFIC GAS AND 


TIRON GATE 
FALL CREEK 
TCOPCO NO 2 
tCOPCO NO 1 
TPOTTER VALLEY 


KLAMATH 
FALL CR 
KLAMATH 
KLAMATH 
S FK EEL DIV 


OO Or" 


BUREAU OF RECLAMATION 
BUREAU OF RECLAMATION 
PACIFIC GAS AND ELEC CO 
SACRAMENTO M U D 
PACIFIC GAS AND ELEC CO 


NIMBUS 

FOLSOM 
TAMERICAN RIVER 
tCAMINO 
TEL DORADO 


AMERICAN 
AMERICAN 

S FK AMERICAN 
SILVER CREEK DIV 
S FK AMERICAN 


20) mea seth 
Shi eat ar ten 


SACRAMENTO M U D TJAYBIRD 
PACIFIC GAS AND ELEC WISE 
PACIFIC GAS AND ELEC HALSEY 
PACIFIC GAS AND ELEC DUTCH FLAT 
PACIFIC GAS AND ELEC ALTA 


SILVER CR 
AUBURN RAVINE 
DRY CR 


mie Fay u im 0 Bin 9 fone 
Ge OGG 


TDRUM NO 1 YUBA DIV 
TDEER CREEK CR 
TNARROWS 

tTSPAULDING NO YUBA 
tSPAULDING NO YUBA 


PACIFIC GAS AND ELEC 
PACIFIC GAS AND ELEC 
PACIFIC GAS AND ELEC 
PACIFIC GAS AND ELEC 
PACIFIC GAS AND ELEC 


Vi UO 7 v. 


PACIFIC GAS AND ELEC 
PACIFIC GAS AND ELEC 
PACIFIC GAS AND ELEC 
OROVILLE WYANDOTTE I 
OROVILLE WYANDOTTE 1 


TSPAULDING NO ; YUBA 
COLGATE YUBA 
tBULLARDS BAR YUBA 
PTRELEYSRIDGE FEATHER 
tFOREESTOWN FEATHER 800 


FEATHER 52 200 
EAGLE CR 300 


M MIOCENE CAN 800 
N FK FEATHR 1 600 
FEATHER 52.800 


a= 0 OO 


OROVILLE WYANDOTTE I 
GRAEAGLE LAND & WATER CO 
PACIFIC GAS AND ELEC 
PACIFIC GAS AND ELEC 
PACIFIC GAS AND ELEC 


tWOODLEAF 

TGRAEAGLE 
COAL CANYON 
LIME SADDLE 
BIG BEND 


M 
I 
p 
p 
p 


PACIFIC GAS AND ELEC TPOE 

PACIFIC GAS AND ELEC TCRESTA 

PACIFIC GAS AND ELEC TROCK CREEK 
PACIFIC GAS AND ELEC TBUCKS CREEK 
PACIFIC GAS AND ELEC TCARIBOU NO 1 & 2 


FEATHER 
FEATHER 
FEATHER 
FEATHER 
FEATHER 


vv v~vv0vU 


tBUTT VALLEY 
HAMILTON BRANCH 
CENTERVILLE 
NEW DESABLA 
COLEMAN 


CREEK 
HAMILTON BRANCH 
BUTTE CREEK 
W BR N FK FEATHR 
BATTLE CR 


PACIFIC GAS AND ELEC 
PACIFIC GAS AND ELEC 
PACIFIC GAS AND ELEC 
PACIFIC GAS AND ELEC 
PACIFIC GAS AND ELEC 


modem 8s ohea 2) 


SEB BALILE CR 
S FK BATTLE ER 
MILLSEAT CR 
S FK COW CREEK 
N FK COW CR 


PACIFIC GAS AND ELEC 
PACIFIC GAS AND ELEC 
PACIFIC GAS AND ELEC 
PACIFIC GAS AND ELEC 
PACIFIC GAS AND ELEC 


INSKIP 
SOUTH 
VOLTA 
COW CREEK 
KILARC 


vvv0UN0v 


BUREAU OF RECLAMATION CLEAR CREEK PH TRINITY R DIV 
BUREAU OF RECLAMATION KESWICK SACRAMENTO 
BUREAU OF RECLAMATION SHASTA SACRAMENTO 
PACIFIC GAS AND ELEC TPIT NO 5 Pid 


PACIFIC GAS AND ELEC TPIT NO 4 PU F 


SOOO Stn 


PACIFIC GAS AND ELEC TPIT NO 3 Pash 
PACIFIC GAS AND ELEC HAT CREEK NO HAT CR 
PACIFIC GAS AND ELEC HAT CREEK NO HAT CR 
PACIFIC GAS AND ELEC Pr eNOmL FALL DIV 


x=ZvvvV 


PACIFIC GAS 
PACIFIC GAS 
PACIFIC GAS 
PACIFIC GAS 
PACIFIC GAS 


FO OO) FO: 


OAKDALE S S$ 
PACIFIC GAS 
PACIFIC GAS 
PACIFIC GAS 
PACIFIC GAS 


Bt) CO 


AND 
AND 
AND 
AND 
AND 


ELEC 
BEEC 
ELEC 
ELEC 
BREE 


JOAQUIN I 


AND 
AND 
AND 
AND 


EREGC 
EEEGC 
EEEC 
ELEC 


SEE FOOTNOTES AT END OF TABLE. 


EAST BAY MUN UTIL DIST 


co 
co 
ae) 
co 
co 


D 
co 
co 
co 
‘S(o) 


PARDEE 


TNEW ELECTRA 
tTWEST POINT 

TTIGER CREEK 
TSALT SPRINGS 
TSALT SPRINGS 


TTULLOCH 
TMELONES 
ANGELS 
TMURPHYS 

PHOENIX 


MOKELUMNE 


MOKELUMNE 
FK MOKELUMNE 
FK MOKELUMNE 
FK MOKELUMNE 
FK MOKELUMNE 


STANISLAUS 
STANISLAUS 
ANGELS CR 


N FK STANSLS DIV 
SRK STANSES: DIV 


a8. 


TABLE 4 (Contd) - EXISTING By Geographic Divisions and States 


DIVISION AND STATE 


NAME OF OWNER 


CALIFORNIA (CONTINUED) 


PACIFIC GAS AND ELEC CO 
PACIFIC GAS AND ELEC CO 
OAKDALE S S JOAQUIN I D 
OAKDALE S S JOAQUIN I D 
TURLOCK MODESTO IRRIG DIS 


ei ave TO 50 


TURLOCK MODESTO IRRIG DIS 
SAN FRANCISCO UTILS COMM 
SAN FRANCISCO UTILS COMM 
SAN FRANCISCO UTILS COMM 
PACIFIC GAS AND ELEC CO 


So ES Sd 


MERCED IRRIG DEST 

NATIONAL PARK SERVICE 
PACIFIC GAS AND ELEC 
PACIFIC GAS AND ELEC 
PACIFIC GAS AND ELEC 


ae fia ofa s Won hes 


PACIFIC GAS AND ELEC 
PACIFIC GAS AND ELEC 
PACIFIC GAS AND ELEC 
SOUTHERN CALIF EDISON 
SOUTHERN CALIF EDISON 


vvTu0NTD 


SOUTHERN CALIF. EDISON 
SOUTHERN CALIF EDISON 
SOUTHERN CALIF EDISON 
SOUTHERN CALIF EDISON 
SOUTHERN CALIF EDISON 


UsOO We 


SOUTHERN CALIF EDISON 

PACIFIC GAS AND ELEC CO 
PACIFIC GAS AND ELEC CO 
PACIFIC GAS AND ELEC CO 
SOUTHERN CALIF EDISON CO 


wv vu UU 


SOUTHERN CALIF EDISON CO 
SOUTHERN CALIF EDISON CO 
SOUTHERN CALIF EDISON CO 
PACIFIC GAS AND ELEC CO 
PACIFIC GAS AND ELEC CO 


Pas Se) ye hae! 


SOUTHERN CALIF EDISON 
SOUTHERN CALIF EDISON 
SOUTHERN CALIF EDISON 
PASADENA CITY OF 

SOUTHERN CALIF EDISON 


aS eae yee) 


SOUTHERN CALIF EDISON 
SOUTHERN CALIF EDISON 
SOUTHERN CALIF EDISON 
SOUTHERN CALIF EDISON 
SOUTHERN CALIF EDISON 


TO SOD: XD) 


SOUTHERN CALIF EDISON 
SOUTHERN CALIF EDISON 
SOUTHERN CALIF EDISON 
SOUTHERN CALIF EDISON 
SOUTHERN CALIF EDISON 


vvUu0UVU 


ESCONDIDO MUTUAL WATER CO 
ESCONDIDO MUTUAL WATER CO 
CALIFORNIA ELEC PWR CO 
CALIFORNIA ELEC PWR CO 
BUREAU OF RECLAMATION 


IMPERIAL IRRIGATION DIST 
IMPERIAL IRRIGATION DIST 
IMPERIAL IRRIGATION DIST 
IMPERIAL IRRIGATION DIST 
BUREAU OF RECLAMATION 


PACIFIC TOTAL 


SEE FOOTNOTES AT END OF TABLE. 


NAME OF PLANT 


TSTANISLAUS 
TSPRING GAP 
TBEARDSLEY 
tDONNELLS 

LA GRANGE 


DON PEDRO 
MOCCASIN CREEK 
EARLY INTAKE 
CHERRY CREEK 
MERCED FALLS 


TEXCHEQUER 
YOSEMITE 
tKERCKHOFF 
twWISHON A G 
TSAN JOAQUIN NO 


TtSAN JOAQUIN NO 
tSAN JOAQUIN NO 
TCRANE VALLEY 
tBIG CREEK NO 
+tBIG CREEK 


tBIG CREEK 
tBIG CREEK 
TBIG CREEK 
TBIG CREEK 
TPORTAL 


TMAMMOTH POOL 
TKINGS RIVER 
+BALCH 
THAAS 

KAWEAH NO 2 


KAWEAH NO 3 

KAWEAH NO 1 
TLOWER TULE 
TTULE RIVER 
TKERN CANYON 


TKERN RIVER 
TBOREL 
KERN RIVER 
TAZUSA 
ONTARIO NO 


SIERRA 
ONTARIO NO 
FONTANA 

REVIVES GCREEK 
MILL CREEK NO 1 


TMILL CREEK NO 2 
TMILL CREEK NO 3 
TSANTA ANA NO 3 
tSANTA ANA NO 2 
TSANTA ANA NO 1 


+RINCON POWER 
+BEAR VALLEY 
+SAN GORGONIO NO 
+ SAN GORGONIO NO 
SIPHON DROP 


DROP NO 4 

DROP NO 3 

DROP NO 2 

PILOT KNOB 
PARKER 


1A 


2 
3 


INSTALLED 
CAPACITY 2/ 


KW 


FK STANISLAUS 
FK STANSLS DIV 
FK STANISLAUS 
FK STANISLAUS 
UOLUMNE 


TUOLUMNE 
TUOLUMNE DIV 
CHERRY CR 
CHERRY CR 
MERCED 


MERCED 

MERCED 

SAN JOAQUIN 
FK wILLOw 
FK wILLOw 


FK WILLOW 
FK WILLOW 
FK wILLOw 
JOAQUIN 
JOAQUIN 


JOAQUIN 
CR 

CR 

CR 

CR 
JOAQUIN 129 360 
N FK KINGS 

N FK KINGS 

N FK KINGS 

KAWEAH 


HEMET n pag A) 


KAWEAH 
KAWEAH 
TULE 

M FK TULE 
KERN 


KERN 

KERN 

KERN 

SAN GABRIEL 
SAN ANTONIO CR 


SAN ANTONIO CR 
SAN ANTONIO CR 
Ly TLEAGR 
EY TEE sGR 
MILL CR 


MILL CR 
MILL CR 
SANTA ANA 
SANTA ANA 
SANTA ANA 


ESCONDIDO CR 
ESCONDIDO CR 
SAN GORGONIO 
SAN GORGONIO 
YUMA CANAL 


ALL AMERICAN 
ALL AMERICAN 
ALL AMERICAN 
ALL AMERICAN 
COLORADO 


4 608 782 


16 345 948 


56 


AVERAGE 

ANNUAL 
GENERATION STORAGE 

1,000 KWH 
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TABLE 4 (Contd) - EXISTING By Geographic Divisions and States 


INSTALLED AVERAGE 

CAPACITY 2/ ANNUAL 
GENERATION 

KW 1,000 KWH 


DIVISION AND STATE 


NAME OF PLANT 
NAME OF OWNER 


ALASKA 
ALASKA 


CHATANIKA TANANA 
EKLUTNA 

COOPER CR 

SAN JUAN LAKE 
HANLEY CREEK 


CHATANIKA PWR CO INC 
BUREAU OF RECLAMATION 
CHUGACH ELEC ASSN INC 

SAN JUAN FISHING & PKG CO 
CALVERT CORPORATION 


tCHATANIKA 
EKLUTNA 
tCOOPER LAKE 
+SAN JUAN 
THANLEY CREEK 


tDAYVILLE 

+SOLOMON GULCH 

+tSKAGWAY DEWEY 
NUGGET CREEK 
240 FOOT 


ALLISON CR 
SOLOMON CR 

DEWEY LAKES 
NUGGET CR 

FISH CREEK DITCH 


DAY MRS O B 

STELLING HARVEY F 
COMMUNITY UTILITIES INC 
A J INDUSTRIES INC 

A J INDUSTRIES INC 


A J INDUSTRIES INC 
ALASKA EL LT AND PWR CO 
A J INDUSTRIES INC 
A J INDUSTRIES INC 
A J INDUSTRIES INC 


ALASKA METALS AND PWR CO 
CHICHAGOF MINING CO 
PELICAN UTILITY CO 

SITKA CITY OF 

ALASKA LMBR PULP CO INC 


PETERSBURG TOWN OF 
KETCHIKAN CITY OF 
KETCHIKAN CITY OF 
METLAKATLA INDIAN COMUNTY 


ALASKA TOTAL 


HAWAII 
HAWAII 


HULOMELEC LT CO 
HELOVELEG LT CO 
ONOMEA SUGAR CO LTD 
HAKALAU SUGAR CO 
PAAUHAU SUGAR CO 


HONOKAA SUGAR CO 
KOHALA SUGAR CO 
KOHALA SUGAR CO 
PIONEER MILL CO LTD 
HAWAIIAN COM & SUG C 


HAWAIIAN COM & SUG C 
MCBRYDE SUGAR CO LTD 
KEKAHA SUGAR CO LTD 
KEKAHA SUGAR CO LTD 
OLOKELE SUGAR CO LTD 


MCBRYDE SUGAR CO LTD 
GROVE FARM CO LTD 

LIHUE PLANTATION CO 
LIHUE PLANTATION CO 


HAWAII TOTAL 


UNITED STATES TOTAL 


pi) 
——————————————— 
——————————SSSSSSSSnns>soe— 


SEE FOOTNOTES AT END OF TABLE. 


SHEEP, GREEK 
GOLD CREEK 


SALMON CREEK NO 1 
SALMON CREEK NO 2 


ANNEX CREEK 


MILL CREEK 
RUST LAKE 
+PELICAN 

+BLUE LAKE 
TPULP MILL 


TBLIND RIVER 


+BEAVER FALLS 


TKETCHIKAN 
PURPLE LAKE 


PUUEO 
WATAU 
ONOMEA 
HAKALAU 
PAAUHAU 


HONOKAA 
UNION 
HAWwI 
KAUAULA 
PAIA 


KEHEKA 
WAINIHA 
WAIMEA 
WAIAWA 
NONPPAHU 


KALAHEO 

GROVE FARM 
LOWER LIHUE 
UPPER LIHUE 


SHEEP CR 

GOLD CR 

LOWER SALMON CR 
UPPER SALMON CR 
ANNEX CR 


MILL CR 

SIMMONS CR 
LISIANSKE INLET 
MEDVETCHA 
MEDVETCHA 


CRYSTAL LAKE 
BEAVER FALLS CR 
KETCHIKAN CR 
PURPLE LAKE 


WAITLUKU 
WAILUKU 
WAILUKU 
WAILUKU 
LOWER HAMAKUA 


LOWER HAMAKUA 


KEHALA DITCH 
KAUAULA 
WAILOA DITCH 


WAILOA DITCH 
WAINIHA 
WATMEA 
WAIMEA 
MAKAWELI 


ALEXANDER RES 
WAIHAHANU 

S FK WAILUA 
WAIHAI 


o7 


40 230 291 


000 
800 


000 
200 
000 
000 


600 


105 600 


201 918 565 


TABLE 4 (Contd) - EXISTING By Geographic Divisions and States 


DIVISION AND STATE INSTALLED AVERAGE 


NA. 


NAME OF PLANT CAPACITY 2/ ANNUAL 


GENERATION 
KW 1,000 KWH 


NAME OF OWNER 


CLASS OF OWNERSHIP: 
F — FEDERALLY-OWNED PLANT. 
P — PRIVATELY-OWNED PLANT. 
M -— NON-FEDERAL PUBLICLY-OWNED PLANT. 
C -— COOPERATIVELY-OWNED PLANT. 
I - INDUSTRIALLY-OWNED PLANT. 


CAPACITIES LISTED INCLUDE MAIN GENERATING UNITS ONLY. SEVERAL PLANTS ALSO HAVE 
AUXILIARY GENERATING CAPACITY. SEE TABLE 6, PAGE 60. 


PLANT ALSO HAS REVERSIBLE GENERATING EQUIPMENT IN ADDITION TO THAT SHOWN. 
SEE DISCUSSION OF PUMPED STORAGE PROJECTS IN THE TEXT. 


PLANT UNDER FPC LICENSE. FOR SEPARATE LISTING OF LICENSED PLANTS BY FPC PROJECT 
NUMBER, SEE TABLE 11, PAGE 143. 


PLANT LOCATED IN TWO STATES. INSTALLED CAPACITY AND GENERATION DIVIDED BETWEEN 
STATES AS LISTED. USABLE POWER STORAGE CAPACITY AND GROSS STATIC HEAD SHOWN ARE 
THE TOTAL FOR THE SITE. 

USABLE POWER STORAGE CAPACITY IS LESS THAN 5,000 ACRE-FEET. 


DATA NOT AVAILABLE. 
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USABLE 
POWER 

STORAGE 
11,000 AC-F 


United States 


New England 
Middle Atlantic 
East North Central 
West North Central 
South Atlantic 
East South Central 
West South Central 
Mountain 

Pacific 

Alaska 

Hawaii 


New England 
Maine 
New Hampshire 
Vermont 
Massachusetts 
Rhode Island 
Connecticut 


Middle Atlantic 
New York 
New Jersey 
Pennsylvania 


East North Central 
Ohio 
Indiana 
Illinois 
Michigan 
Wisconsin 


West North Central 
Minnesota 
Towa 
Missouri 
North Dakota 
South Dakota 
Nebraska 
Kansas 


South Atlantic 
Delaware 
Maryland 
District of Columbia 
Virginia 
West Virginia 
North Carolina 
South Carolina 
Georgia 
Florida 


East South Central 
Kentucky 
Tennessee 
Alabama 
Mississippi 


West South Central 
Arkansas 
Louisiana 
Oklahoma 
Texas 


Mountain 
Montana 
Idaho 
Wyoming 
Colorado 
New Mexico 
Arizona 
Utah 
Nevada 


Pacific 
Washington 
Oregon 
California 

Alaska 


Hawaii 


By Geographic Divisions and States 


TABLE 5 - INSTALLED CAPACITY AND AVERAGE ANNUAL GENERATION 
OF EXISTING UTILITY AND INDUSTRIAL HYDROELECTRIC PLANTS 


JANUARY 1, 1964 


Installed capacity 


Utiltttes 


39,494,345 


1,234,581 
4,129,604 
817,899 
2,244,588 
4,423,590 
4,286,412 
1,124,528 
4,842,988 
16,310,830 
71,125 


8,200 


345 ,086 
396,178 
185,140 
181,132 

2,475 
124,570 


3,727,204 
6,080 
396 , 320 


0 
29,557 
41,07] 

375,040 
372,23] 


149,732 
140,090 
392 ,600 
400 ,000 
917,996 
238,260 

5,910 


0 

271,200 
3,000 
395,407 
101,650 
1,617,685 
936,235 
1,056 ,260 
42,153 


540,617 
1,921,200 
1,824,595 

0 


568,340 
0 


165,400 
390 , 788 


1,261,830 
1,250,265 
212,830 
257,272 
24,630 
979,990 
174,251 
681,920 


8,967,961 
2,736,247 
4,606 ,622 

71,125 


8,200 


kw 
Industrials 


735,946 


262,702 
88,039 
92,743 
42,247 

176,175 

8,000 
200 
1,598 
35,118 
18,437 
10,687 


145 ,963 
45 ,862 
12,195 
40,767 

650 
17,265 


83,025 
2,214 
2,800 


* 3,349 
0 
0 
40,407 
48,987 


Sein tley/ 
300 

0 

0 
8,400 
390 

0 


0 

600 

0 
14,335 
106 ,680 
12,938 
28,106 
13,516 


0 
1,040 


29,958 
3,000 
2,160 

18,437 


10,687 


ae, 


Avg. annual generation 


Uttltttes 


198,548,175 


4,738,500 

25,269 ,000 
3,615,775 

9,576,300 

13,566,200 
18,074,900 
3,144,200 

23,560,200 
96,651,800 
297 ,600 


53,700 


1,715,000 
1,120,300 
770,100 
756,500 
7,100 

369 ,500 


23,431,700 
38 ,000 
1,799,300 


0 

101,400 
199 ,300 
1,636,400 
1,678,675 


822 ,500 
830 ,800 
1,013,000 
1,886 ,000 
3,819,700 
1,184,100 
20,200 


0 
1,321,200 
5,000 
1,048,600 
44] ,200 
4,852,700 
2,508,500 
3,140,500 
248 ,500 


2,472,000 
8,392,000 
7,210,900 

0 


1,331,500 
0 
616,000 
1,196,700 


7,493,600 
7,378,000 
936 ,900 
1,013,300 
97,000 
3,666,100 
711,300 
2,264,000 


57,947,100 
16,640,100 
22,064,600 

297,600 


53,700 


1000 kwh 


Indus trials 
3,370,390 


1,220,770 
433,600 
437,400 
207 ,650 
781 ,350 

20,000 
0 


3,930 
182,850 
30,940 
51,900 


756 ,600 
235 ,300 
58,600 
117,290 
1,080 
51,900 


406 ,200 
10,200 
17,200 


13,700 
0 


0 
161,700 
262 ,000 


172,550 
900 

0 

0 

33 ,000 
1,200 


(o> Wa i =) 


2,550 


169,300 
12,700 
850 
30,940 


51,900 


TABLE 6 - EXISTING HYDROELECTRIC PLANTS HAVING BOTH 
MAIN AND AUXILIARY GENERATING UNITS - JANUARY 1, 1964 


Name of owner 


Tennessee Valley Authority 


Tennessee Valley Authority 


Bureau of Reclamation 


Salta Reseroj. Ag. Imp. P- DIst. 


Corps of Engineers 
Corps of Engineers 
Bureau of Reclamation 


Los Angeles Dept. W. and P. 
Los Angeles Dept. W. and P. 
Edison 
Edison 
Edison 
Edison 
Union Electric Company 


Southern Calif. 
Southern Calif. 
Southern Calif. 
Southern Calif. 


Tennessee Valley Authority 


Corps of Engineers 


Bangor Hydro Electric Co. 


Central Maine Power Co. 


Susquehanna Electric Co. 
Edison Sault Electric Co. 


Corps of Engineers 


Union Electric Co. of Mo. 


Bureau of Reclamation 


Niagara Mohawk Power Corp. 
Niagara Mohawk Power Corp. 
Niagara Mohawk Power Corp. 
Niagara Mohawk Power Corp. 


Carolina Power and Light Co. 
Carolina Power and Light Co. 


Duke Power Company 


Tennessee Valley Authority 


Okla Grand River Dam Authority 
Oreg Corps of Engineers 

Oreg Corps of Engineers 

Oreg Pacific Power and Light Co. 
Oreg Portland General Electric Co. 
Pa. Pennsylvania Power & Light Co. 
Pa. Safe Harbor Wtr. Pwr. Corp. 
SCs Corps of Engineers 

Salbe Duke Power Company 

SaCs Duke Power Company 

SalGe Duke Power Company 

SaGe Duke Power Company 

SG Duke Power Company 

SiGe Duke Power Company 

Tenn. Corps of Engineers 

Tenn Tennessee Valley Authority 
Tenn Tennessee Valley Authority 
Tenn Tennessee Valley Authority 
Tenn Tennessee Valley Authority 
Tenn Tennessee Valley Authority 
Tenn Tennessee Valley Authority 
Tenn Tennessee Valley Authority 
Tenn Corps of Engineers 

Texas Corps of Engineers 

Va. Corps of Engineers 

Wash Bureau of Reclamation 

Wash Chelan County, P.U.D. No. 1 
Wash Corps of Engineers 

Wash Corps of Engineers 

Wash Pacific Power & Light Co. 
Wash Puget Sound Pwr. and Lt. Co. 
Wash Seattle Dept. of Lighting 
Wash Tacoma Dept. of Pub. Utils. 


By States 


Name_of Plant 


Wilson 
Guntersville 
Hoover 1/ 
Roosevelt 
Norfork 

Bull Shoals 
Shasta 

San Fernando 
S. Francisquito 1 
Big Creek No. 4 
Big Creek No. 3 
Big Creek No. 8 
Mammoth Pool 
Keokuk 
Kentucky 

Wolf Creek 
Stillwater 
Harris 
Conowingo 
Carbide 

Table Rock 
Osage 

Hoover 1/ 
Hannawa 
Diamond Island 
Effley Falls 
Trenton Falls 
Tillery 
Walters 
Lookout Shoals 
Fontana 
Pensacola 
Bonneville 
McNary 

Toketee Falls 
Station M 

Hol twood 

Safe Harbor 
Clark Hill 
Rocky Creek 
Great Falls 

99 Islands 
Gaston Shoals 
Boyds Mill 
Saluda 

Dale Hollow 
Pickwick Landing 
Chickamauga 
Ocoee No. 3 
Watts Bar 

Fort Loudon 
Douglas 
Cherokee 
Center Hill 
Denison 

John Kerr 
Grand Coulee 
Rock Island 
The Dalles 
Chief Joseph 
Merwin 

Baker River 
Diablo 

La Grande 


l/ Plants are located in Arizona and Nevada. 
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River 


Tennessee 
Tennessee 
Colorado 
Salt 

North Fork 
White 
Sacramento 
Los Angeles Aqueduct 
Los Angeles Aqueduct 
San Joaquin 
San Joaquin 
San Joaquin 
San Joaquin 
Mississippi 
Tennessee 
Cumberland 
Stillwater 
Kennebec 
Susquehanna 
St. Marys 
White 

Osage 
Colorado 
Raquette 
Black 
Beaver 

W. Canada Cr. 
Yadkin 

Big Pigeon 
Catawba 
Little Tennessee 
Grand 
Columbia 
Columbia 
North Umpqua 
Clackamus 
Susquehanna 
Susquehanna 
Savannah 
Catawba 
Catawba 
Broad 

Broad 

Reedy 
Saluda 

Obey 
Tennessee 
Tennessee 
Ocoee 
Tennessee 
Tennessee 
French Broad 
Holston 
Caney Fork 
Red 

Roanoke 
Columbia 
Columbia 
Columbia 
Columbia 
Lewis 

Baker 
Skagit 
Nisqually 


Installed capacity - kw 


Matn 
generating Auxtltary 


units units 
598,000 750 
97,200 240 
667,500 2,400 
19,290 400 
70 ,000 400 
340 ,000 2,000 
375,000 4,000 
5 ,600 60 
58,125 750 
84 ,000 650 
106 ,500 600 
58,500 350 
129,360 937 
124,800 3,200 
160 ,000 320 
270,000 1,200 
1,950 25 
75,000 1,400 
252,000 2,240 
46,270 1756 
200 ,000 1,400 
172,000 4,200 
672,500 2,400 
7,200 90 
1,200 100 
2,960 30 
23,200 245 
84 ,000 450 
108,000 600 
18,720 650 
202 ,500 100 
86 ,400 500 
518,400 4,000 
980 ,000 6,000 
42,500 50 
19,050 85 
107,200 1,000 
196,000 3,500 
280 ,000 2,000 
24 ,000 400 
24,000 800 
18,000 250 
9,140 125 
960 35 
2,600 70 
54,000 600 
216,000 320 
108,000 240 
27,000 28 
150,000 240 
128,000 240 
112,000 160 
120,000 160 
135,000 800 
70 ,000 1,200 
204 ,000 2,000 
1,944,000 30,000 
212,100 i225 
1,119,000 6 ,000 
1,024,000 4,800 
135,000 1,000 
103,500 450 
120,000 2,400 
64,000 400 


Total 


598,750 
97,440 
669 ,900 
19,690 
70,400 
342 ,000 
379 ,000 
5,660 
58,875 
84,650 
107,100 
58,850 
130,297 
128,000 
160,320 
271,200 
1,975 
76 ,400 
254,240 
48,020 
201 ,400 
176,200 
674,900 
7,290 
1,300 
2,990 
23,445 
84,450 
108,600 
19,370 
202 ,600 
86 ,900 
522 ,400 
986 ,000 
42,550 
19,135 
108 ,200 
199 ,500 
282 ,000 
24,400 
24,800 
18,250 
9,265 
995 
2,670 
54,600 
216,320 
108,240 
27,028 
150,240 
128,240 
112,160 
120,160 
135,800 
71,200 
206 ,000 
1,974,000 
213,325 
1,125 ,000 
1,028,800 
136 ,000 
103,950 
122 ,400 
64,400 


Pela bed ad Se aa Od 
UNe Dee vet COURS ED 
HeveusneOre Le Col nel C 
POWER 


TABLE 7 - ESTIMATED INSTALLED CAPACITY AND AVERAGE ANNUAL GENERATION 
OF 


UNDEVELOPED HYDROELECTRIC POWER SITES - JANUARY 1, 1964 


Drainage 
and 
river basin 


United States 


Hudson Bay 

Great Lakes-St. Lawrence 
North Atlantic 

South Atlantic 

Eastern Gulf 

Western Gulf 

Lower Mississippi River 
Upper Mississippi River 
Ohio River 

Missouri River 

Great Basin 

North Pacific 

South Pacific 

Colorado River 

Alaska 

Hawaii 


Hudson Bay 


Great Lakes-St. Lawrence 

St. Lawrence 

Lake Champlain 

Chateaugay 

Salmon 

St. Regis 

Raquette 

Grass 

Oswegatchie 
Total St. Lawrence 
Lake Ontario 

Black 

Salmon 

Oswego 

Genesee 
Total Lake Ontario 
Lake Erie 

Cattaraugus 

Minor Basins 
Total Lake Erie 
Lake Huron 

Au Sable 
Total Lake Huron 
Lake Michigan 

Manistee 

Grand 

St. Joseph 

Fox 

Menominee 

Minor Basins 
Total Lake Michigan 
Lake Superior 

Sturgeon 

Ontonagon 

St. Louis 

Minor Basins 
Total Lake Superior 


North Atlantic 
St. John 
St. Croix 
Penobscot 
Kennebec 
Androscoggin 
Saco 
Merrimack 
Connecticut 
Housatonic 
Hudson 


Totals by Major Drainages and River Basins 


Installed Avg. annual 


capacity 
kw 


generatton 
1000 kwh 


115,733,891 445,858,440 


0 
1,414,305 
7,902,576 
5,436,423 
3,372,600 
1,154,085 
3,247,000 

577,660 
5,694,883 
9,003,225 

330,750 

38,519,985 
9,904 ,056 
7,284,450 
21,616,893 


275,000 


0 


180,935 
40 ,080 
30,450 

133,100 

183,500 
77,700 
50,880 

696 ,645 


104,300 
46,350 
1,400 
137,160 
289,210 


37,000 
5 ,000 
42,000 


47,500 
47,500 


88,100 
6,700 
7,200 

26,500 

40,900 

31,250 

200 ,650 


45 ,900 
15,000 
10,000 
67,400 
138, 300 


819,700 

4,500 
271,168 
382 ,350 
369,215 
75,610 
313,655 
715,948 
88,200 
572,400 


0 

4,038,700 
18,745,900 
8,600,700 
5,973,800 
2,641 ,400 
8,843,700 
2,459 ,900 
17,211,100 
38,352,200 
1,235,000 
137,910,600 
37,417,700 
28,728,040 
132,399,700 


1,300,000 


0 


487,700 
73 ,800 
64,200 

340,000 

258 ,000 

189,000 

227,300 

1,640,000 


436 ,000 
114,000 

4,000 
420,100 
974,100 


108,000 
8,600 
116,600 


128,500 
128,500 


211,800 
30 ,000 
29,400 
69,900 

175,800 

112,700 

629 ,600 


55,200 
83,000 
57,000 
354,700 
549 ,900 


1,133,000 
27,000 
1,344,000 
1,109,000 
1,153,000 
197,000 
693,800 
1,709,400 
280 ,400 
1,116,800 


62 


Dratnage 
and 
river basin 


North Atlantic (Contd) 
Delaware 
Susquehanna 
Potomac 
Rappahannock 
York 
Minor Basins 


South Atlantic 
James 
Roanoke 
Cape Fear 
Yadkin-Pee Dee 
Santee 
Edisto 
Savannah 
Altamaha 
Minor Basins 


Eastern Gulf 
Apalachicola 
Tombi gbee 
Alabama-Coosa 
Minor Basins 


Western Gulf 
Brazos 
Colorado, Texas 
Rio Grande 
Minor Basins 


Lower Mississippi River 
Red 
Big Black 
Yazoo 
Arkansas 
White 
St. Francis 
Meramec 


Upper Mississippi River 
Mississippi (Main) 
Illinois 
Des Moines 
Iowa 
Rock 
Wisconsin 
Chippewa 
Minor Basins 


Ohio River 
Ohio (Main) 
Tennessee 
Cumberland 
Wabash 
Green 
Kentucky 
Kanawha 
Beaver 
Monongahela 
Allegheny 
Minor Basins 


Missouri River 
Missouri (Main) 
Gasconade 
Osage 
Grand 
Kansas 
Platte 


Installed 
capacity 
kw 


972,600 
2,446 ,560 
723,820 
120,850 
11,000 
15,000 


478,030 
686 ,000 
177,200 
447,700 
1,267,693 
15,000 
1,614,600 
575 ,200 
175,000 


854 ,200 
341 ,350 
2,059 ,950 
117,100 


281,950 
129 ,006 
495,950 
247,185 


905,700 
52,300 

32 ,000 
1,034,100 
1,082 ,400 
72,500 
68,000 


91,900 
77,600 
49,700 
98,800 
28,600 
67,300 
79 ,800 
83,960 


916,200 
845 ,200 
1,079 ,333 
245 ,000 
102 ,000 
31,100 
1,176,950 
100 ,000 
697,000 
249 ,600 
252 ,500 


4,273,900 
90 ,000 
168,100 
18,000 
132,540 
936,125 


Avg. annual 
generatton 


1000 kwh 


2,855,500 
5,096 ,200 
1,768,800 
204 ,000 
31,000 
27,000 


1,161,100 
838 ,000 
521,300 
888 ,900 

1,805,200 

84,000 

1,796 ,700 

1,306 ,000 
199 ,500 


1,583,600 
671,300 
3,508,400 
210,500 


274,000 
360 ,000 
1,435,700 
571,700 


1,976,800 
140 ,000 
121,000 

3,754,900 

2,461 ,000 
119,000 
271 ,000 


323,900 
416 ,000 
248,600 
339 ,000 
150 ,000 
422 ,000 
268,700 
291,700 


4,697,000 
1,858,800 
2,073,200 
780 ,000 
284 ,000 
140,000 
4,969 ,000 
140,000 
1,431 ,000 
371,100 
467,000 


17,355 ,000 
265 ,000 
468,700 

95,000 
458,700 
3,737,000 


TABLE 7 (CONTD) - ESTIMATED INSTALLED CAPACITY AND AVERAGE ANNUAL GENERATION 
OF UNDEVELOPED HYDROELECTRIC POWER SITES - JANUARY 1, 1964 


Totals by Major Drainages and River Basins 


Drainage Installed Avg. annual Dratnage Installed Avg. annual 


and ecapact ty generation and capacity generatton 
river basin kw 1000 kwh river basin kw = «1000 kwh 
Missouri River (Contd) Sacramento (Contd) 
Niobrara 118,060 525,000 Putah 562,800 2,123,000 
Yellowstone 2,944,500 14,024 ,000 American eNsae323 2,828,400 
Sun 20,500 61,000 Feather 2,052 ,600 6,416 ,600 
Gallatin 14,000 66 ,000 West Side Canal 166 ,000 1,300,000 
Madison 97,500 509 ,000 Clear 1,355 ,000 4,500 ,000 
Jefferson 147,000 644 ,000 Pit 406 ,400 1,627,000 
Minor Basins 43,000 143,800 Minor Basins 531,300 2,131,200 
Total Sacramento 6,424 ,623 21,791,200 
Great Basin San Joaquin 
Truckee 46,500 181,000 San Joaquin (Main) 151,000 809 ,000 
Carson Lake 28,200 125,000 Mokelumne 54,000 220 ,000 
Walker Lake 20,500 99 ,000 Calaveras 10,000 56 ,000 
Owens 46 ,400 289 ,000 Stanislaus 533,300 1,729,700 
Great Salt Lake 186,750 531,000 Tuolumne 241,310 1,255,000 
Minor Basins 2,400 10,000 Merced 135,310 547,500 
Minor Basins 30 ,000 140 ,000 
North Pacific Total San Joaquin 1,154,920 4,757,200 
Skagit 1,034,200 4,990,000 Kings 663,500 2,474,300 
Stillaguamish 158,100 894 ,000 Kern 228 ,520 1,277,000 
Snohomish 584,100 2,765,800 Minor Basins 3351133 111,000 
Puyallup 177,500 972,800 
Nisqually 20,300 156,000 Colorado River 
Hood Canal 141,000 661 ,000 Colorado (Main) 5,478,000 20,855 ,000 
Soleduck 17,700 120,000 Gila 144,700 793,940 
Hoh 120,200 781 ,000 All American Canal 9,800 73,000 
Columbia Virgin 12,200 43,500 
Columbia (Main) 10 ,644 ,725 31,833,600 San Juan 343,500 1,568 ,000 
Grays 15,000 60,000 Green 888 ,650 3,368,000 
Cowlitz 1,149,325 4,270,000 Gunnison 294,700 1,319,600 
Lewis 428,500 1,198,500 Minor Basins 112,900 707,000 
Willamette 977,600 4,912,200 
Sandy 86 , 300 551,000 Alaska 
Little White Salmon 30,600 210,000 Noatak 1,345,000 7,090 ,000 
White Salmon 215,400 797,200 Yukon 11,874,380 79,972,000 
Klickitat 111,600 854,000 Kuskokwim 576,000 4,010,000 
Deschutes 717,550 3,870,000 Nushagak 252,400 1,126,000 
Snake 14,534,635 49,985 ,900 Chakachata 711,600 3,844 ,000 
Yakima 183,100 1,133,000 Kodiak Island 100,300 419 ,000 
Wenatchee 378 , 386 1,801,000 Susitna 1,602,800 8,045 ,000 
Chelan 85,300 401,700 Matanuska 80 ,000 440 ,000 
Okanogan 84,000 180,000 Knik 190,000 1,000 ,000 
Spokane 262,450 1,216,000 Copper 2,228,600 13,181,000 
Pend Oreille 4,193,120 12,490,800 Endicott 13,000 70 ,000 
Minor Basins 51,400 224 ,000 Taiya 800 ,000 4,200 ,000 
Total Columbia 34,148,991 115,988,900 Speel 154,000 889 , 300 
Nehalem 102,000 464 ,000 Stikine 122,700 710,000 
Umpqua 343,200 2,326,100 Portland Canal 41 ,500 226 ,000 
Rogue 816,700 3,326,800 Admiralty Island 37 ,000 210,000 
Minor Basins 855,994 4,464,200 Chichagof Island 13,500 71 ,000 
Baranof Island 105,870 563,000 
South Pacific Kupreanof Island 21,600 NA 
Smith 100,000 460 ,000 Revillagigedo Island 101,465 456 ,000 
Klamath 881,500 4,187,000 Prince of Wales Island Sg ae) 190,500 
Mad 117,000 590,000 Minor Basins 1,209 ,428 5 ,686 ,900 
Eel 266,900 1,522,000 
Russian 33,960 248 ,000 Hawaii 
Sacramento Kauai Island 25 ,000 200 ,000 
Sacramento (Main) 216,200 865,000 Minor Basins 250 ,000 1,100,000 
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TABLE 8 - INDIVIDUAL UNDEVELOPED HYDROELECTRIC POWER SITES 
WITH PRINCIPAL CHARACTERISTICS - JANUARY 1, 1964 


By Major Drainages and River Basins 


AVERAGE USABLE 
DRAINAGE AND RIVER BASIN INSTALLED ANNUAL POWER 


CAPACITY 
GENERATION | STORAGE 
NAME OF PROJECT OR SITE KW 1,000 KWH 1,000 AC-FT 


HUDSON BAY MAJOR DRAINAGE 


HUDSON BAY DRAINAGE TOTA 


GREAT LAKES ST LAWRENCE MAJOR DRAINAGE 


ST LAWRENCE RIVER DRAINAGE 


LAKE CHAMPLAIN BASIN 
HIGHGATE MISSISQUOI 
SHELDON SPRINGS MISSISQUOI 
SHELDON SPRINGS MISSISQUOI 
JAY BRANCH JAY BR 
TROY MISSISQUOI 
MILTON LAMOILLE 
EAST GEORGIA LAMOILLE 
BURL INGTON WINOOSKI 
WINOOKKI GORGE 18 WINOOSKI 
BOLTON GORGE WINOOSKI 
HUNTINGTON FALLS OTTER CR 
HUNTINGTON FALLS OTTER CR 
BELDENS OTTER CR 
ROME W BR AUSABLE 
AU SABLE FORKS W BR AUSABLE 
CHERRY PATCH W BR AUSABLE 
KENTS FALLS SARANAC 
CADYVILLE SARANAC 
HIGH FALLS -SARANAC 
TEFT POND SARANAC 
UNION FALLS SARANAC 
UNION FALLS SARANAC 
FRANKLIN FALLS SARANAC 


Pod Pod Feds pred ed od dared Pe 
<~<<~<=<~«<«<<~<<< 


CHATEAUGAY RIVER BASIN 
CHATEAUGAY CHASM CHATEAUGAY 
CHATEAUGAY CHATEAUGAY 
CHATEAUGAY MILL CHATEAUGAY 
SOUTH CHATEAUGAY CHATEAUGAY 
BRAINARDSVILLE CHATEAUGAY 


SALMON RIVER BASIN 

MACOMB SALMON 
MACOMB SALMON 
TITUSVILLE SALMON 
CHASM 


ST REGIS RIVER BASIN 
LOWER PARISHVILLE 
PARISHVILLE 
UPPER PARISHVILLE 
SYLVAN FALLS 
FIVE MILE 
FORT JACKSON 
NICHOLVILLE 
oi REGHS FALEES 


mmmezzete 
PAP A pod rd ae ap A 
<<~<~«<<<~<<«< 


— 980.00 
340 000 


RAQUETTE RIVER BASIN 
SUGAR ISLAND RAQUETTE 29 000 
HANNAWA RAQUETTE y 30 000 
COLTON RAQUETTE o108...000. 
HIGLEY RAQUETTE 2 13 000 
MOOSEHEAD RAPIDS RAQUETTE 66 000 
PIERCEFIELD RAQUETTE 12 000 
258 000 


SEE FOOTNOTES AT END OF TABLE 
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TABLE 8 (Contd) - UNDEVELOPED By Major Drainages and River Basins 


DRAINAGE AND RIVER BASIN 
NAME OF PROJECT OR SITE 


GRASS RIVER BASIN 
PYRITES 
PYRITES 
JACKSON FALLS 
CLARE 
CLARKSBORO 
RAINBOW FALLS 
COPPER ROCKS FLS 


OSWEGATCHIE RIVER 
WEGATCHIE 
NATURAL DAM 
HAILESBORO 
HAILESBORO NO 4 
FOWLER NO 7 
EMERYVILLE 
EMERYVILLE 
COTTON RAPIDS 
OSWEGATCHIE 
SO EDWARDS NO 2 
MADISON CHUTE 


BASIN 


OSWEGATCHIE 
OSWEGATCHIE 
OSWEGATCHIE 
OSWEGATCHIE 
OSWEGATCHIE 
OSWEGATCHIE 
OSWEGATCHIE 
— BR OSWEGATCHIE 
—E BR OSWEGATCHIE 
E BR OSWEGATCHIE 
—E BR OSWEGATCHIE 


ele a RE fee ee mae 


PMT Mod Pa RGD Pah Fa Pe 
x<<<<<<<<«<<< 


INSTALLED 
CAPACITY 
KW 


AVERAGE 
ANNUAL 
GENERATION 
1,000 KWH 


USABLE 
POWER 
STORAGE 
1,000 AC-FT 


a) 
CE Gore iS 


ecee Cer > Cee 


GROSS 
STATIC 
HEAD 
FT: 


ST LAWRENCE RIVER DRAINAGE TOTAL 


LAKE ONTARIO DRAINAGE 


BLACK RIVER BASIN 
GLEN PARK 
FELT SeMELES 
LYONS FALLS 
SHUETOWN 
MILL NO 3 
FOWLERSVILLE 
MOOSE RIVER 


BLACK 
BLACK 
BLACK 
MOOSE 
MOOSE 
MOOSE 
MOOSE 


ne 
Y 
Y 
y 
Y 
Y 
Y, 


a eRe co eh 


SALMON RIVER BASIN 
PULASKI 

“FOX BRIDGE 
CENTERVILLE 
ALTMAR 

LIGHTHOUSE HILL 


SALMON 
SALMON 
SALMON 
SALMON 
SALMON 


OSWEGO RIVER BASIN 
HIGH DAM NO 6 


OSWEGO 


GENESEE RIVER BASIN 
ROCHESTER UPR FLS 
ROCHESTER NO 2 
ROCHESTER NO 26 

CANASERAGA 
MT MORRIS 

MT MORRIS NO 160 
PORTAGE 


GENESEE 
GENESEE 
GENESEE 
CANASERAGA CR 
GENESEE 
GENESEE 
GENESEE 


000 
200= 
000- 
000 
000 
Sey — 
vse adeomal OO ress 
137 160 


Yaz, Fel Pai Pa Foe kd 


LAKE ONTARIO DRAINAGE TOTAL Zo Ieee ho 


LAKE ERIE DRAINAGE 


CATTARAUGUS CREEK BASIN 
CHAUTAUQUA CREEK CHAUTAUQUA CREEK 108 000 


1¢c8 000 


MINOR RIVER BASINS 
DEFIANCE 8 600 


8 600 


AUGLAIZE 


LAKE ERIE DRAINAGE TOTAL 116 600 


SEE FOOTNOTES AT END OF TABLE 
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TABLE 8 (Contd) - UNDEVELOPED By Major Drainages and River Basins 


DRAINAGE AND RIVER BASIN 


NAME OF PROJECT OR SITE 


LAKE HURON DRAINAGE 


AU SABLE RIVER BASIN 
THOMPSON 

UPPER FLAT ROCK 
BAKER BRIDGE 

EATON 


LAKE HURON DRAINAGE TOTAL 


LAKE MICHIGAN DRAINAGE 


MANISTEE RIVER BASIN 
ANDERSON 

HIGH BRIDGE 

WILSON 

LOWER SIBLEY 
SHERMAN 

MANTON 

WALTON 

SANDS 

DUTCH JOHN 


MINOR RIVER BASINS 
BRIDGETON 
BACON 


GRAND RIVER BASIN 
GRAND RAPIDS 


KALAMAZOO RIVER 
ALLEGAN 


ST JOSEPH RIVER 
KINGS LANDING 


, FOX RIVER BASIN 
LEEMAN 
KESHENA FALLS 
DALLES 
SHOTGUN RAPIDS 


MINOR RIVER BASINS 
STIEES 
ROARING RAPIDS 


MENOMINEE RIVER BASIN 
CHAPPIE RAPIDS 
PEMENE FALLS 
PEMENE DAM 
STURGEON FALLS 
SAND PORTAGE 
SAND PORTAGE 
BIG QUINNESEC 


MANISTEE 
MANISTEE 
S BR MANISTEE 
MANISTEE 
MANISTEE 
MANISTEE 
MANISTEE 
MANISTEE 
MANISTEE 


MUSKEGON 
MUSKEGON 


GRAND 


KALAMAZOO 


ST VOSER 


OCONTO 
PESHTIGO 


MENOMINEE 
MENOMINEE 
MENOMINEE 
MENOMINEE 
MENOMINEE 
MENOMINEE 
MENOMINEE 


AKE MICHIGAN DRAINAGE TOTAL 


LAKE SUPERIOR DRAINAGE 


MINOR RIVER BASINS 
TAHQUAMENON FALLS 


STURGEON RIVER BASIN 
LOWER PLANT 

BIG FALLS 

TIBBETS FALLS 


SEE FOOTNOTES AT END OF TABLE 


TAHQUAMENON 


STURGEON 
STURGEON 
STURGEON 


INSTALLED 
CAPACITY 


iS 
OoOj~aFFrRPHOW 


ip) 
Oo 
oO 


AVERAGE USABLE GROSS 

ANNUAL POWER STATIC 
GENERATION STORAGE HEAD 

1,000 KWH 1,000 AC-FT Flr 


z 


Pe 
GCG er er € 


DRAINAGE AND RIVER BASIN 
NAME OF PROJECT OR SITE 


ONTONAGON RIVER BASIN 
GRAND RAPIDS 
FORKS 
HOOPER 


MINOR RIVER BASINS 
BAKER 


ST LOUIS RIVER BASIN 
GRAND RAPIDS 


MINOR RIVER BASINS 

BAPTISM 

LOWER POPLAR 
UPPER POPLAR 
CASCADE 

BRULE NO 5 

BRULE NO 4 

BRULE NO 3 

HIGH FALLS 


ONTONAGON 
ONTONAGON 
w BR ONTONAGON 


STi, EOULES 


BAPTISM 
POPLAR 
POPLAR 
CASCADE 
BRULE 
BRULE 
BRULE 
PIGEON’ 


INSTALLED 
CAPACITY 


Ure 


TABLE 8 (Contd) - UNDEVELOPED By Major Drainages and River Basins 


KW 


BJO UNAWUAN Fr 


AVERAGE USABLE GROSS 

ANNUAL POWER STATIC 
GENERATION STORAGE HEAD 

1,000 KWH 1,000 AC-FT Ets 


LAKE SUPERIOR DRAINAGE TOTAL 


GREAT LAKES-ST LAWRENCE 
MAJOR DRAINAGE TOTAL 


NORTH ATLANTIC MAJOR DRAINAGE 


ST JOHN RIVER BASIN 
CARIBOU 
CASTLE HILL 
FISH RIVER FALLS 
LINCOLN SCHOOL 
DEGCKEY 


ST CROIX RIVER BASIN 
MILLTOWN 


MINOR RIVER BASINS 
UPPER HOLMES 


PENOBSCOT RIVER BASIN 
BASIN MILLS 
ORONO 
BANGOR DIVERSION 
SUNKHAZE RAPIDS 
BONNIE BROOK 
MOHAWK RAPIDS 
WINN 
STRATTON RIPS 
DEBSCONEAG 
SOURDNAHUNK 
THE ARCHES 
MEADOW BROOK 
WHETSTONE FALLS 
GRAND FALLS 
SAWTELLE FALLS 
GRAND PITCH 


KENNEBEC RIVER BASIN 
GREENLEAF 
MADISON HIGH 
ABENAKI 
NORTH ANSON 
PIERCE POND DIVR 
THE FORKS 
COLD STREAM 
MOOSEHEAD LAKE 


SEE FOOTNOTES AT END OF TABLE 


AROOSTOOK 
AROOSTOOK 
FISH 

ST JOHN 
ST JOHN 


ST CROIX 


MACHIAS 


PENOBSCOT 
STILLWATER 
PENOBSCOT 
PENOBSCOT 
PISCATAQUIS 
PENOBSCOT 
PENOBSCOT 
MAT TAWAMKEAG 
BR PENOBSCOT 
BR PENOBSCOT 
BR PENOBSCOT 
BR PENOBSCOT 
BR PENOBSCOT 
SEBOOIS STREAM 
SAWTELLE BROOK 
WEBSTER BROOK 


SANDY 

KENNEBEC 
KENNEBEC 
KENNEBEC 
KENNEBEC 
KENNEBEC 
KENNEBEC 
KENNEBEC 


MAINE 
MAINE 
MAINE 
MAINE 
MAINE 
MAINE 
MAINE 
MAINE 
MAINE 
MAINE 
MAINE 
MAINE 
MAINE 
MAINE 
MAINE 
MAINE 


MAINE 
MAINE 
MAINE 
MAINE 
MAINE 
MAINE 
MAINE 
MAINE 
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TABLE 8 (Contd) - UNDEVELOPED By Major Drainages and River Basins 


AVERAGE USABLE GROSS 

ANNUAL POWER STATIC 
GENERATION STORAGE HEAD 

1,000 KWH 1,000 AC-FT FT. 


DRAINAGE AND RIVER BASIN INSTALLED 
eo FS a a CAPACITY 
NAME OF PROJECT OR SITE KW 


ANDROSCOGGIN RIVER BASIN 
BRUNSWICK ANDROSCOGGIN 
BRUNSWICK ANDROSCOGGIN 
TOPSHAM ANDROSCOGGIN 
PEJEPSCOT ANDROSCOGGIN 
PEJEPSCOT ANDROSCOGGIN 
wWORUMBO ANDROSCOGGIN 
LISBON FALLS ANDROSCOGGIN 
LEWISTON ANDROSCOGGIN 
LEWISTON ANDROSCOGGIN 
LEWISTON ANDROSCOGGIN 
LEWISTON DIVISION ANDROSCOGGIN 
HILL DIVISION ANDROSCOGGIN 
ANDROSCOGGIN ANDROSCOGGIN 
LEWISTON ANDROSCOGGIN 
GULF ISLAND ANDROSCOGGIN 
GULF ISLAND ANDROSCOGGIN 
RAM ISLAND ANDROSCOGGIN 
LIVERMORE MILL ANDROSCOGGIN 
OTIS ANDROSCOGGIN 
OTIS MILL ANDROSCOGGIN 
JAY ANDROSCOGGIN 
JAY ANDROSCOGGIN 
DIXFIELD ANDROSCOGGIN 
RUMFORD LOWER ANDROSCOGGIN 
RUMFORD FLS LWR ANDROSCOGGIN 
RUMFORD FLS UPR ANDROSCOGGIN 
GILEAD ANDROSCOGGIN 
PULSIFER RIPS ANDROSCOGGIN 
BERLIN ANDROSCOGGIN 
PONTOOK ANDROSCOGGIN 
MOLL IDGEWOCK ANDROSCOGGIN 
ERROL ANDROSCOGGIN 
AZISCOHOS MAGALLOWAY 
RICHARDSON RAPID 
KENNEBAGO KENNEBAGO 


3 


=z 


= 


2 Es 
(8 Cael cea exif eat ch ens Se yep heap Cee Te 


Nh 
+ 
to) 


SACO RIVER BASIN 

CATARACT SACO 
WEST BUXTON SACO 
BONNY EAGLE SACO 
STEERS RAEES SACO 
KEZAR FALLS OSSLPEE 
GREAT FALLS SACO 
HIRAM SACO 
SWANS FALLS SACO 


NZ 
Cea SC Ce.S 


LS) 


MERRIMACK RIVER BASIN 
ESSEX DAM MERRIMACK 
EVERETT eMLEES MERRIMACK CANAL 
CANAL STREET MERRIMACK CANAL 
CANAL STREET MERRIMACK CANAL 
MERRIMAC MERRIMACK CANAL 
LAWRENCE MERRIMACK CANAL 
PAWTUCKET DAM MERRIMACK 
LOWELL MERRIMACK CANAL 
LOWELL MERRIMACK CANAL 
LOWELL MERRIMACK CANAL 
LOWELL MERRIMAC CANAL 
MOORES FALLS MERRIMACK 
AMOSKEAG MERRIMACK 
HOOKSETT MERRIMACK 
GARVINS FALLS MERRIMACK 
SEWALLS FALLS MERRIMACK 
RIVER HILL CONTOOCOOK 
BLACKWATER BLACKWATER 
LONG FALLS, CONTOOCOOK 
STODDARD NO 1 N BR CONTOOCOOK 
TILTON WINNIPESAUKEE 
EASTMAN FALLS PEMIGEWASSET 
EASTMAN FALLS PEMIGEWASSET 
SMITH RIVER DIVR NEWFOUND 
AYERS ISLAND PEMIGEWASSET 
LIVERMORE FALLS PEMIGEWASSET 


DADAD 


DDADD 
ee 
> 
wn 
n 


rPPrrp 
PAP Fl FP AL Ps PP PAN Pd 
ab EP DE A me ES 25 ag ae ae oe clas eee 
COC re 0 Coe reeeece ¢ ee EG 


Ww 
foe) Ww ae N fon Zz 
Oo 


SEE FOOTNOTES AT END OF TABLE 
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TABLE 8 (Contd) - UNDEVELOPED By Major Drainages and River Basins 


DRAINAGE AND RIVER BASIN INSTALLED AVERAGE USABLE GROSS 
a CAPACITY Bisinea tice STORAGE AES 
NAME OF PROJECT OR SITE KW 1,000 KWH | 1,000Ac-Fr | FT. 


CONNECTICUT RIVER BASIN 


ENFIELD CONNECTICUT BI 
HUNTINGTON WESTFIELD 115 
KNIGHTVILLE WESTFIELD LL5 
A HADLEY FALLS CONNECTICUT 52 
MEADOW DEERFIELD 61 
CHARLEMONT DEERFIELD 105 
ZOAR DEERFIELD 140 
TURNERS FALLS CONNECTICUT CAN 82 
R TURNERS FALLS CONNECTICUT CAN 48 
R TURNERS FALLS CONNECTICUT CAN 42 
R TURNERS FALLS CONNECTICUT CAN 47 
ERVING MILLERS 290 
TULLY MILLERS agar 
SOUTH ROYALSTON MILLERS 126 
HINSDALE ASHUELOT 160 
BALD HILL ASHUELOT 278 
A VERNON + CONNECTICUT 34 
A VERNON # CONNECTICUT 34 
WILLIAMSVILLE WEST 224 
BALL MOUNTAIN WEST 340 
E BELLOWS FALLS CONNECTICUT 62 
SPRINGFIELD BLACK 122 
R SPRINGFIELD BLACK ita 
PERKINSVILLE BLACK 220 
NORTHVILLE SUGAR 250 
HART ISLAND CONNECTICUT 28 
GAYSVILLE WHITE 139 
A WILDER # CONNECT I CUT 51 
A WILDER # CONNECTICUT 51 
WELLS RIVER # CONNECTICUT 29 
WELLS RIVER # CONNECTICUT 29 
BATH NO 2 AMMONOO SUC 65 
BATH NO 1 AMMONOO SUC 55 
cOoOS # CONNECTICUT 120 
coos # CONNECTICUT 120 
BROWNS MILL PAUL STREAM 327 
CANAAN CONNECTICUT 50 
R CANAAN CONNECTICUT 35 
INDIAN STREAM CONNECTICUT 150 

HOUSATONIC RIVER BASIN 
“SHELTON HOUSATONIC NA 32 
R DERBY HOUSATONIC U 20 
ROXBURY SHEPAUG U 1Sh7/ 
STEEP ROCK SHEPAUG U 150 
BOARDMAN HOUSATONIC U 35 
WEBATUCK TENMILE DIV U 130 
KENT FURNACE HOUSATONIC U 95 
WEST CORNWALL HOUSATONIC U 30 
MT PROSPCT CAANAN HOUSATONIC U 121 
FALLS VILLAGE HOUSATONIC U 92 

HUDSON RIVER BASIN 

A CRESCENT MOHAWK NY 28 
A VISSCHER FERRY MOHAWK N Y 28 
A TRENTON FALLS W CANADA CR NY 268 
WILMURT W CANADA CR N Y 100 
MOREHOUSEVILLE W CANADA CR NY 302 
WATERFORD HUDSON NY 14 
A MECHANICVILLE HUDSON N Y 23 
STILLWATER HUDSON NY 9 
GREENWICH BATTEN KILL NY 106 
R GREENWICH BATTENKILL NY NA 15 
A THOMSON HUDSON NY NA 18 
FORT MILLER HUDSON NY NA 10 
HUDSON FALLS HUDSON NY U 80 
R BAKERS FALLS HUDSON NY U 55 
R MOREAU HUDSON NY U 64 
A SOUTH GLEN FALLS HUDSON N Y U 47 
A SHERMAN ISLAND HUDSON NY U 68 
A SPIER FALLS HUDSON NY U 83 
A PALMER HUDSON NY U 85 
A CURTIS HUDSON NY U 26 
A —E J WEST SACANDAGA N7Y, NA 3 


SEE FOOTNOTES AT END OF TABLE 
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TABLE 8 (Contd) - UNDEVELOPED By Major Drainages and River Basins 


DRAINAGE AND RIVER BASIN 


NAME OF PROJECT OR SITE 


HUDSON RIVER BASIN 
BLACKBRIDGE 
PISECO LAKE 
AUGER FLATS 
LAKE PLEASANT 
HADLEY 
KETTLE MOUNTAIN 
TROUT BROOK 
CHAIN LAKES 


(CONTINUED) 
W BR SACANDAGA 
W BR SACANDAGA 
SACANDAGA 
SACANDAGA 
HUDSON 
HUDSON 
TROUT BROOK 
CEDAR 


DELAWARE RIVER BASIN 


YARDLEY # 
YARDLEY # 
LUMBERVILLE 
LUMBERVILLE 
RIEGELVILLE 
RIEGELVILLE 
MAUCH CHUNK 
GHESTNU Te ISE 
CHESTNUT HILL 
BELVIDERE # 
BELVIDERE # 
FLAT BROOK 
TOCKS ISLAND 
OAKLAND VALLEY 
DENTON FALLS 
DELAWARE 
BARRYVILLE # 
BARRYVILLE # 
WALLENPAUPACK 
NARROWSBURG_) # 
NARROWSBURG # 
HANCOCK 

EAST BRANCH 
CANONSVILLE 


DELAWARE 
DELAWARE 
DELAWARE 
DELAWARE 
DELAWARE 
DELAWARE 
LEHIGH 
DELAWARE 
DELAWARE 
DELAWARE 
DELAWARE 

FLAT BROOK 
DELAWARE 
NEVERSINK 
NEVERSINK 
MONGAUP 
DELAWARE 
DELAWARE 
LACKAWAXEN 
DELAWARE 
DELAWARE 

—E BR DELAWARE 
E BR DELAWARE 
w BR DELAWARE 


SUSQUEHANNA RIVER BASIN 


CONOW INGO 
HOL TWOOD 
SAFE HARBOR 
SHOCKS MILLS 
YORK HAVEN 
YORK HAVEN 
MARYSVILLE 
VINEYARD 
RAY STOWN 
WARRIOR RIDGE 
HALF FALLS 
MUNCY 
CAMMAL 
BLANCHARD 
LOCK HAVEN 
RETMEEMGREEK 
FIRST FORK 
KEATING 
CURWENSVILLE 
GALES 
HALLSTEAD 


POTOMAC RIVER BASIN 
OCCOQUAN 

CHAIN BRIDGE 

BEAR ISLAND # 
BEAR ISLAND # 
SENECA # 

SENECA # 
WEVERTON 
MILLVILLE REREG 
DAM NO 3 

HARPERS FERRY 

NO 4 REDEVELPMENT 

DAM NO 4 


SUSQUEHANNA 
SUSQUEHANNA 
SUSQUEHANNA 
SUSQUEHANNA 
SUSQUEHANNA 
SUSQUEHANNA 
SUSQUEHANNA 
JUNIATA 

RAYSTOWN BR 
JUNIATA 
SUSQUEHANNA 

W BR SUSQUEHANNA 
PINE CR 

BALD EAGLE CR 

W BR SUSQUEHANNA 
KETTME ‘ER 

ELRSo SEK 

W BR SUSQUEHANNA 
W BR SUSQUEHANNA 
SUSQUEHANNA 
SUSQUEHANNA 


OCCOQUAN 
POTOMAC 
POTOMAC 
POTOMAC 
POTOMAC 
POTOMAC 
POTOMAC 
SHENANDOAH 
POTOMAC 
POTOMAC 
POTOMAC 
POTOMAC 


SEE FOOTNOTES AT END OF TABLE 
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INSTALLED 
CAPACITY 
KW 


AVERAGE USABLE GROSS 

ANNUAL POWER STATIC 
GENERATION STORAGE HEAD 

1,000 KWH 1,000 AC-FT FT. 


TABLE 8 (Contd) - UNDEVELOPED By Major Drainages and River Basins 


DRAINAGE AND RIVER BASIN INSTALLED AVERAGE USABLE 


CAPACITY ANNUAL POWER 


NAME OF PROJECT OR SITE KW GENERATION | STORAGE 
1,000 KWH 1,000 AC-FT 


POTOMAC RIVER BASIN (CONTINUED) 
NO 5 REDEVELPMENT POTOMAC 000 


DAM NO 5 
EDES FORT 

CACAPON 
ORLEANS # 
ORLEANS # 
SPRINGFIELD 
ROYAL GLENN 
BLOOMINGTON 
BLOOMINGTON 
MT STORM 


POTOMAC 
CACAPON 
CACAPON 
POTOMAC 
POTOMAC 

S BR POTOMAC 
S BR POTOMAC 
N BR POTOMAC 
N BR POTOMAC 
STONY 


600- 
000 
000- 
000 
000 
000 
000 
000 
000 
000 


800 


RAPPAHANNOCK RIVER BASIN 
FREDERICKSBURG RAPPAHANNOCK 000 
EMBREY RAPPAHANNOCK 000- 
SALEM CHURCH J1/ RAPPAHANNOCK 000 
SALEM CHURCH 1/ RAPPAHANNOCK 000 
000 


YORK RIVER BASIN 

GOODALL SOUTH ANNA 000 

ROCK FALLS NORTH ANNA 000 
000 


NORTH ATLANTIC MAJOR 


DRAINAGE TOTAL TE SOWA ETS 


18 745 900 


SOUTH ATLANTIC MAJOR DRAINAGE 


JAMES RIVER BASIN 
12TH STREET JAMES 
TWELFTH STREET JAMES 
BELLE ISLE JAMES 
PARK JAMES 
HOLLYWOOD JAMES 
BELLE ISLE JAMES 
BOULEVARD JAMES 
BYRD PARK JAMES 
BOSHER JAMES 
PEMBERTON JAMES 
ROCK HOUSE JAMES 
JOSHUA FALLS JAMES 
BALCONY FALLS JAMES 
BALCONY FALLS JAMES 
MAURY NORTH 
LYLE JAMES 
HIPES CRAIG CR 
GATHRIGHT JACKSON 


OC CEC Cee EG. ec 


ROANOKE RIVER BASIN 
SCHOOLFIELD DAN 000 
SCHOOLF IELD DAN 000- 
STUART SMITH | 000 
RANDOLPH ROANOKE 000 
MELROSE ROANOKE 000 
TABER ROANOKE 000 
EBESY TEE ROANOKE 000 
SMITH MOUNTAIN ROANOKE 000 
000 


MINOR RIVER BASINS 
SMITHFIELD 300 
WILSON MILLS 700 
MILBURNIE 500 
FALLS 000 
500 


CAPE FEAR RIVER BASIN 
SMILEY FLS REREG 
SMILEY FALLS 
LILLINGTON 
LOCKVILLE 
NEw HOPE 
MOORES MILL 
BYNUM 

BYNUM 
MANDALE 


000 
000 


AF a) PPE ROP OA ara 
Cua itauCayint@ a China): 


SEE FOOTNOTES AT END OF TABLE 
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TABLE 8 (Contd) - UNDEVELOPED By Major Drainages and River Basins 


DRAINAGE AND RIVER BASIN 


NAME OF PROJECT OR SITE 


YADKIN=PEEDEE RIVER BASIN 


MORVEN 

CRUMPS FORD 
NANCES FORD 
LOVES FORD 
YADKIN NARROWS 
COOLEEMEE 
JUNCTION 
STYERS 

UPPER DONNAHA 
ELKIN 


SANTEE RIVER BASIN 
PINOPOLIS 
BUCKINGHAM LNDING 
ROCKY CREEK 
EBB LAKE 
COURTNEY ISLAND 
SUGAR CREEK 
LINCOLNTON 

LINCOLN PLANT 
COWANS FORD 
MORGANTON 
REREGULATOR 

COLUMBIA 
FROST SHOALS 
BURNT FACTORY 
NESBIT 
BLAIRS 

NEAL SHOALS 
GREATER LOCKHART 

99 ISLANDS 
GREATER CHEROKEE 

CHEROKEE FALLS 
GR GASTON SHOALS 

GASTON SHOALS 
CLINCHFIELD 
FOSTER 
SALUDA 
SALUDA 


EDISTO RIVER BASIN 
WALTERBORO 


SAVANNAH RIVER BASIN 
STOKES BLUFF # 
STOKES BLUFF + 
BURTONS LANDING # 
BURTONS LANDING # 
ANTHONY SHOALS 
TALLOW HILL 
TROTTERS SHOALS 
HARTWELL 
NEWRY-OLD PICKENS 
JOCASSEE 
HORSEPASTURE 
LOWER WHITEWATER 
UPPER WHITEWATER 
CAMP CREEK 
ROGUES FORD 
SAND BOTTOM 
WAR WOMAN 
CHATTOOGA 


ALTAMAHA RIVER BASIN 
GOOSE CREEK 
CYPRESS BRANCH 
ROCKLEDGE 
DUBLIN 
TOOMSBORO 
MURDER CREEK 
LAURENS SHOALS 
BARNETT SHOALS 

BARNETT SHOALS 
COOPERS FERRY 
ABBEVILLE 
PEACHSTONE 


SEE FOOTNOTES AT END OF TABLE 


PEE DEE 
ROCKY 

ROCKY 

ROCKY 

YADKIN 

SOUTH YADKIN 
YADKIN 
YADKIN 
YADKIN 
YADKIN 


SANTEE&COOPER 
SANTEE 
CATAWBA 
CATAWBA 
CATAWBA 
CATAWBA 
SOUTH FORK 
SOUTH FORK 
CATAWBA 
CATAWBA 
CONGAREE 
BROAD 
BROAD 
TIGER 
TIGER 
BROAD 
BROAD 
BROAD 
BROAD 
BROAD 
BROAD 
BROAD 
BROAD 
BROAD 
GREEN 
GREEN 
SALUDA 


EDISTO 


SAVANNAH 
SAVANNAH 
SAVANNAH 
SAVANNAH 
BROAD 
BROAD 
SAVANNAH 
SAVANNAH 
KEOWEE 
KEOWEE 
HORSEPAS TURE 
WHITEWATER 
WHITEWATER 
CHATTOOGA 
CHATTOOGA 
CHATTOOGA 
CHATTOOGA 
CHATTOOGA 


ALTAMAHA 
OCONEE 
OCONEE 
OCONEE 
OCONEE 
MURDER 
OCONEE 
OCONEE 
OCONEE 
OCMULGEE 
OCMULGEE 
SOUTH 


Penh PN al Fe are Pe PLA 
MOG G) FASC 


SiG 
Ss? 1¢ 
SAG 
Ss ¢ 
SLC 
SEG 
NC 
NC 
NC 
NC 
Ss 
SEG 
SG 
S..G 
See 
s ¢ 
SE 
S fe 
3 G 
= 
SKE 
SG 
SiG 
NC 
NC 
NC 
SG 
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INSTALLED 
CAPACITY 
KW 


AVERAGE USABLE GROSS 

ANNUAL POWER STATIC 
GENERATION STORAGE HEAD 

1,000 KWH 1,000 AC-FT FT. 


SEE FOOTNOTES AT END OF TABLE 


DRAINAGE AND RIVER BASIN 


NAME OF PROJECT OR SITE 


MINOR RIVER BASINS 
SATILLA-ST MARYS 


MACCLENNY 


EASTERN GULF MAJOR DRAINAGE 


APALACHICOLA RIVER BASIN 


JIM WOODRUFF 


WALTER F GEORGE 


COLUMBUS 
COLUMBUS 
COLUMBUS 

NEW RIVERVIEW 
RIVERVIEW 
LANGDALE 

WEST POINT 

FRANKLIN 

CEDAR CREEK 

VININGS 

MORGAN FALLS 
MORGAN FALLS 

NEW BRIDGE 
MUD CREEK 
IRWINS BRIDGE 
LOWER VADA 
FLINT RIVER 

ABRAMS CREEK 


MOUNTAIN CREEK 


MIONA 


LOWER AUCHUMPKEE 


LAZER CREEK 


MINOR RIVER BASINS 


CRESTVIEW 


DEMOPOLIS 


WILLIAM B OLIVER 


NORTH RIVER 


HOLT LOCK AND DAM 


SAYRE 

SMITHS FORD 
AUSTIN CREEK 
UPPER 

DORSEY CREEK 


MILLERS FERRY 
JONES BLUFF 
BRIDGEVIEW 
WALLAHATCHIE 
YATES 

MARTIN DAM 
EMUCKF AW 
MALONE FERRY 
CROOKED CREEK 
OAKFUSKEE 
JORDAN NO 2 
JORDAN NO 1 
MITCHELL 
HATCHET CREEK 
LAY DAM 
LOGAN MARTIN 
LOCK NO 3 
LITTLE RIVER 
KINGSTON 
ALLATOONA 
CANTON 


SOUTH ATLANTIC MAJOR 
DRAINAGE TOTAL 


era 


SPEWRELL BLUFF 


TOMBIGBEE RIVER BASIN 


ALABAMA-COOSA RIVER BASIN 


ST MARYS DIV 
ST MARYS 


APALACHICOLA 
CHATTAHOOCHEE 
CHATTAHOOCHEE 
CHATTAHOOCHEE 
CHATTAHOOCHEE 
CHATTAHOOCHEE 
CHATTAHOOCHEE 
CHATTAHOOCHEE 
CHATTAHOOCHEE 
CHATTAHOOCHEE 
CHATTAHOOCHEE 
CHATTAHOOCHEE 
CHATTAHOOCHEE 
CHATTAHOOCHEE 
CHESTATEE 
CHATTAHOOCHEE 
SOQUE 

FLINT 

FLINT 

FLINT 

FLINT 

FLINT 

FLINT 

FLINT 

FLINT 


YELLOW 


TOMBIGBEE 
WARRIOR 

NORTH 

BLACK WARRIOR 
LOCUST FK 
LOCUST FK 
LOCUST FK 
EOGUST ARK 
MULBERRY FK 


ALABAMA 
ALABAMA 
TALLAPOOSA 
TALLAPOOSA 
TALLAPOOSA 
TALLAPOOSA 
TALLAPOOSA 
TALLAPOOSA 
TALLAPOOSA 
TALLAPOOSA 
COOSA 
COOSA 
COOSA 
HATCHET CR 
COOSA 
COOSA 
COOSA 

egay inl 
ETOWAH 
ETOWAH 
ETOWAH 


TABLE 8 (Contd) - UNDEVELOPED By Major Drainages and River Basins 


INSTALLED AVERAGE USABLE GROSS 

CAPACITY ANNUAL POWER STATIC 
KW GENERATION STORAGE HEAD 
1,000 KWH 1,000 AC-FT EA 


1 583 600 


53 000 
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TABLE 8 (Contd) - UNDEVELOPED By Major Drainages and River Basins 


DRAINAGE AND RIVER BASIN 


NAME OF PROJECT OR SITE 


ALABAMA-COOSA RIVER BASIN (CONTINUED) 


GILMER 
ARMUCHEE 
CARTERS DAM 
CARTECAY 
TILTON 
JACKS RIVER 


MINOR RIVER BASINS 
WAYNESBORO 
CHUNKY CREEK 
LOWER STRONG 
D LO 
EDINBURG 


EASTERN GULF MAJOR 


DRAINAGE TOTAL 


ETOWAH 
OOSTANAULA 
COOSAWAT TEE 
CARTECAY 
CONASAUGA 
CONASAUGA 


CHICKASAWHAY 
CHUNKY CR 
STRONG 
STRONG 

PEARL 


WESTERN GULF MAJOR DRAINAGE 


MINOR RIVER BASINS 
TOLEDO BEND 
DAM B 
SAM RAYBURN 
PONTA RES NO 1 
DAM A 
ROCKLAND 
TENNESSEE COLONY 


BRAZOS RIVER BASIN 
BELTON 
BEE MOUNTAIN 
DE CORDOVA BEND 
HIGHTOWER 
INSPIRATION POINT 
TURKEY CREEK 
MORRIS SHEPPARD 


SABINE 
NECHES 
ANGELINA 
ANGELINA 
NECHES 
NECHES 
TRINITY 


LEON 

BRAZOS 
BRAZOS 
BRAZOS 
BRAZOS 
BRAZOS 
BRAZOS 


COLORADO RIVER OF TEXAS BASIN 


ALTAIR 
COLUMBUS 
WEST POINT 
LOWER AUSTIN 
HANNA 
WINCHELL 
STACY 


MINOR RIVER BASINS 
GONZALES 

GB 6 

GBS 

GB4 

RETENTION NO 2 
CANYON 

OAKVILLE 


RIO GRANDE RIVER BASIN 
FALCON 
PALAFOX 
AMISTAD 

LAKE WALK 
DEVILS LAKE 
PECOS NO 1 
PEGOS INOr2 
PECGOS (NOnS 
PECOS NO 4 
ALAMOGORDO 
AQUA VERDE 
CABALLO 
WHITE ROCK 


SEE FOOTNOTES AT END OF TABLE 


COLORADO 
COLORADO 
COLORADO 
COLORADO 
COLORADO 
COLORADO 
COLORADO 


SAN MARCOS 
GUADALUPE 
GUADALUPE 
GUADALUPE 
GUADALUPE 
GUADALUPE 
NUECES 


RIO GRANDE 
RIO GRANDE 
RIO GRANDE 
DEVILS 
DEVILS 
PECOS 
PECOS 
PECOS 
PECOS 
PECOS 
RIO GRANDE 
RIO GRANDE 
RIO GRANDE 
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INSTALLED 


CAPACITY 
KW 


32 
8 
aya 
) 
8 


70 


wy fh . 
AiYNouwwwo 


Ne 
NO 


000 
000 
000 
500 
000 


000 
800 
900 
400 
000 
100 


600 


AVERAGE USABLE GROSS 

ANNUAL POWER STATIC 
GENERATION STORAGE HEAD 

1,000 KWH 1,000 AC-FT FT. 


157 500 


5 973 800 


TABLE 8 (Contd) - UNDEVELOPED By Major Drainages and River Basins 


DRAINAGE AND RIVER BASIN 
NAME OF PROJECT OR SITE 


RIO GRANDE RIVER BASIN 
CHAMITA , 
PLANT NO 3 
PLANT NO 2 
PLANT NO 1 
EL VADO 
WILLOW CREEK NO 
WILLOW CREEK NO 
WILLOW CREEK NO 
COUNSELLOR 
GERRARD 
WAGON WHEEL GAP 
SANTA MARIA OUTLT 
RIO GRANDE 


WESTERN GULF MAJOR 


(CONTINUED) 
RIO CHAMA 
RIO CHAMA 
RIO CHAMA 
RIO CHAMA 
RIO CHAMA 
WILLOW CR 
WILLOW CR 
WILLOW CR 
RIO CONEJOS 
RIO GRANDE 
RIO GRANDE 
CLEAR CR 
RIO GRANDE 


Pa ap PE ge PEPE 


DRAINAGE TOTAL 


LOWER MISSISSIPPI MAJOR 


RED RIVER VALLEY 
COLUMBIA 
FELSENTHAL 
CAL ION 
BENTON 
NARROWS 
ROCKPORT 
REMMEL 
CARPENTER 
DEGRAY 
TEXARKANA 
DIVERSION DAM 
DIERKS 


GILLHAM 
DE QUEEN 


BROKEN BOW 
SHERWOOD 

PINE CREEK 
LUKFATA NO 1° 
LOCK AND DAM 
LOCK AND DAM 
LOCK AND DAM: 
LOCK AND DAM 
LOCK AND DAM 
LOCK AND DAM 
LOCK AND DAM 
LOCK AND DAM 
LOCK AND DAM 
LOCK AND DAM 
LOCK AND DAM 
LOCK AND DAM 
LOCK AND DAM 
LOCK AND DAM. 
HUGO 

LOCK AND 

LOCK AND DAM 
LOCK AND 

LOCK AND 
BOSWELL 

LOCK AND 

LOCK AND 

LOCK AND 

LOCK AND 
DURANT 

LOCK AND 
LOCK AND 
DENISON 
DURWOOD 
DOUGHERTY 
GAINESVILLE # 
GAINESVILLE # 


Hoth th oH tH He HOH OH tH HOH HH 


OD MMO ANDOU FFWWNNEHE 
+ oH +H + a tH 


+h tt 


SEE FOOTNOTES AT END OF TABLE 


DRAINAGE 


OUACHITA 
OUACHITA 
OUACHITA 

SALINE 

LITTLE MISSOURI 
OUACHITA 
OUACHITA 
OUACHITA 

CADDO 

SULPHUR 

RED 
SALINE 
COSSATOT 
ROLLING FK 
MOUNTAIN FK 
MOUNTAIN FK 
TRIE 
GLOVER CR 
RED 

RED 

RED 

RED 

RED 

RED 

RED 

RED 

RED 

RED 

RED 

RED 

RED 

RED 
KIAMICHI 
RED 

RED 

RED 

RED 

BOGGY CREEK 
RED 

RED 

RED 

RED 

BLUE 

RED 

REC 

RED 

WASHITA 
WASHITA 

RED 

RED 


fea, 


INSTALLED 
CAPACITY 
KW 


AVERAGE USABLE GROSS 

ANNUAL POWER STATIC 
GENERATION STORAGE HEAD 

1,000 KWH 1,000 AC-FT oa 


DRAINAGE AND RIVER BASIN 


NAME OF PROJECT OR SITE 


BIG BLACK RIVER BASIN 
EDWARDS 


YAZOO RIVER BASIN 
GRENADA 
ARKABUTLA 
SARDIS 


ARKANSAS RIVER BASIN 
NIMROD 
DARDANELLE 
OZARK 
ROBERT S KERR 
EUFAULA 
CHEWEY 
WEBBERS FALLS 
FORT GIBSON 
MARKHAM FERRY 
OOLOGAH 
KEYSTONE 
KAW 
PUEBLO 
CANON CITY 
GRAPE CREEK 
BADGER 
WELLSVILLE 
SALIDA 
PANCHO 
PRINCETON 
wAPACO 
OTERO 
ELBERT 


WHITE RIVER BASIN 
JUDSONIA 
GREERS FERRY 
BEE FORBY 
HARDY 
WATER VALLEY 
DONIPHAN 
BLAIR CREEK 
CLEARWATER 
WOLF BAYOU 
NORFORK 
LONE ROCK 
GILBERT 
BUFFALO CITY 
COTTER 
OZARK BEACH 
TABLE ROCK 
GALENA 
GRANDVIEW 
BEAVER 


ST FRANCIS RIVER BASIN 


WAPPAPELLO 
ROWLAND CHURCH 
MARBLE CREEK 


MERAMEC RIVER BASIN 
UNION 
MERAMEC PARK 


LOWER MISSISSIPPI 
DRAINAGE TOTAL 


INSTALLED 
CAPACITY 


BIG BLACK 


YALOBUSHA 
COLDWATER 
TALLAHAT CHIE 


FOURCHE LA FAVE 
ARKANSAS 
ARKANSAS 
RKANSAS 
ANADIAN 
LLINOIS 
RKANSAS 

RAND 

RAND 

ERDIGRIS 
RKANSAS 
RKANSAS 
RKANSAS 
RKANSAS 

RAPE CREEK 
ANAL 

ANAL 

RKANSAS CANAL 
RKANSAS CANAL 
ARKANSAS CANAL 
ARKANSAS CANAL 
ARKANSAS CANAL 
ARKANSAS CANAL 


= 1EA a) GNG) ean o> eae GN Gla ea i 


ELIT e RED 
ELDTEE RED 
STRAWBERRY 
SPRING 
ELEVEN POINT 
CURRENT 
CURRENT 
BLACK 
WHITE 
NORTH FORK 
BUFFALO FK 
BUFFALO FK 
WHITE 
WHITE 
WHITE 
WHITE 
JAMES 
KINGS 
WHITE 


ST FRANCIS 
ST FRANCIS 
ST FRANCIS 


BOURBEUSE 
MERAMEC 


MAJOR 


SEE FOOTNOTES AT END OF TABLE 


76 


AVERAGE 
ANNUAL 
GENERATION 
1,000 KWH 


000 
000 


000 
000 
000 
000 


000 
000 
000 
000 
000 
000 
700 
000 
000 
000 
000 
000 
200 
000 
000 
000 
000 
000 
300 
700 
700 
900 


3 754 900 


80 000 
189 000 
000 
000 
000 
000 
000 
000 
000 
000 
000 
000 
000 
000 
000 
000 
000 
000 


000 


000 
000 
000 
000 


8 843 700 


TABLE 8 (Contd) - UNDEVELOPED By Major Drainages and River Basins 


USABLE 
POWER 
STORAGE 
1,000 AC-FT 


TABLE 8 (Contd) - UNDEVELOPED By Major Drainages and River Basins 


DRAINAGE AND RIVER BASIN 


NAME OF PROJECT OR SITE 


UPPER MISSISSIPPI MAJOR 


ILLINOIS RIVER BASIN 


STARVED ROCK 
WEDRON 
MARSEILLES 
DRESDEN ISLAND 
BRANDON ROAD 
OLD STATE DAM 
CUSTER PARK 


MINOR RIVER BASIN 
JOANNA 


DES MOINES RIVER BASIN 


BELFAST 
BENTONSPORT 
KILBOURNE 
RED ROCK 


DRAINAGE 


ILLINOIS 
FOX 
ILLINOIS 
ILLINOIS 
DES PLAINES 
KANKAKEE 
KANKAKEE 


DES MOINES 
DES MOINES 
DES MOINES 
DES MOINES 


MISSISSIPPI MAIN STREAM 


KEOKUK 


IOWA RIVER BASIN 
MUSCATINE 
ROCHESTER 

CEDAR RAPIDS 
PROJECT NO 13 A 
CEDAR FALLS 


ROCK RIVER BASIN 
BARSTOW 
GRAND DETOUR 
BYRON 


MISSESSIP PT 


CEDAR CR DIV 
CEDAR 
CEDAR 
CEDAR 
CEDAR 


MISSISSIPPI MAIN STREAM 


ROCK ISLAND 


WISCONSIN RIVER BASIN 


BRIDGEPORT 
BOSCOBEL 
MUSCODA 

LONE ROCK 
HONEY CREEK 
CENTRALIA 
TRAPPE RAPIDS 


MINOR RIVER BASINS 
BLACK RIVER NO 1 
ROCHESTER 


CHIPPEWA RIVER BASIN 


DURAND NO 1 
DURAND NO 2 
JIM FALLS 


MINOR RIVER BASINS 
Pint eerALl sis 47 
NEVERS # 

NEVERS #¢ 

KETTLE RIVER RPDS 
KETTLE RIVER RPDS 


SEE FOOTNOTES AT END OF TABLE 


MISSISSIPPI 


WISCONSIN 
WISCONSIN 
WISCONSIN 
WISCONSIN 
WISCONSIN 
WISCONSIN 
WISCONSIN 


BLACK 
ZUMBRO 


CHIPPEWA 
CHIPPEWA 
CHIPPEWA 


WILLOW 

ST CROIX 
ST CROIX 
ST CROIX 
ST CROIX 
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INSTALLED 
CAPACITY 
KW 


AVERAGE USABLE 
ANNUAL POWER 

GENERATION | STORAGE 
1,000 KWH 1,000 AC-FT 


GROSS 
STATIC 
HEAD 
ie 


TABLE 8 (Contd) - UNDEVELOPED By Major Drainages and River Basins 


AVERAGE USABLE 

ANNUAL POWER 
GENERATION STORAGE 

1,000 KWH 1,000 AC-FT 


INSTALLED 
CAPACITY 
NAME OF PROJECT OR SITE KW 


DRAINAGE AND RIVER BASIN 


MISSISSIPPI MAIN STREAM 
BAILEY MESSTSSTPPT 000 
MONTICELLO MISSISSIPPI 000 
CLEARWATER MISSTSSPPPAL 000 
BLANCHARD MISSTSSTPPI 900 


BRAINERD MISSTSSIPPI 000 
BRAINERD MISSISSIPPI = 
243 900 


UPPER MISSISSIPPI MAJOR 


DRAINAGE TOTAL 2.459 900 


QHIO MAJOR DRAINAGE 


OHIO MAIN STREAM 
MOUND CITY # 
MOUND CITY # 


250 000 


250 000 
500 000 


TENNESSEE RIVER BASIN 
WILSON TENNESSEE AIEA 000 
SUGAR CREEK ELK 000 
GUNTERSVILLE TENNESSEE ; 000 
NICKAJACK TENNESSEE 000 
HALES BAR TENNESSEE 000- 
CHICKAMAUGA TENNESSEE 000 
OCOEE NO 1 OCOEE 000 
AUSTRAL HIWASSEE 000 
NEMO OBED 000 
MELTON HILL CkINCH 000 
TELLICO EITTLE TENNESSEE 000 
HIGHLANDS CULLASAJA CR 800 
NOLICHUCKY NOLICHUCKY 000 
ELK SHOAL CANE CREEK 1 000 
ERWIN NOLICHUCKY 000 
HARTFORD PIGEON [ 000 
FINES CREEK PIGEON 000 
SURGOINSVILLE HOLSTON 172 000 
1 858 800 


CUMBERLAND RIVER -BASIN 


BARKLEY CUMBERLAND 582 200 


THREE ISLANDS 
JEPERGY PRIEST 
CORDELL HULL 
CELINA 

DEVILS JUMPS 
ROCKCASTLE 
PARKER BRANCH 
LAUREL 


CUMBERLAND FALLS 


JELLICO CREEK 


OHIO MAIN STREAM 


DOG ISLAND # 
DOG ISLAND # 


WABASH RIVER BASIN 


PETERSBURG 
LOST RIVER 
SHOALS 
SPENCER 
CLINTON 
DANVILLE 
DELPHI 


OHIO MAIN STREAM 


UNIONTOWN # 
UNIONTOWN # 


GREEN RIVER BASIN 


ROCHESTER 
BARREN NO 2 


NOLIN RIVER RES 


SEE FOOTNOTES AT END OF TABLE 


HARPETH 
STONES 
CUMBERLAND 
CUMBERLAND 
BIG SOUTH FK 
ROCKCASTLE 
ROCKCASTLE 
LAUREL 
CUMBERLAND 
JELLICO CREEK 


WHITE 

E FK WHITE 
E FK WHITE 
W FK WHITE 
WABASH 
VERMILLION 
WABASH 


OHIO 
OHIO 


GREEN 
BARREN 
NOLIN 
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000 
000 
000 
000 
000 
000 
000 
000 
000 


_ 000 


200 


000 


000 


000 


000 
000 
000 
000 
000 
000 


000 


000 


000 


000 


000 
000 


000 


000 


TABLE 8 (Contd) - UNDEVELOPED By Major Drainages and River Basins 


AVERAGE USABLE GROSS 


INSTALLED 


DRAINAGE AND RIVER BASIN 
Cie kcire ANNUAL POWER STATIC 
NAME OF PROJECT OR SITE KW GENERATION | STORAGE | HEAD 
1,000 KWH | 1,000 AC-FT | FT. 


OHIO MAIN STREAM 
NEWBURGH 
CANNELTON 


SALT RIVER BASIN 
ROLLING FORK RES 


OHIO MAIN STREAM 
OHIO FALLS 


KENTUCKY RIVER BASIN 
LOCK NO 3 
BOONEVILLE 

FINCASTLE RES 


KENTUCKY 
S FK KENTUCKY 
N FK KENTUCKY 


OHIO MAIN STREAM 
MARKLAND 


MINOR RIVER BASINS 
POOLS CREEK — 


LICKING 


BOSTON STATION LICKING 
FALMOUTH LICKING 
EAST FORK E FK LIT MIAMI 


OREGONIA | LITTLE MIAMI 


OHIO MAIN STREAM 


MELDAHL # 
MELDAHL # 
GREENUP + 
GREENUP # 


GALETPOETS E & DB 


KANAWHA RIVER BASIN 


SWISS GAULEY 
CARNIFEX GAULEY 
MEADOW RIVER MEADOW 
SUMMERSVILLE GAULEY 
GAULEY MILLS GAULEY 
THURMOND NEW 
SANDSTONE NEW 
BLUESTONE NEW 
FOSTER FALLS NEW 
FRIES JUNCTION NEW 

R FRIES NEW 
LOWER DAM NEW 
UPPER DAM NEW 


HALSEY NEW 


OHIO MAIN STREAM 


RACINE + OHIO U 
RACINE # OHIO U 
BELLEVILLE # OHIO U 
BELLEVILLE # OHIO U 
WILLOW ISLAND # OHIO U 
WILLOW ISLAND # OHIO U 
HANNIBAL # OHIO U 
HANNIBAL # OHIO U 
PIKE ISLAND # OHIO U 
PIKE ISLAND + OHIO U 
NEW CUMBERLAND # OHIO U 
NEW CUMBERLAND # OHIO U 
MONTGOMERY OHIO U 


BEAVER RIVER BASIN 


DAM NO 1 CONNOQUENESSING 
DAM NO 2 SLIPPERY ROCK CR 
DAM NO 3 SLIPPERY ROCK CR 
DAM NO 4 SLIPPERY ROCK CR 


SEE FOOTNOTES AT END OF TABLE 


WS: 


TABLE 8 (Contd) - 


DRAINAGE AND RIVER BASIN 


NAME OF PROJECT OR SITE 


OHIO MAIN STREAM 
EMSWORTH 


MONOGAHELA RIVER BASIN 


DAM C 

DAM B 

DAM A 
YOUGHIOGHENY 
SANG RUN 
BEAVER HOLE 
TYGART 
LAUREL 


ALLEGHENY RIVER BASIN 


FOXBURG 
PINEY 
MILL CREEK 


YOUGHIOGHENY 
YOUGHIOGHENY 
YOUGH IOGHENY 
YOUGH IOGHENY 
YOUGH IOGHENY 
CHEAT 
TYGART 
TYGART 


CLARION 
CLARION 
CLARION 


OHIO MAJOR DRAINAGE TOTAL 


MISSOURI MAJOR DRAINAGE 


MISSOURI MAIN STREAM 


KANS CTY TO MOUTH 


GASCONADE RIVER BASIN 


RICH FOUNTAIN 
ARLINGTON 
RICHLAND 


OSAGE RIVER BASIN 
LOCK NO 2 
NIANGUA 
KAYSINGER BLUFF 
POMME DE TERRE 
STOCKTON 


GRAND RIVER BASIN 
GHIEENGOTHE 


KANSAS RIVER BASIN 
EDWARDSVILLE 
EUDORA 
LECOMPTON 
TECUMSEH 
TOPEKA 
MUTMEE CREEK 

ROCKY FORD 
MILFORD 


MISSOURI MAIN STREAM 


RULO TO KANS CITY 
RULO TO KANS CITY 
NEBR CITY TO RULO 
NEBR CITY TO RULO 


PLATTE RIVER BASIN 
SOUTH BEND 
NICKERSON 
MAPLE CREEK 
WATERLOO 
ROGERS 
CUSHING 
DAVIS CREEK NO 2 
LEES PARK 


SEE FOOTNOTES AT END OF TABLE 


MISSOURI 


GASCONADE 
GASCONADE 
GASCONADE 


OSAGE 

NIANGUA 

OSAGE 

POMME DE TERRE 
SAC 


KANSAS 
KANSAS 
KANSAS 
KANSAS 
KANSAS 

BIG BLUE 
BIG BLUE 
REPUBLICAN 


MISSOURI 
MISSOURI 
MISSOURI 
MISSOURI 


PLATTE 
MAPLE CR 
MAPLE CR 
PLATTE 
PLATTE 
NORTH LOUP 
NORTH LOUP 
MIDDLE LOUP 
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INSTALLED 
CAPACITY 
KW 


AVERAGE 
ANNUAL 
GENERATION 
1,000 KWH 


6 500 000 


6 500 000 


96 000 
120.000 


49 000 
265 000 


000 
000 
000 
700 


468 700 


95 000 
95 000 


000 


NDEVELOPED By Major Drainages and River Basins 


USABLE 
POWER 
STORAGE 
1,000 AC-FT 


GROSS 
STATIC 
HEAD 
FT. 


DRAINAGE AND RIVER BASIN 
NAME OF PROJECT OR SITE 


PLATTE RIVER BASIN (CONTINUED) 


JOHNSON NO 2 
PLUM CREEK 
SUTHERLAND 
CANYON 
ELKHORN 
BENNETT CREEK 
SHEEP CREEK 
POUDRE 
CASCADE 

COOK MOUNTAIN 
BUCK GULCH 
SMITY MOUNTAIN 
ELDORA 

GROSS DAM 
WONDERVU 
NEDERLAND 1 
ELK 

BIG HILL 
EMPIRE 
TURKSHEAD 

TwO FORKS 
RESORT CREEK 
CROSSONS 
INSMONT 
SHAWNEE 
SINGLETON 
GRANT 
CHEESMAN 
SIGNAL 
TARRYALL 
NORTH PLATTE 
KINGSLEY 
NORTH PORT 
SYBILLE CREEK 
DODGE CANYON 
GUERNSEY 
UPPER GLENDO 
BESSEMER BEND 
LEWISTON 
PEDRO MOUNTAIN 
SEMINOE 

FORT STEELE 
JACKS CREEK 
HOG PARK 
BENNETT PEAK 
PARKVIEW 


MISSOURI MAIN STREAM 
SIOUX C TO NEBR 
SIOUX C TO NEBR 
YANKTN TO SIOUX 
YANKTN TO SIOUX 


NIOBRARA RIVER BASIN 
NIOBRARA 
REDBIRD 
SPENCER 

SPENCER 
PHOENIX 
PHOENIX 
OTTER CREEK 
LONG PINE 
MEADOWVILLE 
RESERVOIR NO 5 
SPARKS 


MISSOURI MAIN STREAM 
BIG BEND 
PONY HILLS 


SEE FOOTNOTES AT END OF TABLE 


PLATTE CANAL 
PLUM CR 
S PLATTE 
CACHE POUDRE 
CACHE LA POUDRE 
CACHE POUDRE 
CACHE POUDRE 
CACHE POUDRE 
CACHE POUDRE 
NORTH VRAIN 
NORTH VRAIN 
SOUTH VRAIN 
MIDDLE BOULDER 
SOUTH BOULDER CR 
SOUTH BOULDER 
SOUTH BOULDER 

CR 

CR 

CR 

PLATTE 

PLATTE 

SOUTH PLATTE 

SOUTH PLATTE 

SOUTH PLATTE 

SOUTH PLATTE 

SOUTH PLATTE 

SOUTH PLATTE 
SOUTH PLATTE 
SOUTH PLATTE 
SOUTH PLATTE 
N PLATTE CANAL 
NORTH PLATTE 
NORTH PLATTE 
LARAMIE 
LARAMIE 
NORTH PLATTE 
NORTH PLATTE 
NORTH PLATTE 
SWEETWATER 
NORTH PLATTE 
NORTH PLATTE 
NORTH PLATTE 
NORTH PLATTE 
ENCAMPMENT 
NORTH PLATTE 
NORTH PLATTE 


MISSOURI 
MISSOURI 
MISSOURI 
MISSOURI 


NIOBRARA 
NIOBRARA 
NIOBRARA 
NIOBRARA 
NIOBRARA 
NIOBRARA 
NIOBRARA 
LONG PINE 
NIOBRARA 
NIOBRARA 
NIOBRARA 


MISSOURI 
DIVERSION CANAL 
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INSTALLED 
CAPACITY 
KW 


TABLE 8 (Contd) - UNDEVELOPED By Major Drainages and River Basins 


AVERAGE USABLE GROSS 

ANNUAL POWER STATIC 
GENERATION STORAGE HEAD 

1,000 KWH 1,000 AC-FT Fale 


000 
000 
000 
000 
000 
000 
000 
000 
000 
000 


000 
000 


2 900 000 


000 
000 
000 
000- 
600 
000 
000 
000 
000 
000 


525 000 


907 000 


390 000 
2971) O00 


DRAINAGE AND RIVER BASIN 


NAME OF PROJECT OR SITE 


MINOR RIVER BASINS 
CHERRY CREEK 
PEDRO 
ANGOSTURA 
COAL MINE 


MISSOURI MAIN STREAM 
BISMARCK 
LINCOLN VALLEY 
LONE TREE 


CHEYENNE 
CHEYENNE 
S FK CHEYENNE 
S FK CHEYENNE 


MISSOURI 
GARRISON CANAL 
GARRISON CANAL 


YELLOWSTONE RIVER BASIN 


INTAKE 

BILLINGS TO GLDVE 
MOORHEAD 

GOOSE CREEK RES 
ROCKWOOD 
SHERIDAN 

CUSTER 

LITTLE HORN 
YELLOWTAIL 

KANE 

I SHAWOOA 

SOUTH FORK 
WAPITI 
THERMOPOLIS 
BULL LAKE 

DU NOIR 

BALD RIDGE 
SUNLIGHT 

THIEF CREEK 
BEAR TOOTH LAKE 
HUNTER MOUNTAIN 
LAUREL 
STILLWATER 
BENSON BLUFF. 
GREYCLIFF 
BOULDER 

NATURAL BRIDGE 
BIG TIMBER 
ALLENSPUR 

MILL CREEK 
CHICORY 

YANKEE JIM 


MISSOUR! MAIN STREAM 
LITTLE PORCUPINE 
LOW ROCKY POINT 
HIGH COW CREEK 
FORT BENTON 
COCHRANE 
RAINBOW 


SUN RIVER BASIN 
FAIRFIELD 
GIBSON 


MISSOURI MAIN STREAM 
ULM 

HARDY 

LOMBARD 


GALLATIN RIVER BASIN 
LOWER BASIN 


MADISON RIVER BASIN 
ENNIS 
MADISON NO 2 
SQUAW CREEK 
LYON 
HEBGEN 


SEE FOOTNOTES AT END OF TABLE 


YELLOWSTONE 
YELLOWSTONE 
POWDER 

GOOSE CR 
TONGUE 

TONGUE 
BIGHORN 
LITTLE HORN 
BIGHORN 
BIGHORN 

S FK SHOSHONE 
S FK SHOSHONE 
N FK SHOSHONE 
BIGHORN 

WIND 

WIND 

CLARK FK 
SUNLIGHT CR 
CLARK FK 

BEAR TOOTH CR 
CLARK FK 
YELLOWSTONE 
STILLWATER 
YELLOWSTONE 
YELLOWSTONE 
BOULDER 
BOULDER 
YELLOWSTONE 
YELLOWSTONE 
MILL CR 
YELLOWSTONE 
YELLOWSTONE 


MISSOURI 
MISSOURI 
MISSOURI 
MISSOURI 
MISSOURI 
MISSOURI 


SUN CANAL 
SUN 


MISSOURI 
MISSOURI 
MISSOURI 


GALLATIN 


MADISON 
MADISON 
MADISON 
MADISON 
MADISON 
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INSTALLED 
CAPACITY 
KW 


AVERAGE 
ANNUAL 
GENERATION 
1,000 KWH 


860 000 


100 000 
000 
000 
000 
000 
000 
000 
000 
000 
000 
000 
000 
000 
000 
000 
000 
000 
000 
000 
000 
000 
000 
000 
000 
000 
000 
000 


USABLE 
POWER 
STORAGE 
1,000 AC-FT 


GROSS 
STATIC 
HEAD 
FT. 


TABLE 8 (Contd) - UNDEVELOPED By Major Drainages and River Basins 


AVERAGE USABLE GROSS 

ANNUAL POWER STATIC 
GENERATION STORAGE HEAD 

1,000 KWH 1,000 AC-FT ET. 


DRAINAGE AND RIVER BASIN INSTALLED 
CAPACITY 


NAME OF PROJECT OR SITE KW 


JEFFERSON RIVER BASIN : 
JEFFERSON CANYON JEFFERSON 184 000 
REICHLE BIG HOLE 110 000 
MELROSE BIG HOLE 350 000 
644 000 


MISSOURI MAJOR DRAINAGE TOTAL 3833512200 


GREAT BASIN MAJOR DRAINAGE 


TRUCKEE RIVER BASIN 

FRANKTOWN FRANKTOWN CR 
CALVADA Blt TRUCKEE Dry: 
PROSSER TRUCKEE 


CARSON LAKE BASIN 
26 FOOT DROP CARSON 
EUREKA CARSON 
WOODFORDS W FK CARSON 
WATASHEAMU E FK CARSON 
125 000 


WALKER LAKE BASIN 

ANTELOPE WEST WALKER 51 000 

MIDWAY WEST WALKER 48 000 
2 99 000 


OWENS RIVER BASIN 
COTTONWOOD NO 2 COTTONWOOD CR 
BIG PINE NO 2 BIG PINE CR 
BISHOP CR NO 1 S FK BISHOP CR 
PINE CREEK PINE CR 
ROCK CREEK NO 3 ROCK CR 
“ROCK CREEK NO 2 ROCK CR 
ROCK CREEK NO 1 ROCK CR 


000 
000 
000 
000 
000 
000 


w 
Orr (GSES 


DIDNFOWUWY 


+ 


GREAT SALT LAKE BASIN 

UPPER LOGAN LOGAN 

MINK . BEAR 

LAVA BEAR 

COKEVILLE BEAR 

COOKEVILLE PINE CR 

ALTA TUNNEL LIT COTTONWOOD CR 
DYNE DIAMOND CR 

SIXTH WATER DIAMOND CR 

SYAR DIAMOND CR 


MINOR RIVER BASINS 
BEAVER NO 3 BEAVER 


GREAT BASIN MAJOR DRAINAGE TOTAL 


NORTH PACIFIC MAJOR DRAINAGE 
PUGET SOUND DRAINAGE 


MINOR RIVER BASINS 
DEMING NOOKSACK 
SKOOKUM CREEK S FK NOOKSACK 
MAPLE FALLS NOOKSACK 
SHUKSAN NOOKSACK 
WHATCOM CREEK 1 WHATCOM CR 


SKAGIT RIVER BASIN 
THE DALLES SKAGIT 
LOW FABER SKAGIT 
LOWER SAUK SAUK 
LOWER SUIATTLE SUITATTLE 
BUCK CREEK NO 1A BUCK CR 


SEE FOOTNOTES AT END OF TABLE 
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TABLE 8 (Contd) - UNDEVELOPED By Major Drainages and River Basins 


DRAINAGE AND RIVER BASIN 


NAME OF PROJECT OR SITE 


SKAGIT 
BUCK C 
DOWNEY 
DOWNEY 
UPPER 
UPPER 
LOWER 
UPPER 
NORTH 


RIVER BASIN 
REEK NO 1 
CREEK NO 1 
CREEK 1A 
SUIATTLE 
SAUK 
WHITECHUCK 
WHITECHUCK 
FORK SAUK 


(CONTINUED) 


SUIATTLE 
SUIATTLE 
SULPHUR CR 
SUIATTLE 
DAN CR 
WHITECHUCK 
WHI TECHUCK 
N FK SAUK 


INSTALLED 
CAPACITY 
KW 


AVERAGE 
ANNUAL 
GENERATION 
1,000 KWH 


000 
000 
000 
000 
000 
000 
000 
000 


USABLE 
POWER 
STORAGE 
1,000 AC-FT 


N FK SAUK 000 
ILLABOT CR 000 
CASCADE 000 
SKAGIT 000 
SKAGIT 000 
DIABLO SKAGIT 000 
THUNDER CREEK SKAGIT 000 
ROSS SKAGIT 


SLOAN CREEK 
ILLABOT CREEK 
CASCADE 
GOPIRERMGREEK 
GORGE 


STILLAGUAMISH RIVER BASIN 
JORDEN FK STILLAGUAMI 000 
GRANITE FALLS FK STILLAGUAMI 000 
ROBE FK STILLAGUAMI 000 
TYREE FK STILLAGUAMI 000 
SILVERTON FK STILLAGUAMI 000 
OSO FK STILLAGUAMI 000 
CHAPLAIN CREEK FK STILLAGUAMI 000 
000 


SNOHOMISH RIVER BASIN 
LOWER SULTAN 
MIDDLE SULTAN 
UPPER SULTAN 


SULTAN 000 
SULTAN 000 
SULTAN 000 
WALLACE LAKE E FK WALLACE * 000 
REITER HOGARTY CR 000 
SUNSET FALLS S FK SKYKOMISH 000 
MILLER FORKS E FK MILLER CR 400 
EAST FORK MILLER —E FK MILLER CR 400 
LAKE DOROTHY — FK MILLER CR 

UPPER SOUTH FORKS S FK SKYKOMISH 

TONGA FOSS 

ALTURAS LAKE E FK FOSS 

BECKLER BECKLER 

TROUT CREEK TROUT CR 

GIDDINGS CREEK N FK SKYKOMISH 

TROUBLESOME NO 1 TROUBLESOME CR 

CARNATION N FK SNQLMIE DIV 

SNOQUALMIE NO 1 SNOQUALMIE 

GRIFFIN CREEK N FK SNQLMIE DIv 

BEAVER CR l N FK SNQLMIE DIv 

BEAVER CR 2 CALLIGAN CR 

MOUNT SI M FK SNOQUALMIE 

UPPER FALLS S FK SNOQUALMIE 


MINOR RIVER BASINS 
CEDAR FALLS 
EAGLE GORGE 


PUYALLUP RIVER BASIN 
WHITE RIVER 

MUD MOUNTAIN 

TWIN CREEK 


WHITE WASH : 000 
WHITE WASH 000 
WHITE WASH 000 
WEST FORK MOUTH W FK WHITE WASH 800 


EAST FORK RAINIER 
CARBON NO 3 
CARBON NO 2 
CARBON NO 1 
ORTING 

MOWICH NO 1A 
MOWICH NO 1 


E FK WHITE WASH 900 
CARBON WASH 000 
CARBON WASH 000 
CARBON WASH 100 
PUYALLUP DIV WASH 14 000 
PUYALLUP WASH 4 500 


MOWICH WASH T2200 
ei TeaDOO 


SEE FOOTNOTES AT END OF TABLE 
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TABLE 8 (Contd) - UNDEVELOPED By Major Drainages and River Basins 


DRAINAGE AND RIVER BASIN 
NAME OF PROJECT OR SITE 


NISQUALLY RIVER BASIN 


TR NISQUALLY 
PARK JUNCTION 2 
PARK JUNCTION 1 


HOGARTY CREEK BASIN 


LAKE ISABELLA 


HOOD CANAL BASIN 


TUNNEL CREEK 

USGS SITE 12PM12 
USGS SITE 12PM11 
USGS SITE 12PM10.- 
USGS SITE 12PM15A 
USGS SITE 12PM14A 
USGS SITE 12PM13 
USGS SITE 12PM9 
STAIRCASE 

SEVEN STREAMS 


MINOR RIVER BASINS 
12 PM NO 23 
FORKS 
UPPER DUNGENESS 
TAILWATER 
MCDONALD 
GEYSER BASIN 
WINDFALL CREEK 
EEITCE LOST 
PRESS VALLEY 
LOWER LYRE 
LAKE CRESCENT 


NISQUALLY 
NISQUALLY 
NISQUALLY 


MILL _CR 


QUILCENE 
DOSEWALLIPS 
DOSEWALLIPS 
DOSEWALLIPS 
DUCKABUSH 
DUCKABUSH 
DUCKABUSH 
HAMMA HAMMA 
SKOKOMI SH 
SKOKOMI SH 


DUNGENESS 
DUNGENESS 
DUNGENESS 
ELWHA 
ELWHA 
ELWHA 
ELWHA 
ELWHA 
ELWHA 
LYRE 

LYRE 


PUGET SOUND DRAINAGE TOTAL 


SOLEDUCK RIVER BASIN 


FAIRHOLM 


HOH RIVER BASIN 
LOG JAM 
OXxBOW 
BENDS 
SLATE CREEK 
SPRUCE CREEK 
TWIN CREEK 
MINERAL CREEK 
GLIDE CREEK 


MINOR RIVER BASINS 
LOWER QUEETS 
UPPER QUEETS 
QUINAULT LAKE 
QUINAULT 
SOUTH FORK 
RUSTLER RIVER 
LOWER CANYON 
SAVE CREEK 
WYNOOCHEE 
NORTH RIVER 


WASHINGTON COASTAL RIVER DRAINAGE 


SOLEDUCK 


QUEETS 
QUEETS 
QUINAULT 
ZEIGLER CR 
QUINAULT 
QUINAULT 
WYNOOCHEE 
WYNOOCHEE 
WYNOOCHEE 
NORTH 


WASHINGTON COASTAL RIVER 


DRAINAGE TOTA 


SEE FOOTNOTES AT END OF TABLE 
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INSTALLED 
CAPACITY 
KW 


AVERAGE 
ANNUAL 
GENERATION 
1,000 KWH 


000 
000 
000 
000 


000 
000 


000 
000 
000 
000 
000 
000 
000 
000 
000 
000 
000 


000 
000 
000 
000 
000 
000 
000 
000 
000 
000 
000 
000 


12 426 400 


1 642 000 


USABLE 
POWER 
STORAGE 
1,000 AC-FT 


TABLE 8 (Contd) - UNDEVELOPED By Major Drainages and River Basins 


DRAINAGE AND RIVER BASIN 


NAME OF PROJECT OR SITE 


COLUMBIA RIVER DRAINAGE 


GRAYS RIVER BASIN 
GRAYS RIVER 


COWLITZ RIVER BASIN 


CASTLE ROCK 

KID VALLEY 
UPPER GREEN 

ELK CREEK 
COLDWATER CREEK 
SPIRIT LAKE 
MAYFIELD 

TILTON 

MOSSY ROCK 
COWLITZ FALLS 
GREENHORN CREEK 
MUDDY FORK 
WALUPT LAKE 
PACKWOOD LAKE 
STEVER FARES 


LEWIS RIVER BASIN 
MERWIN 

YALE 

SWIFT CREEK 
MUDDY 

CLEARWATER CREEK 
PARADISE FALLS 
CLEAR CREEK 
MEADOWS 

CASCADE GORGE 
QUARTZ CREEK 
STEAMBOAT CREEK 


WILLAMETTE RIVER BASIN 


CLEAR CREEK 
LOWER CLACKAMAS 
SOUTH FORK 

fF USHREREEK 

OAK GROVE 
NOWHERE MEADOWS 
SHELL ROCK 

BIG BOTTOM 
PEEKEY 
HEADWATERS 
MEHAMA DIVERSION 
NORTH SANTIAM 
BYARS CREEK 
TUNNEL 

MINTO 

MARION LAKE 
ALBANY SITES 
WATERLOO DIVR 
FOSTER RRG 


ROUMEE 
TOUTLE 
GREEN 
TOUTLE 
TOUTLE 
TOUTLE 
COWLITZ 
TILTON 
COWLITZ 
COWLITZ 
CISPUS 
GUSEUS 
WALUPT 
HALL CR 
OHANAPECOSH 


LEWIS 
LEWIS 
SWIFT CR 
LEWIS 
MUDDY 
CLEARWATER CR 
CLEAR CR 
LEWIS TRIB 
LEWIS 
LEWIS 
LEWIS 


CLACKAMAS 
CLACKAMAS 
CLACKAMAS 
CLACKAMAS 
CLACKAMUS 
CLACKAMAS 

OAK CROVE 
CLACKAMAS 
MOLALLA 
MOLALLA 

NORTH SANTIAM 
NORTH SANTIAM 
BREITENBUSH 
NORTH SANTIAM 
NORTH SANTIAM 
MARION CR 
SOUTH SANTIAM 
SOUTH SANTIAM 
SOUTH SANTIAM 


INSTALLED 
CAPACITY 
KW 


AVERAGE 
ANNUAL 
GENERATION 
1,000 KWH 


USABLE 
POWER 
STORAGE 
1,000 AC-FT 


GREEN PETER 
BEAR CREEK 
PACKERS GULCH 


MIDDLE SANTIAM 
MIDDLE SANTIAM 
QUARTZVILLE CR 


CASCADIA 
HAYDEN BRIDGE 
DEERHORN 

VIDA 

QUARTZ CREEK 
STRUBE RRG 
COUGAR 

HARDY CREEK 
AUGUSTA CREEK 
MCKENZIE BRIDGE 
HORSE CREEK 
FOLEY SPRINGS 
RAINBOW CREEK 
HARVEY CREEK 
THREE SIESTERS 
BELKNAP 


SEE FOOTNOTES AT END OF TABLE 


SOUTH SANTIAM 
MCKENZIE 
MCKENZIE 
MCKENZIE 
MCKENZIE 
S FK MCKENZIE 
S FK MCKENZIE 
S FK MCKENZIE 
S FK MCKENZIE 
MCKENZIE 
HORSE CR 
HORSE CR 
SEPARATION CR 
SEPARATION CR 
SEPARATION CR 
MCKENZIE 
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TABLE 8 (Contd) - UNDEVELOPED By Major Drainages and River Basins 


DRAINAGE AND RIVER BASIN 


NAME OF PROJECT OR SITE 


WILLAMETTE RIVER BASIN 
BEAVER MARSH 
LOOKOUT POINT 2 
MEE 6 "POINT 7 
NORTH FORK NO 1 
SALMON CREEK 
WALDO LAKE 
MILE 56 
BOULDER CREEK 
STALEY CREEK 
SWIFT CREEK 
ROCKY POINT 


SANDY RIVER BASIN 
BULL RUN NO 2 
BULL RUN NO 1 
MARMOT 
WELCHES 
LINNEY 
MEADOWS 


COLUMBIA MAIN STREAM 
BONNEVILLE 


LITTLE WHITE SALMON RI 
LIT WHITE SALMON 


WHITE SALMON RIVER BAS 
UNDERWOOD 
CONDIT 
HUSUM 
Baz 
WALLACE BRIDGE 
LITTLE MOUNTAIN 
TROUT CREEK 


KLICKITAT RIVER BASIN 
FOOT OF RAPIDS 
HEAD BOX CANYON 
WRIGHT 
LITTLE KLICKITAT 
ALVORDS BRIDGE 
OUTLET CREEK 
BIG MUDDY 
MIDDLE BIG MUDDY 
WEST FORK 
CASTILE FORD 


COLUMBIA MAIN STREAM 
THE DALEES 


DESCHUTES RIVER BASIN 
MOODY 

LOCKIT 
RECLAMATION 
SINAMOX 

OAK BROOK 
SHERAR FALLS 
OAK SPRINGS 
MAUPIN 
FRIEDA 

WHITE HORSE 
ROUND BUTTE 
WHITE WATER 
JEFFERSON 
JACK CREEK 


COLUMBIA MAIN STREAM 
JOHN DAY 
MCNARY 


SEE FOOTNOTES AT END OF TABLE 


(CONTINUED) 
MCKENZIE 

M FK WILLAMETTE 
NORTH FK 

NORTH FK 

SALMON CR 

BLACK CR 

M FK WILLAMETTE 
M FK WILLAMETTE 
M FK WILLAMETTE 
M FK WILLAMETTE 
ROW 


BULL RUN 
BULL RUN 
SANDY 
SALMON 
SALMON 
SALMON 


COLUMBIA 


VER BASIN 
LIT WHITE SALMON 


IN 

WHITE SALMON 
WHITE SALMON 
WHITE SALMON 
WHITE SALMON 
WHITE SALMON 
WHITE SALMON 
WHITE SALMON DIV 


KLICKITAT 
KLICKITAT 
KLICKITAT 
KLICKITAT 
KLICKITAT 
KLICKITAT 
KLICKITAT 

BIG MUDDY CR 
W FK KLICKITAT 
KLICKITAT 


COLUMBIA 


DESCHUTES 
DESCHUTES 
DESCHUTES 
DESCHUTES 
DESCHUTES 
DESCHUTES 
DESCHUTES 
DESCHUTES 
DESCHUTES 
DESCHUTES 
DESCHUTES 
METOLIUS 

METOLIUS 

METOLIUS 


COLUMBIA 
COLUMBIA 
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INSTALLED 
CAPACITY 
KW 


AVERAGE 
ANNUAL 
GENERATION 
1,000 KWH 


USABLE GROSS 

POWER STATIC 
STORAGE HEAD 
1,000 AC-FT Fle 


TABLE 8 (Contd) - UNDEVELOPED By Major Drainages and River Basins 


DRAINAGE AND RIVER BASIN 


NAME OF PROJECT OR SITE 


SNAKE RIVER BASIN 
ICE HARBOR 
LOWER MONUMENTAL 
LITTLE GOOSE 
LOWER GRANITE 
LAPWAI 
MYRTLE 
LENORE 
DWORSHAK 
ROCK CREEK 
LOST CREEK 
FISHER CREEK 
KELLEY CREEK 
GREER 
KAMIAH 
PENNY CLIFFS 
JERRY JOHNSON 
WENDOVER 
WOLF CREEK 
MOOSE CREEK 
RUNNING CREEK 
WHITE CAP 
MEADOW CREEK 
SILVER CREEK 
NEWSOME CREEK 
ASOTIN 
NARROWS 
WENAHA 
BEAVER CREEK 
ELBOW CREEK 
RONDOWA 
LITTLE MINAM 
NORTH MINAM 
CHINA GARDENS 
LOWER CANYON 
FREEDOM 
CREVICE 
WARREN 
JEANOTT 
BEAR CREEK 
TAILHOLT 
DEADMAN 
REGAN 
PARKS 
HALF WAY 
RUSTICAN 
BUCKHORN 
REED 
POVERTY FLAT 
BEAR HILL 
BLACK CANYON 

_PINNACLE PEAK 
LEWIS 
PUNGO 
RISLEY 
STEELHEAD 
SHEEPEATER 
DEERHORN 
FULLER 
SALMON FALLS 
FALL CREEK 
CHI NOOK 
BEAR VALLEY 
ROOD 
DEER CREEK 
SHOUP 
INDIANOLA 
12 MILE CREEK 
CAMP CREEK 
RATTLESNAKE 
12 JA NO 16 
MCKIM CREEK 
PAHSIMEROI 
CHALLIS 
CLAYTON 


SULLIVAN HOT SPRS 


HOLMAN CREEK 


SEE FOOTNOTES AT END OF TABLE 


SNAKE 
SNAKE 
SNAKE 
SNAKE 
CLEARWATER 
CLEARWATER 
CLEARWATER 
FK CLEARWATER 
FK CLEARWATER 
FK CLEARWATER 
FK CLEARWATER 
FK CLEARWATER 
CLEARWATER 
CLEARWATER 
M FK CLEARWATER 
LOCHSA 
LOCHSA 
SELWAY 
SELWAY 
SILWAY 
SELWAY 
S FK CLEARWATER 
S FK CLEARWATER 
S FK CLEARWATER 
SNAKE 
GRANDE RONDE 
GRANDE RONDE 
WENAHA 
GRANDE RONDE 
GRANDE RONDE 
MINAM 
MINAM 
SNAKE 
SALMON 
SALMON 
SALMON 
WARREN CR 
S FK SALMON 
S FK SALMON 
FK SALMON 
FK S FK SALMON 
FK S FK SALMON 
FK S FK SALMON 
JOHNSON CR 
JOHNSON CR 
S FK SALMON 
S FK SALMON 
S FK SALMON 
S FK SALMON 


SALMON 
SALMON 
SALMON 
SALMON 
SALMON 
SALMON 
SALMON 
PANTHER CR 
PANTHER CR 
SALMON 
SALMON 
SALMON 
SALMON 
SALMON 
SALMON 
SALMON 
SALMON 
SALMON 
SALMON 
SALMON 
SALMON 


RES ASE RS ese SEES ES 
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INSTALLED 
CAPACITY 
KW 


WFWOUYWYWUUUD 


ray 
+ 
ra 


UODWWMONFAOUFFUWNYUUWUUATWU Yo 


AVERAGE 
ANNUAL 
GENERATION 
1,000 KWH 


USABLE 
POWER 
STORAGE 
1,000 AC-FT 


TABLE 8 (Contd) - UNDEVELOPED By Major Drainages and River Basins 


DRAINAGE AND RIVER BASIN 


NAME OF PROJECT OR SITE 


SNAKE RIVER BASIN 
BADGER CREEK 
YANKEE FORK 
AMERICAN CREEK 
ELK HORN CREEK 
STANLEY BASIN 
HIGH MTN SHEEP 
HIGH MTN SHEEP 
THE RAPIDS 
HELLS CANYON 
HELLS CANYON 3/ 
OXBOW 
BROWNLEE 
COVERDALE 
GOODRICH 
GARDEN VALLEY RRG 
GARDEN VALLEY 
BIG PINE CREEK 
PINE FLAT 


ELK LAKE 
LOWER SCRIVER 
UPPER SCRIVER 
LUCKY PEAK 
ARROW ROCK 

12 HD NO 1 
TWIN SPRINGS 
12 HD NO 15 

12 HD NO 1l 

12 HD NO 20 
ANDERSON RANCH 
CASEY RANCH 
BASCUM RESERVOIR 
12 HD NO 18 

12 HD NO 16 
DUNCAN FERRY 
GUFFEY 

SWAN FALLS 
DIKE 
CANYON CR 
BLISS 
UPPER BLISS 
LOWER SALMON 
THOUSAND SPRINGS 
CONE 
.12 GR NO 2 
DRY CREEK 
EAGLE ROCK 
AMERICAN FALLS 
SHELLEY 
FREMONT 
FALLS RIVER 
ASHTON 

ASHTON 
WARM RIVER 
MESA FALLS 
BURNS CREEK 
ELBOW 
SNAKE NARROWS 
GRANITE CREEK 


YAKIMA RIVER BASIN 
LOWER WAPATO 
UPPER WAPATO 
TIETON DIVERSION 
BELOW ELEV 1765 
RATTLESNAKE CREEK 
EuEVeZZo5 
BUMPING RIVER 
BELOW AMERICAN R 
ELEY 3165 
BLW PLEASANT VLY 


(CONTINUED) 
SALMON 
SALMON 
SALMON 
SALMON 
SALMON 
SNAKE 
SNAKE 
IMNAHA 
SNAKE 
SNAKE 
SNAKE 
SNAKE 
MCGRAW CR 
WEISER 

PAYETTE 

PAYETTE 

PAYETiie 

PAYETTE 

PAYETTE 

PAYETTE 

PAYETTE 

PAYETTE 

PAYETTE 

PAYETTE 

PAYETTE 

PAE T TES DIL, 

PAYETTE DIV 


ZZNNnnnnnnvnnn 


SUFK BOISE DLV 
SNAKE 
SNAKE 
SNAKE 
SNAKE 
SNAKE 
SNAKE 
SNAKE 
SNAKE 
SNAKE 
SNAKE 
TETON 
FALLS 
HENRYS 
HENRYS 
HENRYS 
HENRYS 
SNAKE 
GREYS 
SNAKE 
HOBACK 


SIMCOE 
SIMCOE 
TIETON 
NACHES 
NACHES 
NACHES 
NACHES 
BUMPING 
BUMPING 
AMERICAN 


SEE FOOTNOTES AT END OF TABLE 
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INSTALLED 
CAPACITY 
KW 


AVERAGE USABLE GROSS 
ANNUAL POWER STATIC 

GENERATION | STORAGE HEAD 
1,000 KWH 1,000 AC-FT FT. 


TABLE 8 (Contd) - UNDEVELOPED By Major Drainages and River Basins 


DRAINAGE AND RIVER BASIN INSTALLED UNAS USABLE 
So ag a CLPACIIY ANNUAL POWER 


: GENERATION | STORAGE 
NAME OF PROJECT OR SITE Su 1,000 KWH | 1,000 AC-FT 


YAKIMA RIVER BASIN (CONTINUED) 
TEANAWAY DAM YAKIMA 000 
BELOW BIG SALMON CLE ELUM 100 
ELEV 2545 CLE ELUM 600 
COOPER LAKE DIVR Ww FK CLE ELUM 000 
WAPTUS LAKE DIVR N FK CLE ELUM 000 
FISH LAKE DIVR N FK CLE ELUM 900 
100 


COLUMBIA MAIN STREAM 
PRIEST RAPIDS COLUMBIA 473 100 
WANAPUM COLUMBIA 581 875 
ROCK ISLAND COLUMBIA 36 900 
1 091 875 


WENATCHEE RIVER BASIN 
ABOVE ELEV 612 WENATCHEE 400 000 
ABOVE ELEV 695 WENATCHEE : 000 000 
‘DRYDEN WENATCHEE 000 600 
BELOW ELEV 1110 WENATCHEE 000 000 
ABOVE ELEV 1110 ICICLE CR 300 
8 MILE FLAT DIVR RGTGEESGR 500 
EIGHTMILE CREEK ICICLE CR 300 
LEAVENWORTH WENATCHEE 000 
PLAIN WENATCHEE 000 
BEAVER CREEK WENATCHEE 386 
CHIWAWA CHIWAWA 000 
WHITE RIVER WHITE 500 
386 


COLUMBIA MAIN STREAM 
ROCKY REACH COLUMBIA 600 
600 


ENTIAT RIVER BASIN 
ENTIAT DIVERSION ENTIAT 


CHELAN RIVER BASIN 

CHELAN CHELAN 
RAILROAD CREEK RAILROAD 
STEHEKIN STEHEKIN 
AGNES CREEK STEHEKIN 


COLUMBIA MAIN STREAM 
WELLS COLUMBIA 
WELLS 4/ COLUMBIA 


OKANOGAN RIVER BASIN 
SIMILKAMEEN SIMILKAMEEN 


COLUMBIA MAIN STREAM 
CHIEF JOSEPH COLUMBIA 
GRAND COULEE COLUMBIA 


SPOKANE RIVER BASIN 

EITTEESEAELCS SPOKANE 

LONG LAKE SPOKANE 

NINE MILE SPOKANE 

BOWL AND PITCHER SPOKANE 
MONROE STREET SPOKANE 

UPPER FALLS SPOKANE 

UP RIVER SPOKANE 
CROSSING SPOKANE 

POST FALLS SPOKANE 
ENAVILLE COEUR D ALENE 
TEDDY CREEK COEUR D ALENE 
AVERY SimJOe 


MINOR RIVER BASINS 

ORIENT KETTLE 
CURLEW KE 

LOWER BIG SHEEP BIG SHEEP CR 


SEE FOOTNOTES AT END OF TABLE 
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TABLE 8 (Contd) - UNDEVELOPED By Major Drainages and River Basins 


DRAINAGE AND RIVER BASIN 
NAME OF PROJECT OR SITE 


PEND OREILLE RIVER BASIN 


BOUNDARY 
PRIEST NO 4 
WEARE 

NOXON RAPIDS 
THOMPSON FALLS 
EDDY 

BUFFALO NO 4 
BUFFALO NO 2 
KERR 

SWAN LAKE 
CORAM 

CANYON CREEK 
SMOKY RANGE 
SPRUCE PARK 
QUINN SPRINGS 
SUPERIOR 
QUARTZ CREEK 
PLATEAU 
‘BONNER 
MCNAMARA 
NINEMILE PRAIRIE 
OVANDO B 
FINLEN 

QUIGLEY 

ATKINS 

JOY 

MOYIE CANYON 
LOW KATKA 

ONE MILE 

SIX MILE 

YAAK FALLS 
LONG MEADOWS 
KOOTENAI FALLS 
KOOTENAI RIVER 
LIBBY 


PEND OREILLE 
PRIEST 

BULL 

CLARK FORK 
CLARK FORK 
CLARK FK 
FLATHEAD 
FLATHEAD 
FLATHEAD 
SWAN 
FLATHEAD 

N FK FLATHEAD 
N FK FLATHEAD 
M FK FLATHEAD 
CLARK FK 
CLARK FK 
CLARK FK 
CLARK FK 
BLACKFOOT 
BLACKFOOT 
BLACKFOOT 
BLACKFOOT 
ROCK CR 

ROCK CR 

ROCK CR 

ROCK CR 
MOYIE 
KOOTENAI 
YAAK 

YAAK 

YAAK 

YAAK 
KOOTENAI 
KOOTENAI 
KOOTENAI 


COLUMBIA RIVER DRAINAGE TOTA 


OREGON COASTAL RIVER DRAINAGE 


NEHALEM RIVER BASIN 


STONEHILL 
NEHALEM FALLS 
WAKEFIELD 
SALMONBERRY 
SPRUCE RUN 
ELSIE 


MINOR RIVER BASINS 
12 RA NO 39 
CEDAR CREEK 
GINGER PEAK 
CLEAR CREEK 
BLAINE 

MEADOW LAKE 
EUCHRE CREEK 
SUNSHINE CREEK 
THE FAELS 
TIDEWATER 
SCOTT MOUNTAIN 
12 RA NO 6 
TRIANGLE LAKE 
12 RA NO 5 
AUSTA 

LZ2ERESNOW 1 


UMPQUA RIVER BASIN 
LOON LAKE DIVR 
SCOTTSBURG 

REM ES a SMI TRIE: 
KELLOGG 


SEE FOOTNOTES AT END OF TABLE 


NEHALEM 
NEHALEM 
NEHALEM 
NEHALEM 
NEHALEM 
NEHALEM 


wILSON 
WILSON 
TRASK 

N FK TRASK 
NESTUCCA 
NESTUCCA 
STP ERZ 
So Rez 
SHEETZ 
ALSEA 
ALSEA 
SIUSLAW 
LAKE CR 
SIUSLAW 
SITUSLAW 
SMITH 


MILL CR 
UMPQUA 
UMPQUA 
UMPQUA 


WASH 
IDAHO 
MONT 
MONT 
MONT 
MONT 
MONT 
MONT 
MONT 
MONT 
MONT 
MONT 
MONT 
MONT 
MONT 
MONT 
MONT 
MONT 
MONT 
MONT 
MONT 
MONT 
MONT 
MONT 
MONT 
MONT 
IDAHO 
IDAHO 
MONT 
MONT 
MONT 
MONT 
MONT 
MONT 
MONT 


Sh 


AVERAGE 


INSTALLED ANNUAL 


CAPACITY 


KW GENERATION 


1,000 KWH 


000 
000 
800 
000 
000 
000 
000 
000 
000 
000 
000 
000 
000 
000 
000 
000 
000 
000 
000 
000 
000 
000 
000 
000 
000 
000 
000 
000 
000 
000 
000 
900 
1 080 000 
350 000 
1 629 000 


12 490 800 


LY52 9889.00 


USABLE 
POWER 
STORAGE 
1,000 AC-FT 


GROSS 
STATIC 
HEAD 
Et: 


TABLE 8 (Contd) - UNDEVELOPED By Major Drainages and River Basins 


DRAINAGE AND RIVER BASIN Amiga ye ce = 
"NAME OF PROJECT OR SITE CAPACITY ANNUAL POWER STATIC 


NAME OF PROJECT OR SITE a GENERATION | STORAGE | HEAD 
1,000 KWH | 1,000 AC-FT FT. 


UMPQUA RIVER BASIN (CONTINUED) 
WOLF CREEK UMPQUA 
WINCHESTER NORTH UMPQUA 

WINCHESTER RTH UMPQUA 
OAK CREEK JORTH UMPQUA 
HORSESHOE BEND RTH UMPQUA 
GLIDE RTH UMPQUA 
ROCK CREEK MPQUA 
BOUNDARY : UMPQUA 
STEAMBOAT ) 1 UMPQUA 
COPELAND DIV ) UMPQUA 
BAKES GREEK NOM R 
DILLARD UMPQUA 
MYRTLE CREEK UMPQUA 

A 
A 


RIDDLE DIVERSION UMPQU 
TILLER DIVERSION ) UMPQU 


MINOR RIVER BASINS 
LOWER COOS RIVER 
TIOGA FORK 
FAIRVIEW COQUILLE 
12 RC NO 6A COQUILLE 
12 RE NO 5 COQUILLE 
EDEN RIDGE COQUILLE 


ROGUE RIVER BASIN 

COPPER CANYON ROGUE 

BUZZARDS ROOST ILLINOIS 

KERBY ILLINOIS 

RAMEY FALLS ROGUE 

APPLEGATE NO 2 APPLEGATE 

APPLEGATE NO 1 APPLEGATE 

AMENT ROGUE 28 400 
GOLD HILL ROGU 000 
EOSTRCREER ROGUE 200 
CASCADE ROGU 000 
PROSPECT NO 2 N FK ROGUE 000 
RITERMGCREBKK ROGU 000 
TOPs CREEK ROGUE 800 000 
UNION CREEK ROGU 000 000 
CASTLE CREEK ROGU 500 : 000 

816 700 3) 326; 8'00 


OREGON COASTAL DRAINAGE TOTAL 1 638 850 Te 23a 3.00 


| 


NORTH PACIFIC MAJOR 
DRAINAGE TOTAL 


SOUTH PACIFIC MAJOR DRAINAGE 


NORTHERN CALIFORNIA COASTAL RIVER DRAI 


SMITH RIVER BASIN 

GASTQUET N FK SMITH 
ROCKLAND N FK SMITH 
DIAMOND CREEK DIAMOND CR 


KLAMATH RIVER BASIN 

ELTAPOM So FR TREND TY. 
HAY FORK HAY FORK 
SULPHUR GLADE SES im NT Ye 
HELENA TRINITY 
TRINITY TRINITY 
MOREHOUSE SALMON 
RUSSIANVILLE N FK SALMON 
MATTHEWS S FK SALMON 
HAPPY CAMP KLAMATH 
HAMBURG KLAMATH 
SCO le VALCKE SCOTT 


SEE FOOTNOTES AT END OF TABLE 
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TABLE 8 (Contd) - UNDEVELOPED By Major Drainages and River Basins 


DRAINAGE AND RIVER BASIN INSTALLED AVERAGE USABLE GROSS 
CAPACITY ANNUAL POWER STATIC 
NAME OF PROJECT OR SITE am GENERATION STORAGE HEAD 
1,000 KWH 1,000 AC-FT FT. 


KLAMATH RIVER BASIN (CONTINUED) 


WARM SPRINGS KLAMATH 
SALT CAVES KLAMATH 
BEAR SPRINGS KLAMATH 
KENO KLAMATH 
ASPEN LAKE KLAMATH 


MAD RIVER BASIN 
BOS EX MAD 


CANYON CREEK MAD 
BUTLER VALLEY MAD 
GOLD ROCK MAD 
BIG BEND MAD 


PLO] “GREEK 


EEL RIVER BASIN 


BRIDGEVILLE VAN DUZEN 
FORKS VAN DUZEN 
YAGER CREEK YAGER CR 
DYERVILLE EEL 
WHE BEL 
HOLLOW TREE Sere EEL 
BRANSCOMB Sari BE 
SEQUOIA EEL 

MINA M TRS Vale 
HULL CREEK HULL CR 
CASOOSE CREEK CASOOSE CR 
ERSee MEFK EEL 


RUSSIAN RIVER BASIN 


EAST “FORK E FK RUSSIAN 
NEW POTTER VALLEY S isk EEE Diy 
R POTTER VALLEY Si ie ee [Dy 


NORTHERN CALIFORNIA COASTAL 
RIVER DRAINAGE TOTAL 


7007 _ 000 


SACRAMENTO RIVER DRAINAGE 


SS eee 


PUTAH CREEK BASIN 
MONTICELLO AFTBAY 
MONTICELLO 
SNELL 
NOYES 

JERUSALEM 

STIENHART 


AMERICAN RIVER BASIN 


SALMON FALLS S FK AMERICAN 
COLOMA S FK AMERICAN 
CHILI BAR S FK AMERICAN 
WHITE ROCK S FK AMERICAN 
WHITE ROCK 35/ S FK AMERICAN 

R AMERICAN RIVER S FK AMERICAN 

A CAMINO SILVER CREEK DIV 
UNION VALLEY SILVER CR 
JONES FORK SG Uinke ST EVERMCR: D 
ROBBS PEAK RUBICON DIV 
ALDER CREEK ALDER CR 
KYBURZ S FK AMERICAN 
AUBURN FK AMERICAN 
OXBOW M FK AMERICAN 
RALSTON M FK AMERICAN DV 
LOON LAKE NO 2 LIT S FK RUBICON 
LOON LAKE NO 1 LOON LAKE DIV 
MIDDLE FORK RUBICON DIV 
FRENCH MEADOWS M FK AMERICN DIV 
INDIAN CREEK N FK AMERICAN 

N FK AMERICAN 


COLFAX NO 3 
PIONEER NO 2 


N FK AMERICAN 


SEE FOOTNOTES AT END OF TABLE 
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TABLE 8 (Contd) - UNDEVELOPED By Major Drainages and River Basins 


DRAINAGE AND RIVER BASIN 


NAME OF PROJECT OR SITE 


FEATHER RIVER BASIN 
ROLLINS 
DUTCH FLAT NO 2 
CHICAGO PARK 
DRUM NO 2 
MARYSVILLE 
NEW NARROWS 
NARROWS 
JONES BAR 
DEVILS SLIDE 
LAKE VALLEY 
NEW COLGATE 
NEW BULLARDS BAR’ 
BULLARDS BAR 
WAMBO 
INDIAN VALLEY 
DOWNEVILLE 
SARDINE UNIT 
THERMALITO 
OROVILLE 
BALD ROCK 5 
HARTMAN 4 
DOGWOOD 3 
MINERVA 2 
NELSON POINT 1 
BIG BEND 6/ 
SWAYNE 
BELDEN 
YELLOW CREEK 
MILL CREEK 
EAST BRANCH 
SPANISH CREEK 
SQUAW QUEEN 
UPPER INDIAN CR 1 
UPPER INDIAN CR 2 
MEADOW VALLEY 


MINOR RIVER BASINS 

CENTERVILLE 
CENTERVILLE 

NEWVILLE 

DEER CREEK 

DEER CREEK 

DEER CREEK 

DEER CREEK 


SACRAMENTO MAIN STREAM 
ANTELOPE CREEK 3 
ANTELOPE CREEK 1 
TABLE MOUNTAIN 


WEST SIDE CANAL BASIN 
DUNNIGAN 
WILLOWS 


MINOR RIVER BASINS 
COTTONWOOD 
FIDDLERS 


CLEAR CREEK BASIN 
SAELTZER 
KANAKA 


SACRAMENTO MAIN STREAM 
SPRING CREEK PH 


SEE FOOTNOTES AT END OF TABLE 


YUBA DIV 


2 

S 
mame?) 
n> 


YUBA 
YUBA 
YUBA 
YUBA DIV 
YUBA 
YUBA 
YUBA 
YUBA 
YUBA 
YUBA 
FEATHER 
FEATHER 
FEATHER 
FEATHER 
FEATHER 
FEATHER 
FEATHER 
FEATHER 
FEATHER 
FEATHER 
YELLOW CR 
EVBRe NRK DEY 
E BR N FK FEATHR 
SPANISH CR 
LAST CHANCE CR 
INDIAN CR 
INDIAN CR 
SPANISH CR 


Die 
RR 


ae oe area CY 


BUTTE CREEK 
BUTTE CREEK 

N FK STONEY CR 
BRUSH CR 

DEER CR 

DEER CR 

DEER CR 


ANTELOPE CR 
S FK ANTELOPE Dv 
SACRAMENTO 


WEST SIDE CANAL 
WEST SIDE CANAL 


SACRAMENTO DIV 
M FK COTTONWOOD 


CLEAR CR 
CLEAR CR 


CLEAR CREEK DIV 
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INSTALLED 
CAPACITY 
KW 


AVERAGE USABLE GROSS 

ANNUAL POWER STATIC 
GENERATION STORAGE HEAD 

1,000 KWH 1,000 AC-FT Batis 


TABLE 8 (Contd) - UNDEVELOPED By Major Drainages and River Basins 


DRAINAGE AND RIVER BASIN 


NAME OF PROJECT OR SITE 


PIT RIVER BASIN 
BIG SPRINGS NO 3 
UPPER TRAELS 
PIT NO 7 
Pi BNOeS 
MCCLOUD-PIT 
SUGAR LOAF 
Pld RNO2 


MCCLOUD 
MCCLOUD 

PLT 

PA 

MCCLOUD ULV 
HAT CR 

PIT 


SACRAMENTO RIVER DRAINAGE 


i 


SAN JOAQUIN RIVER DRAINAGE 


MOKELUMNE RIVER BASIN 
NASHVILLE 

COMANCHE 

MIDDLE BAR 


CALAVERAS RIVER BASIN 
JESUS MARIA 


STANISLAUS RIVER. BASIN 


NEW MELONES 
MELONES 
PHOENIX 
STANISLAUS NO 2 
GOEETERVILLE 
SAND BAR 
DARDANELLES 
BIG TREES 
BOARDS CROSSING 
SAND FLAT 
MORAN CREEK 


TUOLUMNE RIVER BASIN 
« NEW DON PEDRO 
DON PEDRO 
MOCCASIN CREEK 
BIG HUMBUG CREEK 
MOUTH OF CLAVEY 
CLAVEY R DIVR 
SOUTH FORK PH 1 
EARLY INTAKE 2/ 
CANYON 


MERCED RIVER BASIN 
NELLING 

j(ERCED FALLS 

NEW EXCHEQUER 
EXCHEQUER 

BAGBY 

SNOW CREEK 


COSUMNES 
MOKELUMNE 
MOKELUMNE 


JESUS MARIA CR 


STANISLAUS 
STANISLAUS 
BS STANSES® Div 
FK STANISLAUS 
FR STANSES DIV 
FK STANISLAUS 
FK STANISLAUS 
FK STANISLAUS 
FK STANISLAUS 
HIGHLAND CR DIV 
MORAN CR 


TUOLUMNE 
TUOLUMNE 
TUOLUMNE 
TUOLUMNE 
TUOLUMNE 
TUOLUMNE 

S FK TUOLUMNE 
CHERRY CR 
TUOLUMNE 


MERCED 
MERCED 
MERCED 
MERCED 
MERCED 
SNOW CR 


SAN JOAQUIN MAIN STREAM 


BIG CREEK NO 3 
WEST SIDE PP 8A 
CHIQUITO 

FORKS 


MINOR RIVER BASINS 
MILLER BRIDGE 


SAN JOAQUIN RIVER 


SEE FOOTNOTES AT END OF TABLE 


SAN JOAQUIN 
SAN JOAQUIN 
CHIQUITO CR DIV 
SAN JOAQUIN 


M FK SAN JOAQUIN 


DRAINAGE TOTAL 


o5 


INSTALLED 
CAPACITY 
KW 


AVERAGE 
ANNUAL 
GENERATION 
1,000 KWH 


USABLE 
POWER 
STORAGE 
1,000 AC-FT 


GROSS 
STATIC 
HEAD 
Pie 


TABLE 8 (Contd) - UNDEVELOPED By Major Drainages and River Basins 


DRAINAGE AND RIVER BASIN 


NAME OF PROJECT OR SITE 


CALIFORNIA BASIN DRAINAGE 


BASIN 
PIEDRA AFTERBAY 
PINE FLAT 
KELLERS RANCH 
KINGS RIVER 
ROSS 
DINKEY CREEK 
COURTRIGHT HELMS 
JUNCTION 
CEDAR GROVE 
PARADISE VALLEY 
TEHIPITE 
SIMPSON MEADOW 


MINOR RIVER BASINS 
TERMINUS 


KERN RIVER BASIN 
KERN CANYON 
KERN RIVER NO 1 
BOREL 
ONYX 
ROCKHOUSE 
KERN RIVER NO 8 
MONACHE 
KERN RIVER NO 3 
JUNCTION 
LITTLE KERN 
KERN LAKE 


KINGS 
KINGS 
KINGS 
DINKEY CR 
DINKEY CR 
DINKEY CR 
HELMS CR DIV 
KINGS 
FK KINGS 
FK KINGS 
FK KINGS 
FK KINGS 


CALIFORNIA BASIN DRAINAGE TOTAL 


SOUTHERN CALIFORNIA COASTAL RIVER DRAI 


MINOR RIVER BASINS 
SESPE 3 PLANTS 
LAKE WOHLFORD 


SESPESER 
ESCONDIDO CR 


SOUTHERN CALIFORNIA COASTAL 
RIVER DRAINAGE TOTAL 


SOUTH PACIFIC MAJOR 
DRAINAGE TOTAL ___ 


COLORADO MAJOR DRAINAGE 


GILA RIVER BASIN 
GRANITE REEF 
AGUA FRIA 
HORSE SHOE 
LIVINGSTON 
GLEASON FLAT 
MULE HOOF 
WALNUT CANYON 
KNOB 
BUTTES 


ALL AMERICAN CANAL 


DROP NO 5 
DROP NO 3 


COLORADO MAIN STREAM 
HEADGATE ROCK 


VIRGIN RIVER BASIN 
LA VERKIN NO 4 

WARNER 

BENCH LAKE 

VIRGIN 


SEE FOOTNOTES AT END OF TABLE 


GRANITE REEF AQU 
GRANITE REEF AQU 
VERDE 

SALT 

SALT 

SALT 

SALT 

SALT 

GILA 


ALL AMERICAN CAN 
ALL AMERICAN CAN 


COLORADO 


VIRGIN 
DIXIE MAIN CANAL 
DIXIE MAIN CANAL 
VIRGIN 
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INSTALLED 
CAPACITY 


AVERAGE USABLE GROSS 

ANNUAL POWER STATIC 
GENERATION STORAGE HEAD 
1,000 AC-FT FT: 


STS TOO 


TABLE 8 (Contd) - UNDEVELOPED By Major Drainages and River Basins 


AVERAGE 
ANNUAL 
GENERATION 


USABLE GROSS 
POWER STATIC 
STORAGE HEAD 


INSTALLED 
CAPACITY 


DRAINAGE AND RIVER BASIN 


NAME OF PROJECT OR SITE KW 


COLORADO MAIN STREAM 
BRIDGE CANYON 
KANAB CREEK 


COLORADO 
COLORADO 


LITTLE COLORADO RIVER BASIN 


BLUE RIDGE 


COLORADO MAIN STREAM 
MARBLE CANYON 
GLEN CANYON 


SAN JUAN RIVER BASIN 
SLICK HORN CANYON 
GOOSENECKS 
BLUFF 
NAVAJO 
ANIMAS GORGE 
ELME CREEK 
HOWARDSVILLE 
EMERALD LAKES 


GREEN RIVER BASIN 
MEXICAN BEND 
BLACK BOX CANYON 
COTTONWOOD 
GRAY CANYON 
RANGELY 
UPPER WHITEROCKS 
UINTAH RIVER 
UPPER WEST FORK 
YELLOWSTONE 

YELLOWSTONE 
ROCK CREEK 
SPLIT MOUNTAIN 
ECHO PARK 
LILY PARK 
SEATER, FALES 

. CROSS MOUNTAIN 
FLAMING GORGE 
FONTENELLE 


COLORADO MAIN STREAM 
MOAB 
DEWEY 


DOLORES RIVER BASIN 
SAWPIT 


NISON RIVER BASIN 
HITEWATER 
URAY NO 3 
RAY NO 2 
RAY NO 1 


RROW POINT 
UE MESA 
TEVIEW 

KE FORK 
LMONT 

SPRING CREEK 
GRYSTAL CREEK 


IT, GY Gi Oo OO = Se 


MINOR RIVER BASINS 
ELECTRA 
LOWER BEAR WALLOW 
UPPER BEAR WALLOW 
CARDIFF 
RED CANYON 


SEE FOOTNOTES AT END OF TABLE 


BAST AGEEAR SCR 


COLORADO 
COLORADO 


SAN JUAN 

SAN JUAN 

SAN JUAN 

SAN JUAN 
ANIMAS 

ANIMAS 

ANIMAS 

PINE DIV FLINT 


SAN RAFAEL 

SAN RAFAEL 
COTTONWOOD CR 
GREEN 

WHITE 
WHITEROCK CR 
UINTAH 

LAKE FK 
YELLOWSTONE CR 
YELLOWSTONE CR 
ROGK {GR 

GREEN 
GREEN 
YAMPA 
SAE Rae 
YAMPA 
GREEN 
GREEN 


COLORADO 
COLORADO 


SAN MIGUEL 


GUNNISON 
UNCOMPAHGRE 
UNCOMPAHGRE 
UNCOMPAHGRE 
GUNNISON 
GUNNISON 
GUNNISON 
LAKE FK 
LAKE FK 
TAYLOR 
TAYLOR 
TAYLOR 


MEADOW CR 
CANYON CR 
CANYON CR 
ROARING FK 
ROARING FK 


oy. 


500 
505 
005 


2 
2 


510 
900 
410 


62 
Biik 
85 
24 
3 
70 
2 
26 


000 
000 
000 


800 
800 


000 
QUO 
000 


000 
000 
000 
000 
500 
000 
000 
000 


343 


ro) 


BS 
(eo) 


ray 


Ds) 
oOo 
NNOUNEPOFCOHADOANO-~ 


ao 
[e) 


500 


400 
000 
000 
000 
300 
300 
600 
600 
000 
050- 
500 
000 
000 
500 
500 
000 
000 
000 


650 


oXere) 


000 


0v0 


400 


400 


000 
000 
000 
000 
090 
000 
000 
200 
500 
800 
000 


200 


700 


700 
000 
OcO 
160 
700 


1,000 KWH 1,000 AC-FT ot fe 


TABLE 8 (Contd) - UNDEVELOPED By Major Drainages and River Basins 


DRAINAGE AND RIVER BASIN 


NAME OF PROJECT OR SITE 


MINOR RIVER BASINS 
CRYSTAL RIVER 
CARBONDALE 
EMMA 
BASALT 
SNOWMASS CREEK 
WOODY CREEK 
CASTLE CREEK 


COLORADO MAIN STREAM 


GLENWOOD SPRINGS 


EAGLE RIVER BASIN 
GYPSUM CREEK 


COLORADO MAIN STREAM 


DOTSERO 
SWEETWATER 
GORE CANYON 


(CONTINUED) 


ROARING 
ROARING 
ROARING 
ROARING 
ROARING 
ROARING 
ROARING 


COLORADO 


SWEETWATER CR 
SWEETWATER 
COLORADO 


COLORADO MAJOR DRAINAGE TOTAL 


ALASKA MAJOR DRAINAGE 


MINOR RIVER BASINS 
MAYBE CREEK 
KUKPUK 


NOATAK RIVER BASIN 
IGICHUK 

NOATAK NO 5 
NOATAK NO 4 

UPPER CANYON 
NOATAK NO 3 
NOATAK NO 2 
NOATAK NO 1 


MINOR RIVER BASINS 
LOWER GORGE 
CANDLE 
KUGRUK 
IMURUK 
SALMON LAKE 
FISH RIVER 


YUKON RIVER BASIN 
KALTAG 

HUGHES SITE 
KANUT I 
MELOZITNA RIVER 
NOWITNA RIVER 
KANTISHNA 

LOWER CHATANIKA 
TEKLANIKA NO 3 
TEKLANIKA NO 2 
TEKLANIKA NO 1 
MCKINLEY 

YANERT 

JACK 

NENANA 
BRUSKASNA 
TOTATLANIKA 
CHENA RIVER 
SALCHA RIVER 
GOODPASTOR RIVER 
CATHEDRAL SITE 


SEE FOOTNOTES AT END OF TABLE 


MAYBE CR 
KUKPUK 


NOATAK 
NOATAK 
NOATAK 
NOATAK 
NOATAK 
NOATAK 
NOATAK 


KOBUK 

KIWALIK 

KUGRUK LAGOON 
TUKSUK CHANNEL 
SNAKE 

FISh 


YUKON 
KOYUKUK 
KQYUKUK 
MELOZITNA 
NOWITNA 
KANTISHNA 
CHATANIKA 
TEKLANIKA 
TEKLANIKA 
TEKLANIKA 
NENANA 
NENANA 
JACK 
NENANA 
NENANA 
TOTATLANIKA 
CHENA 
SALCHA 
GOODPASTOR 
TANANA 
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INSTALLED 
CAPACITY 
KW 


300 
200 
500 
700 
500 
400 


200 


300 


000 
000 


400 


% 400 


210 000 
495 000 

20 000 
725 000 


7 284 450 


AVERAGE 
ANNUAL 
GENERATION. 
1,000 KWH 


USABLE 
POWER 
STORAGE 
1,000 AC-FT 


TABLE 8 (Contd) - UNDEVELOPED By Major Drainages and River Basins 


DRAINAGE AND RIVER BASIN 
NAME OF PROJECT OR SITE 


YUKON RIVER BASIN (CONTINUED) 


NABESNA 

CHISANA NO 2 
CHISANA NO 1 
RAMPART CANYON 
BEAVER CREEK 
CAMPBELL RIVER 
WOODCHOPPER CREEK 
BOUNDARY 

FORTY MILE RIVER 


KUSKOKWIM RIVER SASIN 
CROOKED CREEK 


NUSHAGAK RIVER BASIN 
LAKE KULIK 

GRANT LAKE 

NUYAKUK LAKE 
AGULUWAK RIVER 
CHIKUMINUK LAKE 
UPNUK LAKE 


MINOR RIVER BASINS 
KUKAKLEK LAKE 
TAZIMINA L NO 2 
L KONTRASHIBUNA 
INGERSOL LAKE 
KULIK LAKE 
GROSVENOR 
CRESCENT LAKE 


CHAKACHATA RIVER BASIN 


CHAKACHAMNA 
CRATER 
SPURR 
BARRIER 

" BELUGA LAKE 


NABESNA 
NABESNA 
CHISANA 
YUKON 
BEAVER 
PORCUPINE 
YUKON 
YUKON 
FORTY MILE 


KUSKOKWIM 


BEVERLY L 
KULIK L 

KULIK L 
AGULUWAK 
CHAVEKUKTULI L 
CHIKUMINUK L 


KUKAKLEK L DIV 
TAZIMINA L DIV 
L CLARK 

KIJIK DIV 
ALAGNAK 

NAKNEK L | 
TUXEDNI BAY 


MC ARTHUR 
CHAKACHATNA 
CHAKACHATNA 
CHAKACHATNA 
BELUGA 


KODIAK ISLAND RIVER BASINS 


TERROR LAKE 
FRAZIER LAKE 
SPIRIDON LAKE 
UGANIK LAKE 


SUSITNA RIVER BASIN 
SHELL 
HAYES 
HAPPY RIVER 
SHEEP RIVER 
TALKEETNA NO 3 
TALKEETNA 
CACHE 
DEVIL CANYON 
SUSI TNA-WATANA 
DENALI VEE 


NATANUSKA RIVER BASIN 
MATANUSKA NO 2 

RUSH LAKE 

MATANUSKA NO 1 

THREE MILE 

RIVESM EEE 


KNIK RIVER BASIN 
KNIK RIVER 


SEE FOOTNOTES AT END OF TABLE 


CANYON 

OLGA BAY 
SPIRIDON BAY 
UGANIK BAY 


SKWENTNA 
SKWENTNA 
HAPPY 
SHEEP 
TALKEETNA 
TALKEETNA 
TALKEETNA 
SUSITNA 
SUSITNA 
SUSITNA 


MATANUSKA 
MATANUSKA 
MATANUSKA 
MATANUSKA 
CARIGOU CR 
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INSTALLED 
CAPACITY 
KW 


AVERAGE USABLE GROSS 

ANNUAL POWER STATIC 
GENERATION STORAGE HEAD 

1,000 KWH 1,000 AC-FT FT. 


TABLE 8 (Contd) - UNDEVELOPED By Major Drainages and River Basins 


DRAINAGE AND RIVER BASIN 
NAME OF PROJECT OR SITE 


MINOR RIVER BASINS 
EAGLE RIVER 
STETLER 
JUNEAU LAKE 
CRESCENT LAKE 
GRANT LAKE 
KASILOF 
BRADLEY LAKE 
HALIBUT CREEK 
RESURRECTION 
BEAR LAKE 
SOLOMON GULCH 

SOLOMON GULCH 
KEYSTONE CANYON 
POWER CREEK 


COPPER RIVER BASIN 
BREMNER RIVER 
TEBAY NO 1 
PENINSULA 
TLEKEE 
TONSINA NO 2 
wOOD CANYON 
KENNICOTT 
NIZINA 
CHITINA 
KLUTINA 
TAZLINA 


ENDICOTT RIVER BASIN 
ENDICOTT 


TAIYA RIVER BASIN 
TALYA NO 2 
TAIYA NO 1 


MINOR RIVER BASINS 
ANTLER LAKE 
NUGGET CREEK 

NUGGET CREEK 
TREADWELL DITCH 

240 FOOT 

RHINE CREEK 

GOLD CREEK 
GOLD CREEK 
EMON CREEK 

CARLSON CREEK 

BOUNDARY CREEK 

YEHRING LAKE 

DOROTHY L NO 48 


SPEEL RIVER BASIN 
CRATER LAKE NO 46 
SNETTISHAM 
SPEEL RIVER NO 44 


MINOR RIVER BASINS 
SWEETHEART LAKES 
SGENERY (CR NO: 3i7/, 
CASCADE CREEK 
DELTA CREEK 


STIKINE RIVER BASIN 
STIKINE 
VIRGINIA LAKE 


SEE FOOTNOTES AT END OF TABLE 


EAGLE RIVER 
KENAI 

JUNEAU CR 
CRESCENT L 
KENAI L 
KASILOF 
BRADLEY DR 
HALIBUT CR 
RESURRECTION 
SEAR L 
SOLOMON GULCH 
SOLOMON CR 
LOWE 

POWER CR 


BREMNER 
L BREMNER 
COPPER 
TPEKEL 
MEKEL 
COPPER 
NIZINA 
NIZINA 
CHITINA 
COPPER 
TAZLINA 


ENDICOTT. 


S FK ANTLER 
NUGGET CR 
NUGGET CREEK 
TREADWELL DITCH 
FISH CREEK DITCH 
RHINE CR 

GCLD CR 

GOLD- CR 

LEMON CR 
CARLSON CR 
BOUNDARY CR 
YEHRING CR 
DOROTHY CR 


CRATER CR 
CRATER L LONG L 
SEE 


SWEETHEART LAKE 
SCENERY 
CASCADE 
DELTA CR 


STIKINE 
MILL CR 


LSKA 
LSKA 
LSKA 
LSKA 
LSKA 
LSKA 
LSKA 
LSKA 
LSKA 
ALSKA 
ALSKA 
ALSKA 
ALSKA 
ALSKA 


rrPrrrrrrr 


QP 
— 
wn 
vas 
> 


rrrrrrrrr 
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INSTALLED 
CAPACITY 
KW 


loo] Bas 
fe) fe) 
lo} fe) 


,H~]W @ oOo 


AVERAGE 
ANNUAL 
GENERATION 
1,000 KWH 


USABLE 
POWER 
STORAGE 
1,000 AC-FT 


TABLE 8 (Contd) - UNDEVELOPED By Major Drainages and River Basins 


DRAINAGE AND RIVER BASIN 
NAME OF PROJECT OR SITE 


MINOR RIVER BASINS 
MILL CREEK 
MEME NCREEK 
AARON CREEK 

ANAN LAKE 

MARTEN CREEK 

TOM CREEK 
HARDING 

hYEE GREEK 

WHITE RIVER 
SHELOKUM LAKE 
SHCRT CREEK 
GRANITE CREEK 
PUNCH BOWL CREEK 
WINSTANLEY CREEK 
WILSON LAKE 
HUMPBACK LAKE 


PORTLAND CANAL BASIN 


DAVIS 
SOULE GLACIER 


MILL CR 

MILL CR 

AARON CR 

ANAN L 

MARTEN CR 
TOM CR 
HARDING 
DYEESCR 

WHITE 
SHELOKUM L 
SHORT CR 
GRANITE CR 
PUNCH BOWL CR 
WINSTANLEY CR 
WILSON 
HUMPBACK CR 


DAVIS 
SOULE GLACIER 


ADMIRALTY ISLAND RIVER BASINS 


KATHLEEN CREEK 
THAYER CREEK 
HASSELBORG 


KATHLEEN CR 
THAYER CR 
HASSELBORG 


CHICHAGOF ISLAND RIVER BASINS 


GOULDING LAKE 
PORCUPINE CREEK 


GOULDING CR 
PORCUPINE CR 


BARANOF ISLAND RIVER BASINS 


MAKSOUTOF RIVER 
LAKE PLOTNIKOF 
LAKE DIANA 
TAKATZ L NO 149 
BARANOF LAKE 
CARBON LAKE 
MILK LAKE 

PARRY LAKE 
BRENTWOOD CREEK 
DEER LAKE 
ROSTISLAF LAKES 
BLUE LAKE 


KUPREANOF ISLAND RIVER 


KUPREANOF 


ETOLIN ISLAND RIVER 


MCHENRY LAKE 


MAKSOUTOF “ ALSKA 
L PLOTNIKOF ALSKA 
DIANA DRAIN ALSKA 
TAKATZ ALSKA 
BARANOF ALSKA 
COAL CR ALSKA 
MILK CR ALSKA 
PARRY CR ALSKA 
ERENTWOOD CR ALSKA 
DEER CR ALSKA 
ROSTISEAF GR ALSKA 
MEDVETCHA ALSKA 


SASINS 
HAMILTON CR 


BASINS 


MCHENRY CR ALSKA 


REVILLAGIGEDO ISLAND RIVER BASINS 


MAHONEY CREEK 
BEAVER FALLS 
SILVIS LAKE 
LAKE WHITMAN 
NAHA 

ORCHARD CREEK 
GRACE L NO 113 
PROJECT 114 
SWAN L PROJ 117 


REVILL CHANNEL 
BEAVER FALLS CR 
SILVIS LAKE 
GASE CR 

NAHA 

ORCHARD <R 
GRACE CR 
MANZANITA CR ~ 
PN EVES) (ele 


PRINCE OF WALES ISLAND RIVER BASINS 


KLAKAS LAKE 
REYNOLDS CREEK 
CLOVER CREEK 
KEGAN CREEK 
KUGEL LAKE 


KLAKAS L 
REYNOLDS CR 
CLOVER 
KEGAN CR 
KUGEL CR 


ALASKA MAJOR DRAINAGE TOTAL 


SEE FOOTNOTES AT END OF TABLE 
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INSTALLED 
CAPACITY 
KW 


Nh 


WoOuannneaunonsyf 


ree 


AVERAGE 
ANNUAL 
GENERATION 
1,000 KWH 


USABLE 
POWER 
STORAGE 
1,000 AC-FT 


TABLE 8 (Contd) - UNDEVELOPED By Major Drainages and River Basins 


AVERAGE USABLE GROSS 
DRAINAGE AND RIVER BASIN INSTALLED NeoR gr BLe yes 
COD Ci GENERATION | STORAGE HEAD 


NAME OF PROJECT OR SITE KW 1,000 KWH 1,000 AC-FT FT. 


HAWAII MAJOR DRAINAGE 


KAUAI ISLAND RIVER BASINS 
KAUAI WAINIHA 


OTHER ISLANDS RIVER BASINS 
OTHER POTENTIAL 


HAWAII MAJOR DRAINAGE TOTAL 


UNITED STATES TOTAL WAS) 122 


A. ADDITIONAL POSSIBLE CAPACITY AND INCREMENTAL AVERAGE ANNUAL GENERATION AT EXISTING PLANT. 
B. BLOCK OF UNDEVELOPED POWER IN REACH OF RIVER BETWEEN DESIGNATED POINTS. 


DDITIONAL POSSIBLE AVERAGE ANNUAL GENERATION AT EXISTING PLANT RESULTING FROM FUTURE 
ONSTRUCTION OF ADDITIONAL UPSTREAM STORAGE. 


m 
(a= 


R. EXISTING PLANT SUBJECT TO POSSIBLE REDEVELOPMENT. PLANT COULD BE REPLACED BY POTENTIAL 
ROJECT USUALLY LISTED NEXT ABOVE. IN SOME INSTANCES MORE THAN ONE EXISTING PLANT COULD 
BE REDEVELOPED BY THE SAME POTENTIAL PROJECT. THE CAPACITY AND GENERATION OF THE PLANT 
TO BE REDEVELOPED ARE SHOWN AS NEGATIVE AMOUNTS SO THAT ONLY THE NET GAIN DUE TO THE 
REDEVELOPMENT IS ADDITIVE IN THE TOTALS IN THE TABLE. 


ae) 


U. USABLE POWER STORAGE CAPACITY IS LESS THAN 5,000 ACRE-FEET. 


NA. DATA NOT AVAILABLE. 


+ SITE OF PROJECT IS ON BOUNDARY RIVER BETWEEN TWO STATES. INSTALLED CAPACITY AND GENER- 
ATION ARE DIVIDED EQUALLY BETWEEN STATES AS LISTED. USABLE POWER STORAGE CAPACITY AND 
GROSS STATIC HEAD SHOWN ARE THE TOTAL FOR THE SITE. 


1/ A 66,000-KILOWATT INSTALLATION WITH A 220-FOOT NORMAL POOL ELEVATION IS PRESENTLY AUTH- 
ORIZED. NEW STUDIES NOW BEING MADE ARE CONSIDERING A PROJECT AT THIS SITE WITH A 20-FOOT 
HIGHER NORMAL POOL ELEVATION AND AN INSTALLED CAPACITY 36,000 KILOWATTS GREATER. 

2/ PLANT TO BE RETIRED FROM SERVICE. 

3/ PLANNED FUTURE ADDITION TO THE 408,000-KILOWATT INSTALLATION NOW UNDER CONSTRUCTION. 


4/ PLANNED FUTURE ADDITION TO THE 705,850-KILOWATT INSTALLATION NOW UNDER CONSTRUCTION. 


5/ PLANNED FUTURE ADDITION TO THE 150,000-KILOWATT INSTALLATION NOW UNDER CONSTRUCTION. 


6/ THE OROVILLE PROJECT WILL REDEVELOP THIS EXISTING PLANT. 


?/ USABLE POWER STORAGE CAPACITY IS 241,000,000 ACRE-FEET. 
/ USABLE POWER STORAGE CAPACITY IS 1,070,000,000 ACRE-FEET. 
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TABLE 9 - ESTIMATED INSTALLED CAPACITY AND AVERAGE ANNUAL GENERATION 
OF UNDEVELOPED HYDROELECTRIC POWER SITES - JANUARY 1, 1964 


Totals by Geographic Divisions and States 


Divtston Installed Avg. annual Diviston Installed Avg. annual 
and capact ty generation and capact ty generation 
state kw 1000 kwh _ state kw 1000 kwh 
United States 115,733,891 445,858,440 
New England 3,128,496 7,924,800 South Atlantic 
Middle Atlantic Sl BAe Past ote 11,997,500 Delaware 0 0 
East North Central 1,350,800 5,590,900 Maryland 385 ,480 922 ,000 
West North Central 4,514,660 18,996 ,800 District of Columbia 0 0 
South Atlantic 9,903,023 20,321,100 Virginia 15595330 3,604,100 
East South Central 4,569,733 10,104,200 West Virginia DMT Ooevad 6,801,800 
West South Central 3,453,085 8,372,100 North Carolina 1,073,650 2,047,300 
Mountain 26,651,980 97,777,740 South Carolina 2,053,943 2,785,600 
Pacific 35,090,836 131,073,600 Georgia 22537300 4,078,300 
Alaska 21,616,893 132,399,700 Florida 84 ,000 82,000 
Hawaii 275,000 1,300 ,000 
——_—_—_——_—— East South Central 
New England Kentucky 1,581,133 3,847,200 
Maine 1,786 ,043 4,681,000 Tennessee 762,300 1,969,700 
New Hampshire 571,100 1,230,500 Alabama 2,071,900 3,868 ,800 
Vermont 345,525 788,600 Mississippi 154,400 418,500 
Massachusetts 247,628 684,300 
Rhode Island 0 0 West South Central 
Connecticut 178,200 540 ,400 Arkansas 13S 100 3,499 ,200 
Louisiana 20 ,000 100 ,000 
Middle Atlantic Oklahoma 955,600 2,538,600 
New York 1,615,905 3,951,700 Texas V,162,385 2,234,300 
New Jersey 241 ,000 1,001 ,500 
Pennsylvania 3,322,480 7,044,300 Mountain 
Montana 6,921,220 23,771,800 
East North Central Idaho 10,134,485 855735400 
Ohio 252,000 1,205,600 Wyoming 1,100,550 4,725,500 
Indiana’ 396 ,000 1,535,000 Colorado BANM NUS 9,052 ,600 
Illinois 206 ,200 1,081 ,000 New Mexico 171,200 777 ,000 
Michigan 272,250 782,400 Arizona 4,588,500 18,755,940 
Wisconsin 224 , 350 986 ,900 Utah 1,244,650 4,801 ,500 
Nevada 30,200 158,000 
West North Central 
Minnesota 142,210 702,600 Pacific 
Iowa 382 , 100 1,687,600 Washington 19,293,680 67,254,900 
Missouri 2,074,000 9,494,100 Oregon 5,946 ,400 26 ,667 ,000 
North Dakota 195,000 860 ,000 California 9,850,756 3751514700 
South Dakota 771,000 1,790,800 
Nebraska 647,810 3,003,000 Alaska 21,616,893 132,399,700 
Kansas 302 ,540 1,458,700 
Hawaii 275,000 1,300 ,000 
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TABLE 10 - INDIVIDUAL UNDEVELOPED HYDROELECTRIC POWER SITES 
WITH PRINCIPAL CHARACTERISTICS - JANUARY 1, 1964 


By Geographic Divisions and States 


DIVISION AND STATE 


MAINE 

A CARIBOU AROOSTOOK 
CASTLE HPCE AROOSTOOK 
FISH RIVER FALLS FISH 
LINCOLN SCHOOL ST JOHN 
DICKEY ST JOHN 
MILLTOWN ST CROIX 
UPPER HOLMES MACHIAS 
BASIN MILLS PENOBSCOT 

R ORONO STILLWATER 
BANGOR DIVERSION PENOBSCOT 
SUNKHAZE RAPIDS PENOBSCOT 
BONNIE BROOK PISCATAQUIS 
MOHAWK RAPIDS PENOBSCOT 
WINN PENOBSCOT 
STRATTON RIPS MAT TAWAMKEAG 
DEBSCONEAG PENOBSCOT 
SOURDNAHUNK PENOBSCOT 
THE ARCHES PENOBSCOT 
MEADOW BROOK PENOBSCOT 
WHETSTONE FALLS PENOBSCOT 
GRAND FALLS SEBOOIS STREAM 
SAWTELLE FALLS SAWTELLE BROOK 
GRAND PITCH WEBSTER BROOK 
GREENLEAF SANDY 
MADISON HIGH KENNEBEC 

R ABENAKI KENNEBEC 
NORTH ANSON KENNEBEC 
PIERCE POND DIVR KENNEBEC 
THE FORKS KENNEBEC 
COLD STREAM KENNEBEC 
MOOSEHEAD LAKE KENNEBEC 
BRUNSWICK ANDROSCOGGIN 

R BRUNSWICK ANDROSCOGGIN 

R TOPSHAM ANDROSCOGGIN 
PEJEPSCOT ANDROSCOGGIN 

R PEJEPSCOT ANDROSCOGGIN 
WORUMBO ANDROSCOGGIN 

R LISBON FALLS ANDROSCOGGIN 
LEWISTON ANDROSCOGGIN 

R LEWISTON ANDROSCOGGIN 

R LEWISTON ANDROSCOGGIN 

R LEWISTON DIVISIO ANDROSCOGGIN 

R HILL DIVISION ANDROSCOGGIN 

R ANDROSCOGGIN ANDROSCOGGIN 

R LEWISTON ANDROSCOGGIN 
GULF ISLAND ANDROSCOGGIN 

R GULF ISLAND ANDROSCOGGIN 
RAM ISLAND ANDROSCOGGIN 

R LIVERMORE MILL ANDROSCOGGIN 
OTIS ANDROSCOGGIN 

R OTIS MILL ANDROSCOGGIN 
JAY ANDROSCOGGIN 

R JAY ANDROSCOGGIN 
DIXFIELD ANDROSCOGGIN 
RUMFORD LOWER ANDROSCOGGIN 

R RUMFORD FLS LWR ANDROSCOGGIN 

A RUMFORD FLS UPR ANDROSCOGGIN 
GILEAD ANDROSCOGGIN 
AZISCOHOS MAGALLOWAY 
RICHARDSON RAPID 


NAME OF PROJECT OR SITE 


NEW ENGLAND 


INSTALLED 
CAPACITY 
KW 


AVERAGE 
ANNUAL 
GENERATION 
1,000 KWH 


USABLE 
POWER 
STORAGE 
1,000 AC-FT 


GROSS 
STATIC 


SEE FOOTNOTES AT END OF TABLE 
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TABLE 10 (Contd) - UNDEVELOPED By Geographic Divisions and States 


DIVISION AND STATE INSTALLED AVERAGE USABLE 
CAPACITY ANNUAL POWER 
NAME OF PROJECT OR SITE KW GENERATION STORAGE 
1,000 KWH 1,000 AC-FT 


MAINE (CONTD) 


KENNEBAGO KENNEBAGO 
A CATARACT SACO 
A- WEST BUXTON SACO 
Ne BONNY EAGLE SACO 


STEER FALLS SACO 


KEZAR FALLS OSSEPEE 
GREAT FALLS SACO 
R HIRAM SACO 
A SWANS FALLS SACO 


NEw HAMPSHIRE 


PULSIFER RIPS ANDROSCOGGIN 
BERLIN ANDROSCOGGIN 
PONTOOK ANDROSCOGGIN 
MOLLIDGEWOCK ANDROSCOGGIN 


ERROL ANDROSCOGGIN 


MOORES FALLS MERRIMACK 
A AMOSKEAG MERRIMACK 
A HOOKSETT MERRIMACK 
A GARVINS FALLS MERRIMACK 


SEWALLS FALLS MERRIMACK 


RIVER HILL CONT OOCOOK 
BLACKWATER BLACKWATER 

LONG FALLS CONT OOCOOK 
STODDARD NO 1 N BR CONTOOCOOK 
TILTON WINNIPESAUKEE 


EASTMAN FALLS PEMIGEWASSET 
R EASTMAN FALLS PEMIGEWASSET 
SMITH RIVER DIVR NEWFOUND 
A AYERS ISLAND PEMIGEWASSET 


LIVERMORE FALLS PEMIGEWASSET 


HINSDALE ASHUELOT 
BALD HILL ASHUELOT 

A VERNON # CONNECTICUT 
NORTHVILLE SUGAR 


WILDER # CONNECTICUT 


WELLS RIVER #+# CONNECT ICUT 


BATH NO 2 AMMONOOSUC 
BATH NO 1 AMMONOOSUC 
COOS + CONNECTICUT 


INDIAN STREAM CONNECT ICUT 


VERMONT 


HIGHGATE MISSISQUOI 

SHELDON SPRINGS MISSISQUOI 

R SHELDON SPRINGS MISSISQUOI 
JAY BRANCH JAY BR 

TROY MISSISQUOI 


MILTON LAMOILLE 
EAST GEORGIA LAMOILLE 
BURLINGTON WINOOSKI 
WINOOSKI GORGE 18 wINOOSKI 
BOLTON GORGE WINOOSKI 


HUNTINGTON FALLS OTTER CR 
R HUNTINGTON FALLS OTTER CR 
R BELDENS OTTER CR 
A VERNON + CONNECTICUT 


WILLIAMSVILLE WEST 


SEE FOOTNOTES AT END OF TABLE 
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TABLE 10 (Contd) - UNDEVELOPED By Geographic Divisions and States 


DIVISION AND STATE 


NAME OF PROJECT OR SITE 


VERMONT (CONTD) 


BALL MOUNTAIN 
BELLOWS FALLS 
SPRINGFIELD 
SPRINGFIELD 
PERKINSVILLE 


HART ISLAND 
GAYSVILLE 
WILDER # 
WELLS RIVER # 
coos # 


BROWNS MILL 
CANAAN 
CANAAN 


MASSACHUSETTS 


ESSEX DAM 
EVERETT MILLS 
CANAL STREET 
CANAL STREET 
MERRIMAC 


LAWRENCE 
PAWTUCKET DAM 
LOWELL 
LOWELL 
LOWELL 


LOWELL 
HUNT INGTON 
KNIGHTVILLE 
HADLEY FALLS 
MEADOW 


CHARLEMONT 

ZOAR 

TURNERS FALLS 
TURNERS FALLS 
TURNERS FALLS 


TURNERS FALLS 
ERVING 
TULLY 


SOUTH ROYALSTON 


RHODE ISLAND 


CONNECTICUT 


ENFIELD 
SHELTON 
DERBY 
ROXBURY 
STEEP, ROCK 


BOARDMAN 
WEBATUCK 

KENT FURNACE 
WEST CORNWALL 


MT PROSPCT CAANAN 


FALLS VILLAGE 


NEW ENGLAND TOTAL 


SEE FOOTNOTES AT END OF TABLE 


WEST 
CONNECT I CUT 
BLACK 

BLACK 
BLACK 


CONNECTICUT 
WHITE 

CONNECTICUT 
CONNECT ICUT 
CONNECT I CUT 


PAUL STREAM 
CONNECT ICUT 
CONNECT ICUT 


MERRIMACK 

MERRIMACK CANAL 
MERRIMACK CANAL 
MERRIMACK CANAL 
MERRIMACK CANAL 


MERRIMACK CANAL 
MERRIMACK 

MERRIMACK CANAL 
MERRIMACK CANAL 
MERRIMACK CANAL 


MERRIMAC CANAL 
WESTFIELD 
WESTFIELD 
CONNECTICUT 
DEERFIELD 


DEERFIELD 
DEERFIELD 
CONNECTICUT CAN 
CONNECTICUT CAN 
CONNECTICUT CAN 


CONNECTICUT CAN 
MILLERS 
MILLERS 
MILLERS 


CONNECTICUT 
HOUSATONIC 
HOUSATONIC 
SHEPAUG 
SHEPAUG 


HOUSATONIC 
TENMILE DIV 
HOUSATONIC 
HOUSATONIC 
HOUSATONIC 


HOUSATONIC 
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INSTALLED 
CAPACITY 
KW 


AVERAGE 
ANNUAL 
GENERATION 
1,000 KWH 


USABLE 
POWER 
STORAGE 
1,000 AC-FT 


TABLE 10 (Contd) - UNDEVELOPED By Geographic Divisions and States 


AVERAGE USABLE 


DIVISION AND STATE INSTALLED 
Hye prsaar ANNUAL POWER 
NAME OF PROJECT OR SITE KW GENERATION STORAGE 
1,000 KWH | 1,000 AC-FT 


MIDDLE ATLANTIC 


NEW YORK 


W BR AUSABLE 
W BR AUSABLE 


ROME 
R- AU SABLE FORKS 


CHERRY PATCH W BR AUSABLE 
A KENTS FALLS SARANAC 
CADYVILLE SARANAC 


HIGH FALLS SARANAC 
TEFT POND SARANAC 
UNION FALLS SARANAC 
Re UNION FALLS SARANAC 
R FRANKLIN FALLS SARANAC 


CHATEAUGAY CHASM CHAT EAUGAY 
R CHAT EAUGAY CHATEAUGAY 
CHATEAUGAY MILL CHAT EAUGAY 
SOUTH CHATEAUGAY CHAT EAUGAY 


BRAINARDSVILLE CHAT EAUGAY 


SALMON 
SALMON 


MACOMB 

R MACOMB 
TITUSVILLE 

R CHASM 

LOWER PARISHVILLE 


PARISHVILLE 
UPPER PARISHVILLE 
SYLVAN FALLS 

FIVE MILE 

FORT JACKSON 


NICHOLVILLE U 
ST REGIS FALLS 110 
SUGAR ISLAND RAQUETTE U 
HANNAWA RAQUETTE U 
COLTON RAQUETTE U 


Se 


HIGLEY RAQUETTE U 
MOOSEHEAD RAPIDS RAQUETTE U 
-PIERCEFIELD RAQUETTE U 
PYRITES GRASS U 

U 


PYRITES GRASS 


JACKSON FALLS GRASS U 
CLARE N BR GRASS 19 
CLARKSBORO S BR GRASS U 
RAINBOW FALLS S BR GRASS U 

U 


COPPER ROCKS FLS S BR GRASS 


WEGATCHIE OSWEGATCHIE U 

R- NATURAL DAM OSWEGATCHIE U 
HAILESBORO OSWEGATCHIE U 

R- HAILESBORO NO 4 OSWEGATCHIE NA 
FOWLER NO 7 OSWEGATCHIE NA 


EMERYVILLE OSWEGATCHIE U 
R- EMERYVILLE OSWEGATCHIE U 
COTTON RAPIDS — BR OSWEGATCHIE U 
R OSWEGATCHIE E BR OSWEGATCHIE U 
R- SO EDWARDS NO 2 E BR OSWEGATCHIE U 


MADISON CHUTE E BR OSWEGATCHIE U 
GLEN PARK BLACK U 
FELTS MILLS ‘BLACK U 
LYONS FALLS BLACK U 
SHUETOWN MOOSE U 


MILL NO 3 MOOSE U 
FOWLERSVILLE MOOSE U 
MOOSE RIVER MOOSE U 
PULASKI SALMON U 

U 


FOX BRIDGE SALMON 


CENTERVILLE SALMON U 
ALTMAR SALMON U 
A = LIGHTHOUSE HILL SALMON U 
A- HIGH DAM NO 6 OSWEGO U 
ROCHESTER UPR FLS GENESEE U 


SEE FOOTNOTES AT END OF TABLE 
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TABLE 10 (Contd) - UNDEVELOPED By Geographic Divisions and States 


DIVISION AND STATE 


NAME OF PROJECT OR SITE 


NEW YORK(CONTD) 


ROCHESTER® NO 
ROCHESTER NO 
CANASERAGA 
MT MORRIS 

MT MORRIS NO 


PORTAGE 
CHAUTAUQUA CREEK 
CRESCENT 
VISSCHER FERRY 
TRENTON FALLS 


WILMURT 
MOREHOUSEVILLE 
WATERFORD 
MECHANICVILLE 
STILLWATER 


GREENWICH 
GREENWICH 
THOMSON 

FORT MILLER 

HUDSON FALLS 


BAKERS FALLS 
MOREAU 
SOUTH GLEN FALLS 
SHERMAN ISLAND 
SPIER FALLS 


PALMER 
CURTIS 

ES WEST 
BLACKBRIDGE 
PISECO LAKE 


AUGER FLATS 
LAKE PLEASANT 
HADLEY 

KETTLE MOUNTAIN 
TROUT BROOK 


CHAIN LAKES 
OAKLAND VALLEY 
DENTON FALLS 
DELAWARE 
BARRYVILLE #¢ 


NARROWSBURG # 
HANCOCK 

EAST BRANCH 
CANONSVILLE 


NEw JERSEY 


*YARDLEY # 

« LUMBERVILLE # 

« RIEGELVILLE # 
CHESTNUT HILL # 
BELVIDERE # 


TOCKS ISLAND 


PENNSYLVANIA 


YARDLEY # 
LUMBERVILLE # 
RIEGELVILLE # 
MAUCH CHUNK 
CHESTNUT HILL # 


SEE FOOTNOTES AT END OF TABLE 


INSTALLED 
CAPACITY 
KW 


GENESEE 
GENESEE 
CANASERAGA CR 
GENESEE 
GENESEE 


GENESEE 
CHAUTAUQUA CREEK 
MOHAWK 

MOHAWK 

W CANADA CR 


W CANADA CR 
W CANADA CR 
HUDSON 
HUDSON 
HUDSON 


BATTEN KILL 
BATTENKILL 
HUDSON 
HUDSON 
HUDSON 


HUDSON 
HUDSON 
HUDSON 
HUD SON 
HUDSON 


HUDSON 

HUDSON 
SACANDAGA 

W BR SACANDAGA 
W BR SACANDAGA 


SACANDAGA 
SACANDAGA 
HUDSON 
HUDSON 
TROUT BROOK 


CEDAR 
NEVERSINK 
NEVERSINK 
MONGAUP 
DELAWARE 


DELAWARE 

E BR DELAWARE 
E BR DELAWARE 
W BR DELAWARE 


DELAWARE 30 000 
DELAWARE 30 000 
DELAWARE 30 000 
DELAWARE 20 000 


DELAWARE 85 000 


DELAWARE 46 000 


241 000 


DELAWARE 
DELAWARE 
DELAWARE 
LEHIGH 

DELAWARE 
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AVERAGE 
ANNUAL 


GENERATION 


1,000 KWH 


USABLE 
POWER 
STORAGE 
1,000 AC-FT 


TABLE 10 (Contd) - UNDEVELOPED By Geographic Divisions and States 


DIVISION AND STATE 


NAME OF PROJECT OR SITE 


PENNSYLVANIA (CONTD) 


BELVIDERE # 
FLAT BROOK 
BARRYVILLE # 
WALLENPAUPACK 
NARROWSBURG # 


HOLTWOOD 

SAFE HARBOR 

SHOCKS MILLS 
YORK HAVEN 
YORK HAVEN 


MARYSVILLE 
VINEYARD 
RAYSTOWN 
WARRIOR RIDGE 
HALF FALLS 


MUNCY 

CAMMAL 
BLANCHARD 
LOCK HAVEN 
KETTLE CREEK 


FIRST FORK 
KEATING 
CURWENSVILLE 
FALLS 
HALLSTEAD 


DAM NO 1 
DAM NO 2 
DAM NO 3 
DAM NO 4 
EMSWORTH 


DAM C 

-DAM B 

DAM A 
YOUGHIOGHENY 
FOXBURG 


PINEY 
MILL CREEK 


MIDDLE ATLANTIC TOTAL 


EAST NORTH CENTRAL 
OHIO 


DEFIANCE 
EAST FORK 
OREGONIA 
MELDAHL # 
GREENUP # 


GALLIPOLIS L & D 
~RACINE # 
BELLEVILLE # 
WILLOW ISLAND # 
HANNIBAL # 


PIKE ISLAND # 
«= NEW CUMBERLAND + 


SEE FOOTNOTES AT END OF TABLE 


DELAWARE 
FLAT BROOK 
DELAWARE 
LACKAWAXEN 
DELAWARE 


SUSQUEHANNA 
SUSQUEHANNA 
SUSQUEHANNA 
SUSQUEHANNA 
SUSQUEHANNA 


SUSQUEHANNA 
JUNIATA 
RAYSTOWN BR 
JUNIATA 
SUSQUEHANNA 


W BR SUSQUEHANNA 
PINE CR 

BALD EAGLE CR 

W BR SUSQUEHANNA 
KETTLE CR 


EGR Sie 

w BR SUSQUEHANNA 
W BR SUSQUEHANNA 
SUSQUEHANNA 
SUSQUEHANNA 


CONNOQUENESSING 

SLIPPERY ROCK CR 
SLIPPERY ROCK CR 
SLIPPERY ROCK CR 
OHIO 


YOUGHIOGHENY 
YOUGHIOGHENY 
YOUGHIOGHENY 
YOUGHIOGHENY 
CLARION 


CLARION 
CLARION 


AUGLAIZE 

—E FK LIT MIAMI 
LITTLE MIAMI 
OHIO 

OHIO 


OHIO 
OHIO 
OHIO 
OHIO 
OHIO 


OHIO 
OHIO , 
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INSTALLED 
CAPACITY 
KW 


ee 0.0 


9 600 


eee No LoL 


3 322 480 


be RETA Eki 


AVERAGE 
ANNUAL 

GENERATION 
1,000 KWH 


POWER 
STORAGE 
1,000 AC-FT 


owe 


TABLE 10 (Contd) - UNDEVELOPED By Geographic Divisions and States 


DIVISION AND STATE 


NAME OF PROJECT OR SITE 


INDIANA 


PETERSBURG 
LOST RIVER 
SHOALS 
SPENCER 
CLINTON 


DELPHI 
UNIONTOWN + 
NEWBURGH 
MARKLAND 


ILLINOIS 


STARVED ROCK 
WEDRON 
MARSEILLES 
DRESDEN ISLAND 
BRANDON ROAD 


OLD STATE DAM 
CUSTER PARK 
BARSTOW 

GRAND DETOUR 
BYRON 


ROCK ISLAND 
MOUND CITY 

DOG ISLAND 

DANVILLE 


MICHIGAN 


THOMPSON 

UPPER FLAT ROCK 
BAKER BRIDGE 
EATON 

ANDERSON 


HIGH BRIDGE 
WILSON 

LOWER SIBLEY 
SHERMAN 
MANTON 


WALTON 
SANDS 
DUTCH JOHN 
BRIDGETON 
BACON 


GRAND RAPIDS 
ALLEGAN 

KINGS LANDING 
CHAPPIE RAPIDS 
PEMENE FALLS 


PEMENE DAM 
STURGEON FALLS 
SAND PORTAGE 

BIG QUINNESEC 
TAHQUAMENON FALLS 


LOWER PLANT 
BIG FALLS 
NIBBETS RABIES 
GRAND RAPIDS 
FORKS 


HOOPER 


SEE FOOTNOTES AT END OF TABLE 


INSTALLED 
CAPACITY 
KW 


WHITE 
—E FK WHITE 
E FK WHITE 
W FK WHITE 
WABASH 


WABASH 
OH10O 


OHIO 2.9..000_ 


OHIO on G.1,..0.0.0 


396 000 


ILLINOIS 
FOX 
ILLINOIS 
ILLINOIS 
DES PLAINES 


KANKAKEE 
KANKAKEE 
ROCK 
ROCK 
ROCK 


MISSESSIPP I 
OHIO 
OHIO 
VERMILLION 


AU SABLE 
AU SABLE 
AU SABLE 
AU SABLE 
MANISTEE 


MANISTEE 
S BR MANISTEE 
MANISTEE 
MANISTEE 
MANISTEE 


MANISTEE 
MANISTEE 
MANISTEE 
MUSKEGON 
MUSKEGON 


GRAND 

KALAMAZOO 
Sil JOSEP 
MENOMINEE 
MENOMINEE 


MENOMINEE 
MENOMINEE 
MENOMINEE 
MENOMINEE 
TAHQUAMENON 


STURGEON 
STURGEON 
STURGEON 
ONTONAGON 
ONTONAGON 


W BR ONTONAGON 
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AVERAGE USABLE 

ANNUAL POWER 
GENERATION STORAGE 

1,000 KWH 1,000 AC-FT 


TABLE 10 (Contd) - UNDEVELOPED By Geographic Divisions and States 


DIVISION AND.STATE 


NAME OF PROJECT OR SITE 


WISCONSIN 


LEEMAN 
KESHENA FALLS 
DALLES 
SHOTGUN RAPIDS 
SHIEES 


ROARING RAPIDS 
SAND PORTAGE 
BAKER 
BRIDGEPORT 
BOSCOBEL 


MUSCODA 

LONE ROCK 
HONEY CREEK 
CENTRALIA 
TRAPPE RAPIDS 


BLACK RIVER NO 1 
DURAND NO 1 
DURAND NO 2 
JIM FALLS 

LITTLE FALLS 2/ 


NEVERS # 
KEimceeRiveR RPDS st 


EAST NORTH CENTRAL TOTAL 


WEST NORTH CENTRAL 
MINNESOTA 


GRAND RAPIDS 
BAPTISM 
LOWER POPLAR 
UPPER POPLAR 
CASCADE 


BRULE NO 5 
BRULE NO 4 
BRULE NO 3 
HIGH FALLS 
ROCHESTER 


NEVERS —+£ 

KER EESRLVER RPDS i 
BAILEY 

MONTICELLO 
CLEARWATER 


BLANCHARD 
BRAINERD 
BRAINERD 


IOWA 


BELFAST 
BENTONSPORT 
KILBOURNE 
RED ROCK 
KEOKUK 


MUSCATINE 
ROCHESTER 

CEDAR RAPIDS 
PROJECT NO 13 A 
CEDAR FALLS 


SIOUX C TO NEBR C + 


SEE FOOTNOTES AT END OF TABLE 


WOLF 
WOLF 
WOLF 
WOLF 
OCONTO 


PESHT 1GO 
MENOMINEE 
BAD 

WISCONSIN 
wISCONSIN 


WISCONSIN 
WISCONSIN 
WISCONSIN 
WISCONSIN 
WISCONSIN 


BLACK 
CHIPPEWA 
CHIPPEWA 
CHIPPEWA 
WILLOW 


ST CROIX 
ST CROIX 


ST LOUIS 
BAPTISM 
POPLAR 
POPLAR 
CASCADE 


BRULE 
BRULE 
BRULE 
PIGEON 
ZUMBRO 


ST CROIX 
ST CROIX 
MISSISSIPPI 
MISSISSIPPI 
MISSISSIPPI 


MISSISSIPPI 
MISSISSIPPI 
MISSISSIPPI 


DES MOINES 
DES MOINES 
DES MOINES 
DES MOINES 
MISSISSIPPI 


CEDAR CR DIV 
CEDAR 
CEDAR 
CEDAR 
CEDAR 


MISSOURI 


toa 


INSTALLED 
CAPACITY 
KW 


AVERAGE 
ANNUAL 

GENERATION 
1,000 KWH 


USABLE 
POWER 
STORAGE 

1,000 AC-FT 


TABLE 10 (Contd) - UNDEVELOPED By Geographic Divisions and States 


DIVISION AND STATE 


NAME OF PROJECT OR SITE 


MISSOURI 


DONIPHAN 
BLAIR CREEK 
CLEARWATER 
OZARK BEACH 
TABLE ROCK 


GALENA 
WAPPAPELLO 
ROWLAND CHURCH 
MARBLE CREEK 
UNION 


MERAMEC PARK 
JOANNA 

KANS CTY TO MOUTH 
RICH FOUNTAIN 
ARLINGTON 


RICHLAND 

LOCK NO 2 
NIANGUA 
KAYSINGER BLUFF 
POMME DE TERRE 


STOCKTON 
CHILLICOTHE 

RULO TO KANS CITY # 
NEBR CITY TO RULO # 


NORTH DAKOTA 


BISMARCK 
LINCOLN VALLEY 
LONE TREE 


SOUTH DAKOTA 


YANKTN TO SIOUX C # 
BIG BEND 

PONY HILLS 

CHERRY CREEK 

PEDRO 


ANGOSTURA 
COAL MINE 


NEBRASKA 


NEBR CITY TO RULO #¢# 
SOUTH BEND 
NICKERSON 

MAPLE CREEK 
WATERLOO 


ROGERS 

CUSHING 

DAVIS CREEK NO 2 
LEES PARK 
JOHNSON NO 2 


PLUM CREEK 
SUTHERLAND 
NORTH PLATTE 
KINGSLEY 
NORTH PORT 


SEE FOOTNOTES AT END OF TABLE 


INSTALLED 
CAPACITY 
KW 


CURRENT 
CURRENT 
BLACK 
WHITE 
WHITE 


JAMES 

ST FRANCIS 
ST FRANCIS 
ST FRANCIS 
BOURBEUSE 


MERAMEC 
SALT 
MISSOURI 
GASCONADE 
GASCONADE 


GASCONADE 
OSAGE 

NIANGUA 

OSAGE 

POMME DE TERRE 


SAC 
GRAND 
MISSOURI 
MISSOURI 


2 


MISSOURI 
GARRISON CANAL 
GARRISON CANAL 


MISSOURI 
MISSOURI 
DIVERSION CANAL 
CHEYENNE 
CHEYENNE 


S FK CHEYENNE 
S FK CHEYENNE 


MISSOURI 
PLATTE 
MAPLE CR 
MAPLE CR 
PLATTE 


PLATTE 

NORTH LOUP 
NORTH LOUP 
MIDDLE LOUP 
PLATTE CANAL 


PLUM CR 

Ss PEATTE 

N PLATTE CANAL 
NORTH PLATTE 
NORTH PLATTE 


eZ 


AVERAGE 
ANNUAL 
GENERATION 
1,000 KWH 


USABLE 

POWER 
STORAGE 
1,000 AC-FT 


TABLE 10 (Contd) - UNDEVELOPED By Geographic Divisions and States 


DIVISION AND STATE 


NAME OF PROJECT OR SITE 


NEBRASKA (CONTD) 


SIOUX C TO NEBR C # 
YANKTN TO SIOUX C +# 
NIOBRARA 

REDBIRD 

SPENCER ~ 


SPENCER 
PHOENIX 
PHOENIX 
OTTER CREEK 
LONG PINE 


MEADOWVILLE 
RESERVOIR NO 5 
SPARKS 


KANSAS 


EDWARDSVILLE 
EUDORA 
LECOMPTON 
TECUMSEH 
TOPEKA 


TUTTLE CREEK 

ROCKY FORD 
MILFORD 
RULO TO KANS CITY +# 


WEST NORTH CENTRAL TOTAL 


SOUTH ATLANTIC 


DELAWARE 


MARYLAND 


CONOWINGO 
BEAR ISLAND 
SENECA + 
ORLEANS # 
BLOOMINGTON 


SANG RUN 


DIST OF COLUMBIA 


VIRGINIA 


OCCOQUAN 
CHAIN BRIDGE 
BEAR ISLAND 
SENECA 
WEVERTON 


FREDERICKSBURG 
EMBREY 

SALEM CHURCH i/ 

SALEM CHURCH 1/ 

GOODALL 


SEE FOOTNOTES AT END OF TABLE 


INSTALLED 
CAPACITY 
KW 


MISSOURI 
MISSOURI 
NIOBRARA 
NIOBRARA 
NIOBRARA 


NIOBRARA 
NIOBRARA 
NIOBRARA 
NIOBRARA 
LONG PINE 


NIOBRARA 
NIOBRARA 
NIOBRARA 


KANSAS 
KANSAS 
KANSAS 
KANSAS 
KANSAS 


BIG BLUE 
BIG BLUE 
REPUBLICAN 
MISSOURI 


SUSQUEHANNA 
POTOMAC 
POTOMAC 
POTOMAC 
N BR POTOMAC 


222 480 


YOUGH IOGHENY 


OCCOQUAN 
POTOMAC 
POTOMAC 
POTOMAC 
POTOMAC 


RAPPAHANNOCK 
RAPPAHANNOCK 
RAPPAHANNOCK 
RAPPAHANNOCK 
SOUTH ANNA 


{13 


AVERAGE 
ANNUAL 
GENERATION 
1,000 KWH 


USABLE 

POWER 
STORAGE 
1,000 AC-FT 


TABLE 10 (Contd) - UNDEVELOPED By Geographic Divisions and States 


AVERAGE USABLE 
ANNUAL POWER 

GENERATION STORAGE 
1,000 KWH 1,000 AC-FT 


DIVISION AND STATE INSTALLED 
CAPACITY 
NAME OF PROJECT OR SITE KW 


VIRGINIA (CONTD) 


ROCK FALLS NORTH ANNA 
nAinh SIME JAMES 
MISSI el SARI I) JAMES 
BELLE TSE JAMES 
PARK — JAMES 


Cee ce 


HOLLYWOOD JAMES 
sles ISs JAMES 
BOULEVARD JAMES 
BYRD PARK JAMES 
BOSHER JAMES 


PEMBERTON JAMES 
ROCK HOUSE JAMES 
JOSHUA FALLS JAMES 
BALCONY FALLS JAMES 

BALCONY FALLS JAMES 


MAURY NORTH 
yee JAMES 
HLPIES CRAIG CR 
GATHRIGHT JACKSON 
SCHOOLFIELD DAN 


SCHOOLF IELD DAN 
STUART SMITH 
RANDOLPH ROANOKE 
MELROSE ROANOKE 
TABER ROANOKE 


FEESMIEBE ROANOKE 
SMITH MOUNTAIN ROANOKE 
FOSTER FALLS New 
FRIES JUNCTION NEw 
FRIES NEW 


LOWER DAM NEW 
UPPER DAM NEW 


WEST VIRGINIA 


MILLVILLE REREG SHENANDOAH 

DAM NO 3 POTOMAC 
HARPERS FERRY POTOMAC 

NO 4 REDEVELPMENT POTOMAC 
DAM NO 4 POTOMAC 


DAM NO 5 POTOMAC 
NO 5 REDEVELPMENT POTOMAC 000 
EDES FORT CACAPON 120 000 
CACAPON CACAPON 720- 
ORLEANS # POTOMAC 15 000 


SPRINGFIELD S BR POTOMAC 60 000 
ROYAL GLENN S BR POTOMAC “24 000 
BLOOMINGTON N BR POTOMAC 20 000 
MT STORM STONY 36 000 
SWISS GAULEY 20 0Qo 


CARNIFEX GAULEY 220 000 
MEADOW RIVER MEADOW ““70 000 
SUMMERSVILLE GAULEY 90.000 
GAULEY MILLS GAULEY 40 000 
THURMOND NEW 200.000. 


SANDSTONE NEW 24 

BLUESTONE NEW 180 000 
RACINE + OHIO 22 500 
BELLEVILLE | OHIO 22 500 
WILLOW ISLAND + OHIO 22 500 


SEE FOOTNOTES AT END OF TABLE 
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TABLE 10 (Contd) - UNDEVELOPED By Geographic Divisions and States 


DIVISION AND STATE 


NAME OF PROJECT OR SITE 


WEST VIRGINIACCONTD) 


HANNIBAL # 

PIKE ISLAND # 
NEW CUMBERLAND #* 
MONTGOMERY 
BEAVER HOLE 


TYGART 
LAUREL 


NORTH CAROLINA 


SMITHFIELD 
WILSON MILLS 
MILBURNIE 

FALLS 

SMILEY FLS REREG 


SMILEYS BALES 
LILLINGTON 
LOCKVILLE 
NEW HOPE 
MOORES MILL 


BYNUM 

BYNUM 
MANDALE 
MORVEN 
CRUMPS FORD 


NANCES FORD 
LOVES FORD 
YADKIN NARROWS 
COOLEEMEE 
JUNCTION 


STYERS 

UPPER DONNAHA 
ELKIN 

LINCOLNTON 
LINCOLN PLANT 


COWANS FORD 
MORGANTON 
CLINCHFIELD 
FOSTER 
SALUDA 


HORSEPASTURE 
UPPER WHITEWATER 
HIGHLANDS 

ELK SHOAL 

FINES CREEK 


HAL SEY 


SOUTH CAROLINA 


PINOPOLIS 
BUCKINGHAM LNDING 
ROCKY CREEK 

EBB LAKE 

COURTNEY ISLAND 


SUGAR CREEK 
REREGULATOR 
COLUMBIA 
FROST SHOALS 
BURNT FACTORY 


SEE FOOTNOTES AT END OF TABLE 


NEUSE 
NEUSE 
NEUSE 
NEUSE 
CAPE FEAR 


CAPE FEAR 
CAPE FEAR 
DEEP 

HAW 

HAW 


HAW 

HAW 

HAW 

PEE DEE 
ROCKY 


ROCKY 

ROCKY 

YADKIN 

SOUTH YADKIN 
YADKIN 


YADKIN 
YADKIN 
YADKIN 
SOUTH FORK 
SOUTH FORK 


CATAWBA 
CATAWBA 
BROAD 
GREEN 
GREEN 


HORSEPASTURE 
WHITEWATER 
CULLASAJA CR 
CANE CREEK 
PIGEON 


NEW 


SANTEE& COOPER 
SANTEE 
CATAWBA 
CATAWBA 
CATAWBA 


CATAWBA 
CONGAREE 
BROAD 
BROAD 
TIGER 


12 


INSTALLED 
CAPACITY 


it 


KW 


073 650 


AVERAGE 
ANNUAL 
GENERATION 
1,000 KWH 


USABLE 

POWER 

STORAGE 
1,000 AC-FT 


TABLE 10 (Contd) - UNDEVELOPED By Geographic Divisions and States 


DIVISION AND STATE 


NAME OF PROJECT OR SITE 


SOUTH CAROLINA (CONTD 


NESBIT 
BLAIRS 
NEAL SHOALS 
GREATER LOCKHART 
99 ISLANDS 


GREATER CHEROKEE 
CHEROKEE FALLS 
GR GASTON SHOALS 
GASTON SHOALS 

SALUDA 


WALTERBORO 

STOKES BLUFF # 
BURTONS LANDING # 
TROTTERS SHOALS 
NEWRY-OLD PICKENS 


JOCASSEE 

LOWER WHITEWATER 
CAMP CREEK 
ROGUES FORD 

WAR WOMAN 


GEORGIA 


STOKES BLUFF 
BURTONS LANDING ¢ 
ANTHONY SHOALS 
TALLOW HILL 
HARTWELL 


SAND BOTTOM 
CHATTOOGA 
GOOSE CREEK 
CYPRESS BRANCH 
ROCKLEDGE 


DUBLIN 
TOOMSBORO 
MURDER CREEK 
LAURENS SHOALS 
BARNETT SHOALS 


BARNETT SHOALS 
COOPERS FERRY 
ABBEVILLE 
PEACHSTONE 
SATILLA-ST MARYS 


WALTER F GEORGE 
COLUMBUS 
COLUMBUS 
COLUMBUS 

NEW RIVERVIEW 


RIVERVIEW 
LANGDALE 
WEST POINT 

* FRANKLIN 
CEDAR CREEK 


VININGS 
MORGAN FALLS 
MORGAN FALLS 
NEW BRIDGE 
MUD CREEK 


IRWINS BRIDGE 
LOWER VADA 
FLINT RIVER 
ABRAMS CREEK 
MOUNTAIN CREEK 


SEE FOOTNOTES AT END OF TABLE 


AVERAGE USABLE 
ANNUAL POWER 
GENERATION STORAGE 


INSTALLED 
CAPACITY 


KW 1,000 KWH 1,000 AC-FT 


TIGER 
BROAD 
BROAD 
BROAD 
BROAD 


BROAD 
BROAD 
BROAD 
BROAD 
SALUDA 


EDLRSTIO 
SAVANNAH 
SAVANNAH 
SAVANNAH 
KEOWEE 


KEOWEE 

WHITEWATER 
CHAT TOOGA 
CHAT TOOGA 
CHAT TOOGA 


SAVANNAH 
SAVANNAH 
BROAD 
BROAD 
SAVANNAH 


CHAT TOOGA 
CHAT TOOGA 
ALTAMAHA 
OCONEE 
OCONEE 


OCONEE 
OCONEE 
MURDER 
OCONEE 
OCONEE 


OCONEE 
OCMULGEE 
OCMULGEE 
SOUTH 

ST MARYS DIV 


CHATTAHOOCHEE 
CHAT TAHOOCHEE 
CHATTAHOOCHEE 
CHATTAHOOCHEE 
CHATTAHOOCHEE 


CHATTAHOOCHEE 
CHATTAHOOCHEE 
CHATTAHOOCHEE 
CHAT TAHOOCHEE mavens aun! a oY) 
CHATTAHOOCHEE sven Ounn 0.0.0, 


CHATTAHOOCHEE 
CHATTAHOOCHEE 
CHAT TAHOOCHEE 
CHESTATEE 

CHAT TAHOOCHEE 


SOQUE 
FLINT 
FLINT 
FLINT 
FLINT 


TABLE 10 (Contd) - UNDEVELOPED By Geographic Divisions and States 


DIVISION AND STATE 


NAME OF PROJECT OR SITE 


GEORGIA (CONTD) 


MIONA 

LOWER AUCHUMPKEE 
LAZER CREEK 
SPEWRELL BLUFF 
KINGSTON 


ALLATOONA 
CANT ON 
GILMER 
ARMUCHEE 
CARTERS DAM 


CARTECAY 
TILTON 


FLORIDA 


MACCLENNY 
JIM WOODRUFF 
CRESTVIEW 


SOUTH ATLANTIC TOTAL 


EAST SOUTH CENTRAL 
KENTUCKY 


MOUND CITY # 
BARKLEY 
CELINA 
DEVILS JUMPS 
ROCKCASTLE 


PARKER BRANCH 
LAUREL 
CUMBERLAND FALLS 
JELLICO CREEK 
DOG ISLAND + 


UNIONTOWN + 
ROCHESTER 
BARREN NO 2 
NOLIN RIVER RES 
CANNELTON 


ROLLING FORK RES 
OHIO FALLS 

LOCK NO 3 
BOONEVILLE 
FINCASTLE RES 


POOLS CREEK 
BOSTON STATION 
FALMOUTH 
MELDAHL 
GREENUP 


TENNESSEE 


JACKS RIVER 
NICKAJACK 
HALES BAR 
CHICKAMAUGA 
OCOEE NO 1 


AUSTRAL 
NEMO 

MELTON HILL 
TELE VCO 

NOL ICHUCKY 


SEE FOOTNOTES AT END OF TABLE 


INSTALLED 
CAPACITY 
KW 


FLINT 
FLINT 
FLINT 
FLINT 
ETOWAH 


ETOWAH 
ETOWAH 
ETOWAH 
OOSTANAULA 
COOSAWATTEE 


CARTECAY 
CONASAUGA 


ST MARYS 
APALACHICOLA 
YELLOW 


OHIO 
CUMBERLAND 
CUMBERLAND 
BIG SOUTH FK 
ROCKCASTLE 


ROCKCASTLE 
LAUREL 
CUMBERLAND 
JELLICO CREEK 
OHIO 


OHIO 
GREEN 
BARREN 
NOLIN 
OHIO 


SALT 

OHIO 

KENTUCKY 

S FK KENTUCKY 
N FK KENTUCKY 


LICKING 
LICKING 
LICKING 
OHIO 
OHIO 


1 


CONASAUGA 
TENNESSEE 
TENNESSEE 
TENNESSEE 
OCOEE 


HIWASSEE 

OBED 

CLINCH 

LITTLE TENNESSEE 
NOL ICHUCKY 


ay, 


AVERAGE 
ANNUAL 

GENERATION 
1,000 KWH 


USABLE 
POWER 
STORAGE 

1,000 AC-FT 


TABLE 10 (Contd) - UNDEVELOPED By Geographic Divisions and States 


AVERAGE USABLE 

ANNUAL POWER 
GENERATION STORAGE 

1,000 KWH 1,000 AC-FT 


INSTALLED 
CAPACITY 
NAME OF PROJECT OR SITE KW 


DIVISION AND STATE 


TENNESSEE (CONTD) 


ERWIN NOL I CHUCKY 
HARTFORD PIGEON 


SURGOINSVILLE HOLSTON 
~THREE ISLANDS xHARPETH 


~ 8) TARE [RIMES MSTONES 


CORDELL HULL = CUMBERLAND 


ALABAMA 


DEMOPOLIS 

WILLIAM B OLIVER 
NORTH RIVER 

HOLT LOCK AND DAM 
SAYRE 


SMITHS FORD 
AUSTIN CREEK 
UPPER 

DORSEY CREEK 
MILLERS FERRY 


JONES BLUFF 
BRIDGEVIEW 
WALLAHAT CHIE 
YATES 

MARTIN DAM 


EMUCKF AW 
MALONE FERRY 
CROOKED CREEK 
OAKFUSKEE 
JORDAN NO 2 


JORDAN NO 1 
MITCHELL 
HATCHET CREEK 
LAY DAM 

LOGAN MARTIN 


LOCK NO 3 
EITTEE RAVER 
WILSON 

SUGAR CREEK 
GUNTERSVILLE 


MISSI SSTPPT 


WAYNESBORO 
CHUNKY CREEK 
LOWER STRONG 
D LO 
EDINBURG 


EDWARDS 
GRENADA 
ARKABUTLA 


TOMBIGBEE 
WARRIOR 
NORTH 


BLACK WARRIOR 


LOCUST FK 


LOCUST FK 
EOCUST PRK 
LOCUST FK 


“v® MULBERRY FK 


ALABAMA 


ALABAMA 

TALLAPOOSA 
TALLAPOOSA 
TALLAPOOSA 
TALLAPOOSA 


TALLAPOOSA 
TALLAPOOSA 
TALLAPOOSA 
TALLAPOOSA 
COOSA 


COOSA 
COOSA 
HATCHET CR 
COOSA 
COOSA 


COOSA 
Eriiee 
TENNESSEE 
ELK 
TENNESSEE 


CHICKASAWHAY 


CHUNKY CR 
STRONG 
STRONG 
PEARL 


BIG BLACK 
YALOBUSHA 
COLDWATER 


35 000 
16 000 
14 000 
40 050 
30 800 


As 200 
7 300 


20 000 
63.000 
£6 900. 


__ £8 000 
105 000 
ommended 0 

30 000 
171000 


181000. 
25 600 


139 000 
46 000 
225.000. 


25 000 
new D....00.0 
17 000 


2 & 900 
mi 28 250 


72 900 
14 500 
32 000 


—100_.000 
24 300 


SARDIS TALLAHATCHIE 


EAST SOUTH CENTRAL TOTA 


SEE FOOTNOTES AT END OF TABLE 
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TABLE 10 (Contd) - UNDEVELOPED By Geographic Divisions and States 


DIVISION AND STATE 


NAME OF PROJECT OR SITE 


WEST SOUTH CENTRAL 


———— 


ARKANSAS 


FELSENTHAL 
CALION 
BENTON 
NARROWS 
ROCKPORT 


REMMEL 
CARPENTER 
DEGRAY 
DIVERSION DAM 
DIERKS 


GILLHAM 
DE QUEEN 
LOCK AND DAM 
LOCK AND DAM 
LOCK AND DAM 


NIMROD 
DARDANELLE 
OZARK 
JUDSONIA 
GREERS FERRY 


BEL TFOREY 
HARDY 

WATER VALLEY 
WOLF BAYOU 
NORFORK 


LONE ROCK 
GILBERT 
BUFFALO CITY 
COTTER 
GRANDVIEW 


BEAVER 


LOUISIANA 


COLUMBIA 


OKLAHOMA 


BROKEN BOW 
SHERWOOD 
PINE CREEK 
LUKFATA NO 1 
LOCK AND DAM 


LOCK AND DAM 
LOCK AND DAM 
LOCK AND DAM 
HUGO 

LOCK AND DAM 


LOCK AND DAM 
BOSWELL 

LOCK AND DAM 
LOCK AND DAM 
DURANT 


LOCK AND DAM 
DURWOOD 
DOUGHERTY 
GAINESVILLE 
ROBERT S KERR 


SEE FOOTNOTES AT END OF TABLE 


INSTALLED 
CAPACITY 
KW 


QUACHITA 
OUACHITA 

SALINE 

LITHEE MISSOURI 
OUACHITA 


OUACHITA 
OUACHITA 
CADDO 
RED 
SALINE 


COSSATOT 
ROLLING FK 
RED 

RED 

RED 


FOURCHE LA 
ARKANSAS 
ARKANSAS 
Lets TRE) 
LIPTEE RED 


STRAWBERRY 
SPRING 
ELEVEN POINT 
WHITE 

NORTH FORK 


BUFFALO FK 
BUFFALO FK 
WHITE 
WHITE 
KINGS 


WHITE 


OUACHITA 


MOUNTAIN FK 
MOUNTAIN FK 
hotels 
GLOVER CR 
RED 


ae 


RED 
RED 
RED 
KIAMICHI 
RED 


RED 

BOGGY CREEK 
RED 

RED 

BLUE 


RED 
WASHITA 
WASHITA 
RED 
ARKANSAS 


MAES, 


AVERAGE 
ANNUAL 
GENERATION 
1,000 KWH 


USABLE 
POWER 
STORAGE 

1,000 AC-FT 


TABLE 10 (Contd) - UNDEVELOPED By Geographic Divisions and States 


DIVISION AND STATE 


NAME OF PROJECT OR SITE 


OKLAHOMA ( CONTD) 


EUF AULA 
CHEWEY 
WEBBERS FALLS 
FORT GIBSON 
MARKHAM FERRY 


OOLOGAH 
KEYSTONE 
KAW 


TEXAS 


TOLEDO BEND 
DAM B 

SAM RAYBURN 
PONTA RES NO 1 
DAM A 


ROCKLAND 
TENNESSEE COLONY 
BELTON 

BEE MOUNTAIN 

DE CORDOVA BEND 


HIGHTOWER 
INSPIRATION POINT 
TURKEY CREEK 
MORRIS SHEPPARD 
ALTAIR 


COLUMBUS 
WEST POINT 
LOWER AUSTIN 
HANNA 
WINCHELL 


STACY 
GONZALES 
GB 6 


B 5 
BS 


RETENTION NO 2 
CANYON 
OAKVILLE 
FALCON 

PALAFOX 


AMISTAD 
LAKE WALK 
DEVILS LAKE 
PECOS NO 1 
PEGOS NO 2 


PECOS NO 3 
PECOS NO 4 
AQUA VERDE 
TEXARKANA 
LOCK AND DAM 


LOCK AND DAM 
LOCK AND DAM 
LOCK AND DAM 
LOCK AND DAM 
LOCK AND DAM 


LOCK AND DAN 
LOCK AND DAM 
LOCK AND DAM 
LOCK AND DAM 10 
LOCK AND DAM 11 


SEE FOOTNOTES AT END OF TABLE 


INSTALLED 
CAPACITY 
KW 


CANADIAN 
ILLINOIS 
ARKANSAS 
GRAND 
GRAND 


VERDIGRIS 
ARKANSAS 
ARKANSAS 


SABINE 
NECHES 
ANGELINA 
ANGELINA 
NECHES 


NECHES 
TRINITY 
LEON 
BRAZOS 
BRAZOS 


BRAZOS 
BRAZOS 
BRAZOS 
BRAZOS 
COLORADO 


COLORADO 
COLORADO 
COLORADO 
COLORADO 
COLORADO 


COLORADO 

SAN MARCOS 
GUADALUPE 
GUADALUPE 
GUADALUPE 


GUADALUPE 
GUADALUPE 
NUECES 

RIO GRANDE 
RIO GRANDE 


RIO GRANDE 
DEVILS 
DEVILS 
PECOS 
PECOS 


PECOS 
PECOS 

RIO GRANDE 
SULPHUR 
RED 


RED 
RED 
RED 
RED 
RED 


RED 
RED 
RED 
RED 
RED 
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AVERAGE 
ANNUAL 
GENERATION 
1,000 KWH 


USABLE 
POWER 
STORAGE 
1,000 AC-FT 


GROSS 
STATIC 
HEAD 

File 


TABLE 10 (Contd) - UNDEVELOPED By Geographic Divisions and States 


AVERAGE USABLE 

ANNUAL POWER 
GENERATION STORAGE 

1,000 KWH 1,000 AC-FT 


DIVISION AND STATE INSTALLED 


CAPACITY 
NAME OF PROJECT OR SITE KW 


TEXAS (CONTD) 


LOCK AND DAM 12 # 
DENISON 
GAINESVILLE * 


WEST SOUTH CENTRAL TOTAL 


MOUNTAIN 
MONTANA 


INTAKE 

BILLINGS TO GLDVE 
MOORHEAD 

CUSTER 

LITTLE HORN 


YELLOWTAIL 
LAUREL 
STILLWATER 
BENSON BLUFF 
GREYCLILFE 


BOULDER 
NATURAL BRIDGE 
BIG TIMBER 
ALLENSPUR 

MILL CREEK 


CHICORY 

YANKEE JIM 
LITTLE PORCUPINE 
LOW ROCKY POINT 
HIGH COW CREEK 


FORT BENTON 
COCHRANE 
RAINBOW 
FAIRFIELD 
GIBSON 


ULM 

HARDY 
LOMBARD 
LOWER BASIN 
ENNIS 


MADISON NO 2 
SQUAW CREEK 

LYON 

HEBGEN 

JEFFERSON CANYON 


REICHLE 
MELROSE 

WEARE 

NOXON RAPIDS 
THOMPSON FALLS 


EDDY 

BUFFALO NO 4 
BUFFALO NO 2 
KERR 

SWAN LAKE 


CORAM 


YELLOWSTONE 
YELLOWSTONE 
POWDER 
BIGHORN 
LITTLE HORN 


BIGHORN 
YELLOWSTONE 
STILLWATER 
YELLOWSTONE 
YELLOWSTONE 


BOULDER 
BOULDER 
YELLOWSTONE 
YELLOWSTONE 
MILL CR 


YELLOWSTONE 
YELLOWSTONE 
MISSOURI 
MISSOURI 
MISSOURI 


MISSOURI 
MISSOURI 
MISSOURI 
SUN CANAL 
SUN 


MISSOURI 
MISSOURI 
MISSOURI 
GALLATIN 
MADISON 


MADISON 
MADISON 
MADISON 
MADISON 
JEFFERSON 


BIG HOLE 
BIG HOLE 
BULL 

CLARK FORK 
CLARK FORK 


CLARK FK 
FLATHEAD 
FLATHEAD 
FLATHEAD 
SWAN 


FLATHEAD 


5 000 
_105 000 
50 000 


Heo 2 e385 


3 453 085 


200.000. 
<_290 000 
8 000 

000 

000 


000 
0.00. 
000 
2 900 
000 


000 
000 
SEs 
250.000. 
15 000 


80.000. 
0.0.0.0... 
18 000 
94 000 
720.000 


ce holed 
12 000 
34 400 
9 500 
11 000 


500 


000 
000 


att 000. 


CANYON CREEK 
SMOKY RANGE 
SPRUCE PARK 


N FK FLATHEAD 
N FK FLATHEAD 
M FK FLATHEAD 


116 000 
220 000. 
88 000. 


SEE FOOTNOTES AT END OF TABLE 
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TABLE 10 (Contd) - UNDEVELOPED By Geographic Divisions and States 


AVERAGE USABLE 

ANNUAL POWER 
GENERATION STORAGE 

1,000 KWH 1,000 AC-FT 


DIVISION AND STATE INSTALLED 
CAPACITY 
NAME OF PROJECT OR SITE KW 


MONTANA ( CONTD) 


QUINN SPRINGS CLARK 108 000 
SUPERIOR CLARK 36 000 
QUARTZ CREEK CLARK 104 000. 
PLATEAU CLARK 40 000 
BONNER BLACKFOOT 22 300 


MCNAMARA BLACKFOOT 
NINEMILE PRAIRIE BLACKFOOT 
OVANDO B BLACKFOOT 
FINLEN ROCK CR 
QUIGLEY ROCK CR 


ATKINS ROCK CR 
JOY ROCK CR 
ONE MILE YAAK 
SIX MILE YAAK 
YAAK FALLS YAAK 


LONG MEADOWS YAAK 

KOOTENAI FALLS KOOTENAI 
KOOTENAI RIVER KOOTENAI 
LIBBY KOOTENAI 


9217220 


IDAHO 


MINK BEAR 20 000 
LAVA BEAR 13 400 
LAPWAI CLEARWATER 73 000 
MYRTLE CLEARWATER 131 000 
LENORE CLEARWATER 170 400 


DWORSHAK FK CLEARWATER 600 000 


ROCK CREEK CLEARWATER 364 000 
EOST (CREEK CLEARWATER 13 000 
FISHER CREEK CLEARWATER 10 000 
KEEEEY SGREEK CLEARWATER 33 000 


GREER CLEARWATER 160 000 
KAMI AH CLEARWATER 50 000 
PENNY CLIFFS M FK CLEARWATER 292 000 
JERRY JOHNSON LOCHSA 46 000 
WENDOVER LOCHSA 


WOLF CREEK SELWAY 
MOOSE CREEK SELWAY 
RUNNING CREEK SILWAY 
WHITE CAP SELWAY 
MEADOW CREEK S FK CLEARWATER 


SILVER CREEK S FK CLEARWATER 
NEWSOME CREEK S FK CLEARWATER 
ASOTIN SNAKE 
CHINA GARDENS SNAKE 
LOWER CANYON SALMON 


FREEDOM SALMON 
CREVICE SALMON 
WARREN WARREN CR 
JEANOTT S FK SALMON 
BEAR CREEK S FK SALMON 


TAILHOLT S FK SALMON 
DEADMAN E FK S FK SALMON 
REGAN E FK S FK SALMON 
PARKS E FK S FK SALMON 
HALF WAY JOHNSON CR 


RUSTICAN JOHNSON CR 

BUCKHORN FK SALMON 
REED S FK SALMON 
POVERTY FLAT S FK SALMON 
BEAR HILL S FK SALMON 


SEE FOOTNOTES AT END OF TABLE 
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TABLE 10 (Contd) - UNDEVELOPED By Geographic Divisions and States 


AVERAGE USABLE 


DIVISION AND STA 
: ie pier ANNUAL POWER 
GENERATION STORAGE 
NAME OF PROJECT OR SITE KW eau cert 


IDAHO (CONTD) 


BLACK CANYON SALMON 238 000 
PINNACLE PEAK SALMON 243 000. 
LEWIS M FK SALMON 141 000 
PUNGO M FK SALMON “8-000 
RISLEY SALMON 5 300 


STEELHEAD M SALMON 400 
SHEEPEATER M FK SALMON 
DEERHORN M FK SALMON 
FULLER M FK SALMON 
SALMON FALLS M SALMON 


FALL CREEK SALMON 


CHINOOK M FK SALMON 
BEAR VALLEY M FK SALMON 
ROOD PANTHER CR 


DEER CREEK PANTHER CR 


SHOUP SALMON 


INDIANOLA SALMON 
2a MM ER GREEK SALMON 
CAMP CREEK SALMON 
RATTLESNAKE SALMON 


12 JA NO 16 SALMON 


MCKIM CREEK SALMON 
PAHSIMEROI SALMON 
CHALLIS SALMON 


CLAYTON SALMON 


SULLIVAN HOT SPRS SALMON 


HOLMAN CREEK SALMON 
BADGER CREEK SALMON 
YANKEE FORK SALMON 


AMERICAN CREEK SALMON 


ELK HORN CREEK SALMON 


STANLEY BASIN SALMON 
HIGH MTN SHEEP # SNAKE 
A BROWNLEE SNAKE 


_ GOODRICH WEISER 


GARDEN VALLEY RRG Sera PAVE Te 
GARDEN VALLEY SPER PAYEE TRE 
BIG PINE CREEK S PK PAYEDTE 
PINE FLAT Sie Ga AVE Iie 
*OXBOW BEND SEEK RAVETTE 


IZ HG NO 13 Sritats Py A\leacus 
TZ HGeNO! 12 STEK RAVEN TE 
Ze INO) JL SUES RAVETME 
12 HG NO 9 SHbK RAY EIME 
12 HG NO 8 S PAYETTE 


S PK RAYERTE 
N FK PAYETTE DIV 
PAYETTE DIV 


ELK LAKE 
LOWER SCRIVER 
UPPER SCRIVER 
LUCKY PEAK 
ARROW ROCK 


12 HD NO 1 
TWIN SPRINGS 
Ze RIDMINON 25: 
12, HD ING: il 
12 HD NO 20 


A ANDERSON RANCH 
CASEY RANCH 
BASCUM RESERVOIR 


12 HD NO 18 
12 HD NO 16 


DUNCAN FERRY 
GUFFEY 

R SWAN FALLS 
DIKE 

CANYON CR 


S FK BOISE DIV 


SEE FOOTNOTES AT END OF TABLE 
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TABLE 10 (Contd) - UNDEVELOPED By Geographic Divisions and States 


DIVISION AND STATE 


NAME OF PROJECT OR SITE 


IDAHO (CONTD) 


BLISS 

UPPER BLISS 
LOWER SALMON 
THOUSAND SPRINGS 
CONE 


12 GR NO 2 

DRY CREEK 
EAGLE ROCK 
AMERICAN FALLS 
SHELLEY 


FREMONT 
FALLS RIVER 
ASHTON 
ASHTON 
WARM RIVER 


MESA FALLS 
BURNS CREEK 
POST FALLS 
ENAVILLE 
TEDDY CREEK 


AVERY 

PRIEST NO 4 
MOYIE CANYON 
LOW KATKA 


WYOMING 


SYBTEPESGCREEK 
DODGE CANYON 
GUERNSEY 
UPPER GLENDO 
BESSEMER BEND 


LEWISTON 

PEDRO MOUNTAIN 
SEMINOE 

FORT! STEELE 
JACKS CREEK 


HOG PARK 
BENNETT PEAK 
PARKVIEW 

GOOSE CREEK RES 
ROCKWOOD 


SHERIDAN 
KANE 

I SHAWOOA 
SOUTH FORK 
WAPITI 


THERMOPOLIS 
BULL LAKE 
DU NOIR 
BALD RIDGE 
SUNLIGHT 


PRER GREEK 
BEAR TOOTH LAKE 
HUNTER MOUNTAIN 
COKEVILLE 
COKEVILLE 


ELBOW 

SNAKE NARROWS 
GRANITE CREEK 
FONTENELLE 


SEE FOOTNOTES AT END OF TABLE 


SNAKE 
SNAKE 
SNAKE 
SNAKE 
SNAKE 


SNAKE 
SNAKE 
SNAKE 
SNAKE 
SNAKE 


TETON 
FALLS 
HENRYS FORK 
HENRYS FORK 
HENRYS FORK 


HENRYS FORK 
SNAKE 

SPOKANE 

COEUR D ALENE 
COEUR D ALENE 


ST JOE 
PRIEST 
MOYIE 
KOOTENAI 


LARAMIE 
LARAMIE 
NORTH PLATTE 
NORTH PLATTE 
NORTH PLATTE 


SWEETWATER 

NORTH PLATTE 
NORTH PLATTE 
NORTH PLATTE 
NORTH PLATTE 


ENCAMPMENT 
NORTH PLATTE 
NORTH PLATTE 
GOOSE CR 
TONGUE 


TONGUE 
BIGHORN 
S FK SHOSHONE 
S FK SHOSHONE 
N FK SHOSHONE 


BIGHORN 
WIND 

WIND 

CLARK FK 
SUNLIGHT CR 


CLARK FK 

BEAR TOOTH CR 
CLARK FK 

BEAR 

PINE CR 


GREYS 
SNAKE 
HOBACK 
GREEN 
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INSTALLED 
CAPACITY 
KW 


AVERAGE 
ANNUAL 
GENERATION 
1,000 KWH 


USABLE 
POWER 
STORAGE 
1,000 AC-FT 


TABLE 10 (Contd) - UNDEVELOPED By Geographic Divisions and States 


DIVISION AND STATE 


NAME OF PROJECT OR SITE 


COLORADO 


COUNSELLOR 
GERRARD 

WAGON WHEEL GAP 
SANTA MARIA OUTLT 
RIO GRANDE 


PUEBLO 
CANON CITY 
GRAPE CREEK 
BADGER 
WELLSVILLE 


SALIDA 
PANCHO 
PRINCETON 
WAPACO 
OTERO 


ELBERT 

CANYON 
ELKHORN 
BENNETT CREEK 
SHEEP) “CREEK 


POUDRE 

CASCADE 

COOK MOUNTAIN 
BUCK GULCH 
SMITY MOUNTAIN 


ELDORA 
GROSS DAM 
WONDERVU 
NEDERLAND 1 
EEK 


BIG HILL 
EMPIRE 
TURKSHEAD 
TWO FORKS 
RESORT CREEK 


CROSSONS 
INSMONT 
SHAWNEE 
SINGLETON 
GRANT 


CHEESMAN 
SIGNAL 
TARRYALL 
ANIMAS GORGE 
LIME CREEK 


HOWARDSVILLE 
EMERALD LAKES 
RANGELY 

ECHO PARK 
LILY PARK 


SEATER SRALLS 
CROSS MOUNTAIN 
SAWPIT 
WHITEWATER 
OURAY NO 3 


OURAY NO 2 
OURAY NO 1 
CRYSTAL 
MORROW POINT 
BLUE MESA 


GATEVIEW 

LAKE FORK 
ALMONT 

SPRING CREEK 
CRYSTAL CREEK 


SEE FOOTNOTES AT END OF TABLE 


INSTALLED 
CAPACITY 
KW 


RIO CONEJOS 
RIO GRANDE 
RIO GRANDE 
CLEAR CR 
RIO GRANDE 


ARKANSAS 
ARKANSAS 
GRAPE CREEK 
CANAL 

CANAL 


ARKANSAS CANAL 
ARKANSAS CANAL 
ARKANSAS CANAL 
ARKANSAS CANAL 
ARKANSAS CANAL 


ARKANSAS CANAL 
CACHE LA POUDRE 
CACHE LA POUDRE 
CACHE LA POUDRE 
CACHE LA POUDRE 


CACHE LA POUDRE 
CACHE LA POUDRE 
NORTH ST VRAIN 
NORTH ST VRAIN 
SOUTH ST VRAIN 


MIDDLE BOULDER 
SOUTH BOULDER CR 
SOUTH BOULDER 
SOUTH BOULDER 
CLEAR 


CLEAR 
CLEAR 
SOUTH 
SOUTH 
N tei SOWA tal NIH iS 


FK SOUTH PLATTE 
FK SOUTH PLATTE 
FK SOUTH PLATTE 
FK SOUTH PLATTE 
FK SOUTH PLATTE 


SOUTH PLATTE 
SOUTH PLATTE 
SOUTH PLATTE 
ANIMAS 
ANIMAS 


ANIMAS 

PINE DIV FLINT 
WHITE 

GREEN 

YAMPA 


SLATER FK 
YAMPA 

SAN MIGUEL 
GUNNISON 
UNCOMPAHGRE 


UINNCOMPAHGRE 
UNCOMPAHGRE 
GUNNISON 
GUNNISON 
GUNNISON 


LAKE FK 
LAKE FK 
TAYLOR 
TAYLOR 
TAYLOR 
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AVERAGE 
ANNUAL 
GENERATION 
1,000 KWH 


USABLE 
POWER 
STORAGE 
1,000 AC-FT 


re of 
uu Oo Oo 
UO MIG Oe Cie ec 


be 
> 
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TABLE 10 (Contd) - UNDEVELOPED By Geographic Divisions and States 


DIVISION AND STATE 


NAME OF PROJECT OR SITE 


COLORADO ( CONTD) 


ELECTRA 

LOWER BEAR WALLOW 
UPPER BEAR wALLOW 
CARDIFF 

RED CANYON 


CRYSTAL RIVER 
CARBONDALE 
EMMA 

BASALT 
SNOWMASS CREEK 


WOODY CREEK 
CASTLE CREEK 
GLENWOOD SPRINGS 
GYPSUM CREEK 
DOTSERO 


SWEETWATER 
GORE CANYON 


NEW MEXICO 


ALAMOGORDO 
CABALLO 
WHITE ROCK 
CHAMITA 
PLANT NO 3 


PLANT NO 2 
PLANT NO 1 
EL VADO 
WILLOW CREEK 
WILLOW CREEK 


WILLOW CREEK 
NAVAJO 


ARIZONA 


GRANITE REEF 
AGUA FRIA 
HORSE SHOE 
LIVINGSTON 
GLEASON FLAT 


MULE HOOF 
WALNUT CANYON 
KNOB 

BUT TES 
HEADGATE ROCK 


BRIDGE CANYON 
KANAB CREEK 
BLUE RIDGE 
MARBLE CANYON 
GLEN CANYON 


UTAH 


UPPER LOGAN 
ALTA TUNNEL 
DYNE 
SIXTH WATER 
SYAR 


SEE FOOTNOTES AT END OF TABLE 


MEADOW CR 
CANYON CR 
CANYON CR 
ROARING 
ROARING 


ROARING 
ROARING 
ROARING 
ROARING 
ROARING 


ROARING 
ROARING 
COLORADO 
EAGLE 
SWEETWATER 


SWEETWATER 
COLORADO 


PECOS 

RIO GRANDE 
RIO GRANDE 
RIO CHAMA 
RIO CHAMA 


RiO CHAMA 
RIO CHAMA 
RIO CHAMA 
WILLOW CR 
WILLOW CR 


wILLOw CR 
SAN JUAN 


GRANITE REEF AQU 
GRANITE REEF AQU 
VERDE 

SALT 

SALT 


SALT 
SALT 
SALT 
GILA 
COLORADO 


COLORADO 
COLORADO 
BAST. GEEAR ER 
COLORADO 
COLORADO 


LOGAN 

LIT COTTONWOOD C 
DIAMOND CR 
DIAMOND CR 
DIAMOND CR 
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INSTALLED 
CAPACITY 
KW 


000 
(oleZo) 
190 
700 


300 
200 
500 
700 
500 


400 
200 
000 
400 
210 000. 


495.000 
20 000 


2 461 175 


13.0.2.,..0,00 
2 800 


510.000. 
900.000... 


4 588 500 


AVERAGE 
ANNUAL 
GENERATION 
1,000 KWH 


USABLE 

POWER 

STORAGE 
1,000 AC-FT 


TABLE 10 (Contd) - UNDEVELOPED By Geographic Divisions and States 


DIVISION AND STATE 


NAME OF PROJECT OR SITE 


UTAH (CONTD) 


BEAVER NO 3 

LA VERKIN NO 4 
WARNER 
BENCH LAKE 
VIRGIN 


SLICK HORN CANYON 
GOOSENECKS 

BLUFF 

MEXICAN BEND 
BLACK BOX CANYON 


COTTONWOOD 

GRAY CANYON 
UPPER WHIT=EROCKS 
UINTAH RIVER 
UPPER WEST FORK 


YELLOWSTONE 
YELLOWSTONE 
ROCK CREEK 
SPLIT MOUNTAIN 
FLAMING GORGE 


MOAB 
DEWEY 


NEVADA 


FRANKTOWN 

26 FOOT DROP 
EUREKA 
WATASHEAMU 


MOUNTAIN TOTAL 


PACIFIC 
WASHINGTON 


DEMING 

SKOOKUM CREEK 
MAPLE FALLS 
SHUKSAN 

WHATCOM CREEK 1 


THE DAEEES 

LOW FABER 

LOWER SAUK 

LOWER SUIATTLE 
BUCK CREEK NO 1A 


BUCK CREEK NO 1 
DOWNEY CREEK NO 1 
DOWNEY CREEK 1A 
UPPER SUIATTLE 
UPPER SAUK 


LOWER WHITECHUCK 
UPPER WHITECHUCK 
NORTH FORK SAUK 
SLOAN CREEK 
ILLABOT CREEK 


SEE FOOTNOTES AT END OF TABLE 


INSTALLED 
CAPACITY 
KW 


BEAVER 
VIRGIN 
DIXIE MAIN CANAL 
DIXIE MAIN CANAL 
VIRGIN 


SAN JUAN 
SAN JUAN 
SAN JUAN 
SAN RAFAEL 
SAN RAFAEL 


COTTONWOOD CR 
GREEN 
WHITEROCK CR 
UINTAH 

LAKE FK 


YELLOWSTONE CR 
YELLOWSTONE CR 
ROCK CR 

GREEN 

GREEN 


COLORADO 
COLORADO 


110 000 
180 000 


1 244 650 


FRANKTOWN CR 
CARSON 
CARSON 
& FK CARSON 


NOOKSACK 

S FK NOOKSACK 
NOOKSACK 

NOOK SACK 
WHATCOM CR 


SKAGIT 
SKAGIT 
SAUK 
SUIATTLE 
BUCK CR 


SUIATTLE 
SUIATTLE 
SULPHUR CR 
SUTAT EE 
DAN CR 


WHITECHUCK 
WHITECHUCK 
N FK SAUK 
N FK SAUK 
ILLABOT CR 
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AVERAGE 
ANNUAL 
GENERATION 
1,000 KWH 


USABLE 
POWER 
STORAGE 
1,000 AC-FT 


TABLE 10 (Contd) - UNDEVELOPED By Geographic Divisions and States 


DIVISION AND STATE 


NAME OF PROJECT OR SITE 


WASHINGTON (CONTD) 


CASCADE 
COPPER CREEK 
GORGE 

DIABLO 
THUNDER CREEK 


ROSS 

JORDEN 
GRANITE FALLS 
ROBE 

dele 


SILVERTON 

OSO 

CHAPLAIN CREEK 
LOWER SULTAN 
MIDDLE SULTAN 


UPPER SULTAN 
WALLACE LAKE 
RET TER 

SUNSET FAEES 
MILLER FORKS 


EAST FORK MILLER 
LAKE DOROTHY 
UPPER SOUTH FORKS 
TONGA 

ALTURAS LAKE 


BECKLER 

TROUT CREEK 
GIDDINGS CREEK 
TROUBLESOME NO 1 
CARNATION 


SNOQUALMIE NO 1 
GRIFFIN CREEK 
BEAVER CR 1 
BEAVER CR 2 
MOUNT SI 


UPPER FALLS 
CEDAR FALLS 
EAGLE GORGE 
WHITE RIVER 
MUD MOUNTAIN 


TWIN CREEK 

WEST FORK MOUTH 
EAST FORK RAINIER 
CARBON NO 

CARBON NO 


CARBON NO 
ORTING 
MOWICH NO 1A 
MOWICH NO 1 
TR NISQUALLY 


PARK JUNCTION 2 
PARK JUNCTION 1 
LAKE ISABELLA 
TUNNEL CREEK 
USES: Sis saa 


USES Sine seleiials 
USGSE SITE SIAR MUG 
USGS SITE 12PM15A 
USGS SITE 12PMiAA 
USGS ESI WE B2ZeMis 


USGS STTE W2PMe 
STAIRCASE 

SEVEN STREAMS 
EZ RM NOw 23 
FORKS 


SEE FOOTNOTES AT END OF TABLE 


INSTALLED 
CAPACITY 
KW 


CASCADE 
SKAGIT 
SKAGIT 
SKAGIT 
SKAGIT CR 


KAGIT 
STILLAGUAMISH 
STILLAGUAMIS 
STILLAGUAMIS 
STILLAGUAMIS 


STILLAGUAMIS 
STILLAGUAMIS 
STILLAGUAMIS 
SULTAN 
SULTAN 


SULTAN 

—E FK WALLACE 
HOGARTY CR 

S FK SKYKOMISH 
EB RXR MDERER CR 


Fk MPEEER ER 

PX MiEEER GR 

FK SKYKOMISH 
OSS 

AS FOSS: 


mnomm 


BECKLER 

TROUT CR 

N FK SKYKOMISH 
TROUGLESOME CR 

N FK SNQLMIE DIV 


SNOQUALMIE 

N FK SNQLMIE DIV 
N FK SNQLMIE DIV 
CALLIGAN CR 

M FK SNOQUALMIE 


S FK SNOQUALMIE 
CEDAR 
GREEN 
WHITE 
WHITE 


WHITE 

w FR WHITE 
Tris Willie 
CARBON 
CARBON 


CARBON 
PUYALBUPR DID: 
PUYALLUP 
MOW 1 CH 
NISQUALLY 


NISQUALLY 
ISQUALLY 
IL ICIS 
QUILCENE 

DOSEWALLIPS 


DOSEWALLIPS 
DOSEWALLIPS 
DUCKABUSH 
DUCKABUSH 
DUCKABUSH 


HAMMA HAMMA 
SKOKOMISH 
SKOKOMISH 
DUNGENESS 
DUNGENESS 
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AVERAGE 
ANNUAL 
GENERATION 
1,000 KWH 


USABLE 
POWER 
STORAGE 
1,000 AC-FT 


TABLE 10 (Contd) - UNDEVELOPED By Geographic Divisions and States 


DIVISION AND STATE 


NAME OF PROJECT OR SITE 


WASHINGTON (CONTD) 


UPPER DUNGENESS 
TAILWATER 
MCDONALD 

GEYSER BASIN 
WINDFALL CREEK 


Ea aie OST 
PRESS VALLEY 
LOWER LYRE 
LAKE CRESCENT 
FAIRHOLM 


LOG JAM 
OXBOW 

BENDS 

SLATE ‘CREEK 
SPRUCE CREEK 


TWIN CREEK 
MINERAL CREEK 
GLIDE CREEK 
LOWER QUEETS 
UPPER QUEETS 


QUINAULT LAKE 
QUINAULT 
SOUTH FORK 
RUSTLER RIVER 
LOWER CANYON 


SAVE CREEK 
WYNOOCHEE 

NORTH RIVER 
GRAYS RIVER 
CASTLE ROCK 


KID VALLEY 
UPPER GREEN 

ELK CREEK 
COLDWATER CREEK 
SPTRET EAKE 


MAYFIELD 

TILTON 

MOSSY ROCK 
COWLITZ FALLS 
GREENHORN CREEK 


MUDDY FORK 
WALUPT LAKE 
PACKWOOD LAKE 
SILVER FALLS 
MERWIN 


YALE 

SWIFT CREEK 
MUDDY 

CLEARWATER CREEK 
PARADISE FALLS 


CLEAR CREEK 
MEADOWS 

CASCADE GORGE 
QUARTZ CREEK 
STEAMBOAT CREEK 


LIT WHITE SALMON 
UNDERWOOD 

CONDIT 

HUSUM 

Bez 


WALLACE BRIDGE 
LITTLE MOUNTAIN 
TROUT CREEK 
FOOT OF RAPIDS 
HEAD BOX CANYON 


SEE FOOTNOTES AT END OF TABLE 


INSTALLED 
CAPACITY 
KW 


DUNGENESS 
ELWHA 
ELWHA 
ELWHA 
ELWHA 


ELWHA 
ELWHA 
LYRE 
LYRE 
SOLEDUCK 


HOH 
HOH 
S FK HOH 
Ss fk HOH 
HOH 


HOH 
HOH 
HOH 
QUEETS 
QUEETS 


QUINAULT 
ZELGEER EGR 
QUINAULT 
QUINAULT 
WYNOOCHEE 


WYNOOCHEE 
WYNOOCHEE 
NORTH 
GRAYS 
TOUTLE 


TOUTLE 
GREEN 

TOUTLE 
TOUTLE 
TOUTLE 


COWLITZ 
TILTON 
COWLITZ 
COWLITZ 
GISPUS 


CISPUS 
WALUPT 

HARES CR 
OHANAPECOSH 
LEWIS 


LEwIs 108 


SWIFT CR 
LEWIS 110.000 
MUDDY 6 500 
CLEARWATER CR 17 000 


CLEAR CR 5 800 
LEWIS TRIB 85 000 
LEWIS 22 000 
LEWIS 12 700 
LEwIs 9 500 


LIT WHITE SALMON 30 600 
WHITE SALMON 42 000 
WHITE SALMON 600- 
WHITE SALMON } 000 
WHITE SALMON 000 


WHITE SALMON 000 
WHITE SALMON 000 
WHIT= SALMON DIV 000 
KLICKITAT 600 
KLICKITAT 200 
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AVERAGE 
ANNUAL 
GENERATION 
1,000 KWH 


USABLE 
POWER 
STORAGE 
1,000 AC-FT 


TABLE 10 (Contd) - UNDEVELOPED By Geographic Divisions and States 


DIVISION AND STATE 


NAME OF PROJECT OR SITE 


WASHINGTON (CONTD) 


WRIGHT 

Brie ESKEnC KC ORAR 
ALVORDS BRIDGE 
OUTLET CREEK 

BIG MUDDY 


MIDDLE BIG MUDDY 
WEST FORK 
CASTILE FORD 

THE DALLES 

JOHN DAY 


ICE HARBOR 

LOWER MONUMENTAL 
EITTLE GOOSE 
LOWER GRANITE 
NARROWS 


WENAHA 

LOWER WAPATO 
UPPER WAPATO 
TIETON DIVERSION 
BELOW ELEV 1765 


RATTLESNAKE CREEK 
SLEW 2AS 

BUMPING RIVER 
BELOW AMERICAN R 
EEEVEZ 165 


BLW PLEASANT VLY 
TEANAWAY DAM 
BELOW BIG SALMON 
BEEV E2545 

COOPER LAKE DIVR 


WAPTUS LAKE DIVR 
FISH LAKE DIVR 
PRIEST RAPIDS 
WANAPUM 

ROCK ISLAND 


ABOVE ELEV 612 
ABOVE ELEV 695 
DRYDEN 

BELOW ELEV 1110 
ABOVE ELEV 1116 


8 MILE FLAT DIVR 
EIGHTMILE CREEK 
LEAVENWORTH 
PLAIN 

BEAVER CREEK 


CHIWAWA 

WHITE RIVER 
ROCKY REACH 
ENTIAT DIVERSION 
CHELAN 


RAILROAD CREEK 
STEHEKIN 

AGNES CREEK 
WELLS 

WELLS 4/ 


SIMILKAMEEN 
GHILER JOSEPH 
GRAND COULEE 
Ei Tiee BAEES 
LONG LAKE 


NINE MILE 

BOWL AND PITCHER 
MONROE STREET 
UPPER FALLS 

UP RIVER 


SEE FOOTNOTES AT END OF TABLE 


KLICKITAT 
KLICKITAT 
KLICKITAT 
KLICKITAT 
KLICKITAT 


BIG MUDDY CR 
W FK KLICKITAT 


KLICKITAT 
COLUMBIA 
COLUMBIA 


SNAKE 
SNAKE 
SNAKE 
SNAKE 


GRANDE RONDE 


GRANDE RONDE 


SIMCOE CR 
SIMCOE CR 
TIETON 
NACHES 


NACHES 
NACHES 
NACHES 
BUMPING 
BUMPING 


AMERICAN 
YAKIMA 

CLE ELUM 
CLE ELUM 
IW PIS, «jLfe 


Ni TPLS Weltle 
NOBKE GEE 
COLUMBIA 
COLUMBIA 
COLUMGIA 


WENATCHEE 
WENATCHEE 
WENATCHEE 
WENATCHEE 
TEVGEETER 


NELGEE ER 
PELGEE GER 
WENATCHEE 
WENATCHEE 
WENATCHEE 


CHIWAWA 
WHITE 
COLUMBIA 
ENTIAT 
CHELAN 


RAILROAD 
STEHEKIN 
STEHEKIN 
COLUMBIA 
COLUMBIA 


SIMILKAMEEN 


COLUMBIA 
COLUMBIA 
SPOKANE 
SPOKANE 


SPOKANE 
SPOKANE 
SPOKANE 
SPOKANE 
SPOKANE 
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INSTALLED 
CAPACITY 
KW 


104090 
36,0.0....0.00 
4 000 

14 000 


16 000 
60 000 
23 800 
16 000 
9 100 


AVERAGE 
ANNUAL 

GENERATION 
1,000 KWH 


USABLE 
POWER 
STORAGE 

1,000 AC-FT 


TABLE 10 (Contd) - UNDEVELOPED By Geographic Divisions and States 


DIVISION AND STATE 


NAME OF PROJECT OR SITE 


WASHINGTON (CONTD) 


CROSSING 

ORIENT 

CURLEW 

LOWER BIG SHEEP 
BOUNDARY 


OREGON 


CLEAR CREEK 
LOWER CLACKAMAS 
SOUTH FORK 

FISH CREEK 

OAK GROVE 


NOWHERE MEADOWS 
SHELL ROCK 

BIG BOTTOM 
PELKEY 
HEADWATERS 


MEHAMA DIVERSION 


NORTH SANTIAM 
BYARS CREEK 
TUNNEL 

MINTO 


MARION LAKE 
ALBANY SITES 
WATERLOO DIVR 
FOSTER RRG 
GREEN PETER 


BEAR CREEK 
PACKERS GULCH 
CASCADIA 
HAYDEN BRIDGE 
DEERHORN 


VIDA 
QUARTZ CREEK. 
STRUBE RRG 
COUGAR 

HARDY CREEK 


AUGUSTA CREEK 
MCKENZIE BRIDGE 
HORSE CREEK 
FOLEY SPRINGS 
RAINBOW CREEK 


HARVEY CREEK 
THREE, SISTERS 
BELKNAP 

BEAVER MARSH 
LOOKOUT POINT 2 


MILE 6 POINT 7 
NORTH FORK NO 1 
SALMON CREEK 
WALDO LAKE 

MILE 56 


BOULDER CREEK 
STALEY CREEK 
SWIFT CREEK 
ROCKY POINT 
BULL RUN NO 2 


BULL RUN NO 1 
MARMOT 
WELCHES 
LINNEY 
MEADOWS 


SEE FOOTNOTES AT END OF TABLE 


SPOKANE 
KETTLE 
KETTLE 

BIG SHEEP CR 
PEND OREILLE 


CLACKAMAS 
CLACKAMAS 
CLACKAMAS 
CLACKAMAS 
CLACKAMUS 


CLACKAMAS 
OAK CROVE 
CLACKAMAS 
MOLALLA 
MOLALLA 


NORTH SANTIAM 
NORTH SANTIAM 
BREITENBUSH 

NORTH SANT IAM 
NORTH SANTIAM 


MARION CR 
SOUTH SANTIAM 
SOUTH SANTIAM 
SOUTH SANTIAM 
MIDDLE SANTIAM 


MIDDLE SANTIAM 
QUARTZVILLE CR 
SOUTH SANTIAM 
MCKENZIE 
MCKENZIE 


MCKENZIE 
MCKENZIE 
S FK MCKENZIE 
S FK MCKENZIE 
S FK MCKENZIE 


S FK MCKENZIE 
MCKENZIE 
HORSE CR 
HORSE CR 
SEPARATION CR 


SEPARATION CR 
SEPARATION CR 
MCKENZIE 
MCKENZIE 

M FK WILLAMETTE 


NORTH FK 
NORTH FK 
SALMON CR 
BLACK CR 
M FK WILLAMETTE 


M FK WILLAMETTE 
M FK WILLAMETTE 
M FK WILLAMETTE 
ROW 

BULL RUN 


BULL RUN 
SANDY 
SALMON 
SALMON 
SALMON 


£3) 


INSTALLED 
CAPACITY 
KW 


8 800 
35 000 
9 000 
3 800 


826.500. 


19 293 680 


AVERAGE 
ANNUAL 

GENERATION 
1,000 KWH 


USABLE 
POWER 
STORAGE 
1,000 AC-FT 


TABLE 10 (Contd) - UNDEVELOPED By Geographic Divisions and States 


DIVISION AND STATE 


NAME OF PROJECT OR SITE 


OREGON (CONTD) 


BONNEVILLE 
MOODY 
LOCKIT 
RECLAMATION 
SINAMOX 


OAK BROOK 
SHERAR FALLS 
OAK SPRINGS 
MAUPIN 
FRIEDA 


WHITE HORSE 
ROUND BUTTE 
WHITE WATER 
JEFFERSON 

JACK CREEK 


MCNARY 
BEAVER CREEK 
ELBOW CREEK 
RONDOWA 
LITTLE MINAM 


NORTH MINAM 
HIGH MTN SHEEP + 
THE RAPIDS 

HELLS CANYON 
HELLS CANYON 3/7 


OXBOW 
COVERDALE 
STONEHILL 
NEHALEM FALLS 
WAKEFIELD 


SALMONBERRY 
SPRUCE RUN 
EESTE 

P27 RAS NOW39 
CEDAR CREEK 


GINGER PEAK 
CLEAR CREEK 
BLAINE 
MEADOW LAKE 

EUCHRE CREEK 


SUNSHINE CREEK 
THE FALLS 
TIDEWATER 
SCOTT MOUNTAIN 
12 RA NO 6 


TRIANGLE LAKE 
12 RA NOS 
AUSTA 

12 RB NO 1 
LOON LAKE DIVR 


SCOTTSBURG 
KEREEY Ss SMiltiaiak ¥ 
KELLOGG 

WOLF CREEK 
WINCHESTER 


WINCHESTER 
OAK CREEK 
HORSESHOE BEND 
GLIDE 
ROCK CREEK 


BOUNDARY 
STEAMBOAT 
COPELAND DIV 
LEAKE CREEK NO 
DILLARD 


SEE FOOTNOTES AT END OF TABLE 


COLUMBIA 

DESCHUTES 
DESCHUTES 
DESCHUTES 
DESCHUTES 


DESCHUTES 
DESCHUTES 
DESCHUTES 
DESCHUTES 
DESCHUTES 


DESCHUTES 
DESCHUTES 
METOLIUS 
METOLIUS 
METOLIUS 


COLUMBIA 
WENAHA 
GRANDE RONDE 
GRANDE RONDE 
MINAM 


MINAM 
SNAKE 
IMNAHA 
SNAKE 
SNAKE 


SNAKE 
MCGRAW CR 
NEHALEM 
NEHALEM 
NEHALEM 


NEHALEM 
NEHALEM 
NEHALEM 
WILSON 
WILSON 


TRASK 

N FK TRASK 
NESTUCCA 
NESTUCCA 
Saez 


BETZ 
LEZ 


UMPQUA 
NORTH UMPQUA 


NORTH UMPQUA 
NORTH UMPQUA 
NORTH UMPQUA 
NORTH UMPQUA 
NORTH UMPQUA 


NORTH UMPQUA 
NORTH UMPQUA 
NORTH UMPQUA 
LAKE CR 
SOUTH UMPQUA 
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AVERAGE USABLE 

ANNUAL POWER 
GENERATION STORAGE 

1,000 KWH 1,000 AC-FT 


INSTALLED 
CAPACITY 
KW 


324 000 


420 000. 
9 800 
56 000 
76000 
5 600 


TABLE 10 (Contd) - UNDEVELOPED By Geographic Divisions and States 


DIVISION AND STATE INSTALLED AVERAGE USABLE 
Celery ANNUAL POWER 
NAME OF PROJECT OR SITE | | KW saat) STORAGE 


1,000 KWH 1,000 AC-FT 


OREGON ( CONTD) 


MYRTLE CREEK 
RIDDLE DIVERSION 


SOUTH UMPQUA 900 
SOUTH UMPQUA 800 


TILLER DIVERSION SOUTH UMPQUA 200 
B LOWER COOS RIVER COOS 000 
TIOGA FORK Coos 000 
FAIRVIEW N FK COQUILLE 500 
12 RC NO 6A E FK COQUILLE 400 
12 RC NO 5 M FK COQUILLE 600 
EDEN RIDGE S FK COQUILLE _77..000 


COPPER CANYON 


BUZZARDS ROOST 


KERBY 
RAMEY FALLS 


APPLEGATE NO 2 
APPLEGATE NO 1 


AMENT 

GOLD HILL 
LOST CREEK 
CASCADE 
PROSPECT NO 2 


RITER CREEK 
TOP CREEK 
UNION CREEK 
CASTIEE GREEK 
SALT CAVES 


BEAR SPRINGS 
KENO 
ASPEN LAKE 


CALIFORNIA 


CALVADA 
PROSSER 
WOODFORDS 
ANTELOPE 
MIDWAY 


COTTONWOOD NO 2 


BIG PINE NO 2 


BISHOP CR NO 1 


PINE CREEK 
ROCK CREEK NO 


ROCK CREEK NO 
ROCK CREEK NO 
GASTQUET 
ROCKLAND 
DIAMOND CREEK 


ELTAPOM 

HAY FORK 
SULPHUR GLADE 
HELENA 
TRINITY 


MOREHOUSE 
RUSSTANVILLE 
MATTHEWS 
HAPPY CAMP 
HAMBURG 


SCOTT VALLEY 
WARM SPRINGS 
ESSEX 

CANYON CREEK 
BUTLER VALLEY 


SEE FOOTNOTES AT END OF TABLE 


ROGUE 


ILLINOIS 
ILLINOIS 
ROGUE 
APPLEGATE 
APPLEGATE 


ROGUE 
ROGUE 
ROGUE 
ROGUE 
N FK ROGUE 


ROGUE 
ROGUE 
ROGUE 
ROGUE 
KLAMATH 


KLAMATH 
KLAMATH 
KLAMATH 


LIT TRUCKEE DIV 
TRUCKEE 

Ww FK CARSON 
WEST WALKER 
WEST WALKER 


COTTONWOOD CR 
BIG PINE CR 
Sark BSISHOPNER 
PINE CR 

ROCK CR 


ROCK CR 
ROCK CR 
N FK SMITH 
N FK SMITH 
DIAMOND CR 


SK RING dia 
HAY FORK 
SHREK TRINITY 
TRINITY 
TRINITY 


SALMON 
N FK SALMON 
S FK SALMON 
KLAMATH 
KLAMATH 


SCOTT 
KLAMATH 
MAD 

MAD 

MAD 


igs 


300.000 


250.000 
9 400 
100.000 
3 000 


9 000 


4 800 
10 500 
_52_000 
25: 100 
16 000 


9 600 
6 800 
12 000 
8 500 
76 500 
20 000 
42 000 
36 000 


5 946 400 


TABLE 10 (Contd) - UNDEVELOPED By Geographic Divisions and States 


DIVISION AND STATE 


NAME OF PROJECT OR SITE 


CALIFORNIA (CONTD) 


GOLD ROCK 
BIG BEND 
PILOT CREEK 
BRIDGEVILLE 
FORKS 


YAGER CREEK 
DYERVILLE 
TUTTLE 
HOLLOW TREE 
BRANSCOMB 


SEQUOIA 

MINA 

HULL CREEK 
CASOOSE CREEK 
ETSEL 


EAST FORK 

NEW POTTER VALLEY 
POTTER VALLEY 

MONTICELLO AFTBAY 

MONTICELLO 


SNELL 

NOYES 
JERUSALEM 
STIENHART 
SALMON FALLS 


COLOMA 
CHILI BAR 

WHITE ROCK 
WHITE ROCK 5/ 
AMERICAN RIVER 


CAMINO 

UNION VALLEY 
JONES FORK 
ROBBS PEAK 
ALDER CREEK 


KYBURZ 

AUBURN 

OXBOW 

RALSTON 

LOON LAKE NO 2 


LOON LAKE NO 1 
MIDDLE FORK 
FRENCH MEADOWS 
INDIAN CREEK 
COLFAX NO 3 


PIONEER NO 2 
ROLLINS 

DUTCH FLAT NO 2 
CHICAGO PARK 
DRUM NO 2 


MARYSVILLE 
NEW NARROWS 
NARROWS 
JONES BAR 
DEVILS SEIDE 


LAKE VALLEY 

NEW COLGATE 

NEW BULLARDS BAR 
BULLARDS BAR 

WAMBO 


INDIAN VALLEY 
DOWNEVILLE 
SARDINE UNIT 
THERMALITO 
OROVILLE 


SEE FOOTNOTES AT END OF TABLE 


MAD 
MAD 
MAD 
VAN DUZEN 
VAN DUZEN 


YAGER CR 
EEL 
EEE 
S*FK EEL 
Serie EEE 


EEL 

Ne EK ESE 
HULL CR 
CASOOSE CR 
M FK EEL 


E FK RUSSIAN 
SPR EEL DIV 
Siete (eek [oni 
PUTAH CR 
PUTAH CR 


PUTAH CR 
PUTAH CR 
PUTAH CR 
CR 
AMERICAN 


AMERICAN 
AMERICAN 
AMERICAN 
AMERICAN 
AMERICAN 


SILVER CREEK DIV 
SILVER CR 

S ERK STEVER: CRD 
RUBICON DIV 
ALDER CR 


S FK AMERICAN 
N FK AMERICAN 
M FK AMERICAN 
M FK AMERICAN DV 
LIT S FK RUBICON 


LOON LAKE DIV 
RUBICON DIV 

M FK AMERICN DIV 
N FK AMERICAN 

N FK AMERICAN 


N FK AMERICAN 
BEAR 
BEAR 
BEAR 
S FK YUBA DIV 


YUBA 

YUBA 

YUBA 
FK YUBA 
YUBA 


YUBA 
YUBA 
YUBA 
YUBA 
YUBA 


YUBA 

YUBA 

YUBA 
FEATHER 
FEATHER 
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INSTALLED 
CAPACITY 


KW 


1S) 
60 


000 


000 


10 
40 
30 


7 
ye 
40 
<0 

8 


40 
14 
14 
14 
25 


7 
36 


9 040- 


10 
100. 


63 
102 


000 
000 
000 


000 
000 
000 
000 
000 


000 
900 
900 
900 
200 


000 
000 


800 


000 


cred 


000 


AVERAGE 
ANNUAL 
GENERATION 
1,000 KWH 


USABLE 
POWER 
STORAGE 
1,000 AC-FT 


TABLE 10 (Contd) - UNDEVELOPED By Geographic Divisions and States 


DIVISION AND STATE INSTALLED OY ERAGE USABLE 
CGY ANNUAL POWER 


NAME OF PROJECT OR SITE | ~ KW GENERATION STORAGE 
1,000 KWH 1,000 AC-FT 


CALIFORNIA CCONTD) 


BALD ROCK 5 FEATHER 
HARTMAN 4 FEATHER 
DOGWOOD 3 FEATHER 
MINERVA 2 FEATHER 
NELSON POINT 1 FEATHER 


BIG BEND §6/ N FEATHER 
SWAYNE N FK FEATHER 
BELDEN N FEATHER 
YELLOW CREEK YELLOW CR 
MILL CREEK E BR N FK DIV 


EAST BRANCH E BR N FK FEATHR 
SPANISH CREEK SPANISH CR 

SQUAW QUEEN LAST CHANCE CR 
UPPER INDIAN CR INDIAN CR 

UPPER INDIAN CR INDIAN CR 


MEADOW VALLEY SPANISH CR 
CENTERVILLE BUTTE CREEK 

CENTERVILLE UTTE CREEK 
NEWVILLE KE STLONEYs GR 
DEER CREEK NO RUSH CR 


DEER CREEK NO JEER CR 

DEER CREEK NO EER CR 

DEER CREEK NO EERMER 

ANTELOPE CREEK 3 TELOPE CR 
ANTELOPE CREEK 1 S FK ANTELOPE DV 


TABLE MOUNTAIN SACRAMENTO 
DUNNIGAN WEST SIDE CANAL 
WILLOWS WEST SIDE CANAL 
COTTONWOOD SACRAMENTO DIV 
FIDDLERS M FK COTTONWOOD 


SAELTZER CLEAR CR 

KANAKA GEEART GRE, 25 000 
SPRING CREEK PH CLEAR CREEK DIV )...0.00 
BIG SPRINGS NO 3 MCCLOUD 000 
UPPER FALLS MCCLOUD 000 


PIT NO 7 PiT 4 400 
PIT NO 6 PIT 200 
MCCLOUD-PIT MCCLOUD DIV 800 
SUGAR LOAF HAT CR 000 
PIT NO 2 PIT 000 


NASHVILLE COSUMNES 000 
COMANCHE MOKELUMNE 000 
MIDDLE BAR MOKELUMNE 000 
JESUS MARIA JESUS MARIA CR 000 
NEW MELONES STANISLAUS 00 
MELONES STANISLAUS 24 300- 
PHOENIX FK STANSLS DIV 13 000 
STANISLAUS NO 2 FK STANISLAUS 40 000 
COLLIERVILLE i FK STANSLS DIV 161 000 
SAND BAR M FK STANISLAUS 21 600 


DARDANELLES STANISLAUS 6 000 
BIG TREES STANISLAUS 50 000 
BOARDS CROSSING STANISLAUS 85 000 
SAND FLAT HIGHLAND CR DIV 25 000 
MORAN CREEK MORAN CR 6 000 


NEW DON PEDRO TUOLUMNE 130 400 
DON PEDRO TUOLUMNE 26 G90- 
MOCCASIN CREEK TUOLUMNE 30 000 
BIG HUMBUG CREEK TUOLUMNE 8 000 
MOUTH OF CLAVEY TUOLUMNE 9 500 


CLAVEY R DIVR TUOLUMNE 13 500 
SOUTH FORK P H 1 S FK TUOLUMNE 13 000 
EARLY INTAKE 2/ CHERRY CR 3, 600 = 
CANYON TUOLUMNE 67 500 
SNELLING MERCED 25 000 


SEE FOOTNOTES AT END OF TABLE 
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TABLE 10 (Contd) - UNDEVELOPED By Geographic Divisions and States 


DIVISION AND STATE 


NAME OF PROJECT OR SITE 


CALIFORNIA (CONTD) 


MERCED FALLS 
NEW EXCHEQUER 
EXCHEQUER 
BAGBY 

SNOW CREEK 


BIG CREEK NO 3 
WEST SIDE PP 8A 
CHIQUITO 

FORKS 

MILLER BRIDGE 


PIEDRA AFTERBAY 
PINE FLAT 
KELLERS RANCH 
KINGS RIVER 
ROSS 


DINKEY CREEK 
COURTRIGHT HELMS 
JUNCTION 

CEDAR GROVE 
PARADISE VALLEY 


PERT PAL he 
SIMPSON MEADOW 
TERMINUS 

KERN CANYON 
KERN RIVER NO 1 


BOREL 

ONYX 

ROCKHOUSE 

KERN RIVER NO 8 
MONACHE 


KERN RIVER NO 3 
JUNCTION 

LITTLE KERN 
KERN LAKE 

SESPED 32> PLANTS 


LAKE WOHLFORD 
DROP NO 5 
DROP NO 3 


PACIFIC TOTAL 


ALASKA 


MAYBE CREEK 
KUKPUK 
IGICHUK 
NOATAK NO 5 
NOATAK NO 4 


UPPER CANYON 
NOATAK NO 3 
NOATAK NO 2 
NOATAK NO 1 
LOWER GORGE 


CANDLE 
KUGRUK 
IMURUK 
SALMON LAKE 
ELSA RIVER 


KALTAG 

HUGHES SITE 
KANUT I 
MELOZITNA RIVER 
NOWITNA RIVER 


SEE FOOTNOTES AT END OF TABLE 


MERCED 
MERCED 
MERCED 
MERCED 
SNOW CR 


SAN JOAQUIN 
SAN JOAQUIN 
CHIQUITO CR DIV 
SAN JOAQUIN 
M FK SAN JOAQUIN 


KINGS 
KINGS 
KINGS 
DINKEY CR 
DINKEY CR 


DINKEY CR 
HELMS CR DIV 
KINGS 

S FK KINGS 

S FK KINGS 


FK KINGS 
FK KINGS 


SESPE GR 


ESCONDIDO CR 
ALL AMERICAN CAN 
ALL AMERICAN CAN 


MAYBE CR 
KUKPUK 
NOATAK 
NOATAK 
NOATAK 


NOATAK 
NOATAK 
NOATAK 
NOATAK 
KOBUK 


KIWALIK 

KUGRUK LAGOON 
TUKSUK CHANNEL 
SNAKE 

FISH 


YUKON 
KOYUKUK 
KOYUKUK 


MELOZITNA 
NOWITNA 
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INSTALLED 
CAPACITY 
KW 


120.000 
10 000 
25 000 


000 
000 


)...0.9.0.. 


0.0.0 
000 


000 


9 8907 126 


35 090 836 


67 OCO 
TT 356 
650 000 
“26 OCO 
28 000 


336 090 


515.000 
20 000 
33-000 


AVERAGE 
ANNUAL 
GENERATION 
1,000 KWH 


USABLE 
POWER 
STORAGE 
1,000 AC-FT 


TABLE 10 (Contd) - UNDEVELOPED By Geographic Divisions and States 


DIVISION AND STATE 


NAME OF PROJECT OR SITE 


ALASKA (CONTD) 


KANTISHNA 

LOWER CHATANIKA 
TEKLANIKA NO 3 
TEKLANIKA NO 2 
TEKLANIKA NO 1 


MCKINLEY 
YANERT 
JACK 
NENANA 
BRUSKASNA 


TOTATLANIKA 
CHENA RIVER 
SALCHA RIVER 
GOODPASTOR RIVER 
CATHEDRAL SITE 


NABESNA 
CHISANA NO 2 
CHISANA NO 1 
RAMPART CANYON 
BEAVER CREEK 


CAMPBELL RIVER 
WOODCHOPPER CREEK 
BOUNDARY 

FORTY MILE RIVER 
CROOKED CREEK 


LAKE KULIK 
GRANT LAKE 
NUYAKUK LAKE 
AGULUWAK RIVER 
CHIKUMINUK LAKE 


UPNUK LAKE 
KUKAKLEK LAKE 
TAZIMINA L NO 2 
L KONTRASHIBUNA 
INGERSOL LAKE 


KULIK LAKE 
GROSVENOR 
CRESCENT LAKE 
CHAKACHAMNA 
CRATER 


SPURR 
BARRIER 
BELUGA LAKE 
TERROR LAKe 
FRAZIER LAKE 


SPIRIDON LAKE 
UGANIK LAKE 
SHEE 

HAYES 

HAPPY RIVER 


SHEEP RIVER 
TALKEETNA NO 3 
TALKEETNA 
CACHE 

DEVIL CANYON 


SUSITNA-WATANA 
DENALI VEE 
MATANUSKA NO 2 
RUSH LAKE 
MATANUSKA NO 1 


THREE MILE 
RIVE (MIRE 
KNIK RIVER 
EAGLE RIVER 
STETEER 


SEE FOOTNOTES AT END OF TABLE 


INSTALLED 
CAPACITY 
KW 


KANTISHNA 
CHATANIKA 
TEKLANIKA 
TEKLANIKA 
TEKLANIKA 


NENANA 
NENANA 
JACK 

NENANA 
NENANA 


TOTATLANIKA 
CHENA 
SALCHA 
GOODPASTOR 
TANANA 


NABESNA 
NABESNA 
CHISANA 
YUKON 
BEAVER 


PORCUPINE 
YUKON 
YUKON 
FORTY MILE 
KUSKOKWIM 


BEVERLY Lt 
KULIK L 

KULIK L 
AGULUWAK 
CHAVEKUKTULI L 


CHIKUMINUK L 
KUKAKLEK L DIV 
TAZIMINA L DIV 
L CLARK 

KIJIK DIV 


ALAGNAK 000 
NAKNEK L 600 
TUXEDNI BAY 000 
MC ARTHUR 320 000 
CHAKACHATNA 23.000 


CHAKACHATNA 
CHAKACHATNA 
BELUGA 
CANYON 

OLGA BAY 


pone 


SPIRIDON BAY 
UGANIK BAY 
SKWENTNA 
SKWENTNA 
HAPPY 


Sinles| 
TALKEETNA 
TALKEETNA 
TALKEETNA 
SUSITNA 


SUSITNA 
SUSITNA 
MATANUSKA 
MATANUSKA 
MATANUSKA 


MATANUSKA 
CARIBOU CR 
KNIK 

EAGLE RIVER 
KENAI 
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AVERAGE 
ANNUAL 
GENERATION 
1,000 KWH 


USABLE 
POWER 
STORAGE 
1,000 AC-FT 


DIVISION AND STATE 


NAME OF PROJECT OR SITE 


ALASKA (CONTD) 


JUNEAU LAKE 
CRESCENT LAKE 
GRANT LAKE 
KASILOF 
BRADLEY LAKE 


HALIBUT CREEK 
RESURRECTION 
BEAR LAKE 
SOLOMON GULCH 
SOLOMON GULCH 


KEYSTONE CANYON 
POWER CREEK 
BREMNER RIVER 
TEBAY NO 1 
PENINSULA 


TIEKEL 
TONSINA NO 2 
WOOD CANYON 
KENNICOTT 
NIZINA 


CHITINA 
KLUTINA 
TAZLINA 
ENDICOTT 
TAIYA NO 2 


TAIYA NO 1 
ANTLER LAKE 
NUGGET CREEK 
NUGGET CREEK 
TREADWELL DITCH 


240 FOOT 
RHINE CREEK 
GOLD CREEK 

GOLD CREEK 
LEMON CREEK 


CARLSON CREEK 
BOUNDARY CREEK 
YEHRING LAKE 
DOROTHY L NO 48 


CRATER LAKE NO 46 


SNETTISHAM 


SPEEL RIVER NO 44 


SWEETHEART LAKES 
SGENERY GR INO} 3m 
CASCADE CREEK 


DELTA CREEK 
STIKINE 
VIRGINIA LAKE 
MILL CREEK 
MILL CREEK 


AARON CREEK 
ANAN LAKE 
MARTEN CREEK 
TOM CREEK 
HARDING 


TYEE "GREEK 
WHITE RIVER 
SHELOKUM LAKE 
SHORT CREEK 
GRANITE CREEK 


PUNCH BOWL CREEK 
WINSTANLEY CREEK 
WILSON LAKE 
HUMPBACK LAKE 
DAVIS 


SEE FOOTNOTES AT END OF TABLE 


JUNEAU CR 
CRESCENT L 
KENAI L 
KASTILOF 
BRADLEY DR 


HALIBUT CR 
RESURRECTION 
BEAR L 
SOLOMON GULCH 
SGLOMON CR 


LOWE 
POWER CR 
BREMNER 

L BREMNER 
COPPER 


TLEKEE 
TIEKEL 
COPPER 
NIZINA 
NIZINA 


CHITINA 
COPPER 
TAZLINA 
ENDICOTT 
TALYA 


TAIYA 

S FK ANTLER 
NUGGET CR 
NUGGET CREEK 
TREADWELL DITCH 


RIESH GREEK Dili) Ghi 
RHINE CR 
GOLD CR 
GOLD CR 
LEMON CR 


CARLSON CR 
BOUNDARY CR 
YEHRING CR 
DOROTHY CR 
CRATER CR 


CRATER L LONG L 
SPEBE 
SWEETHEART LAKE 
SCENERY 

CASCADE 


DELTA CR 
STIKINE 
MILL CR 
MiBERCR. 
MUSING: 


AARON CR 
ANAN L 
MARTEN CR 
TOM CR 
HARDING 


IMEE MGR 
WHITE 
SHELOKUM L 
SHORT CR 
GRANITE CR 


PUNCH BOWL CR 
WINSTANLEY CR 
WILSON 
HUMPBACK CR 
DAVIS 
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INSTALLED 
CAPACITY 
KW 


8 000 
10 000 
18 000 
24 000 
83..2.0.0 


000 
000 
000 
500 
TO 


31 000 
14 500 
76 700 
61 400 

567 000. 


33 000 
20 OCO 
1_080..000 
21 500 
100 000 


140 0CO 
54.000 
75 000 
13 000 

400 0CO 


400 000 
8 000 
8 900 
3 OCO- 
7 500 


TL OwZ—= 
2 000 
6 900 
1 600- 
By (O25) 


331/35) 
ah 250) 
18, 125 
28 000 
22 000 


60.000 
72 000 
15 000 
18 000 
34 OCO 


AO 

120 000 

2 700 

6 000 
200- 


O35 
8 750 
By 2) 
8 750 
20 000 


23 000 
20 O00 
SO 
9° 250 
9 000 


13 000 
5 000 
9 000 
tT k25 

29 000 


TABLE 10 (Contd) - UNDEVELOPED By Geographic Divisions and States 


AVERAGE 
ANNUAL 
GENERATION 
1,000 KWH 


USABLE 
POWER 
STORAGE 
1,000 AC-FT 


TABLE 10 (Contd) - UNDEVELOPED By Geographic Divisions and States 


DIVISION AND STATE 


NAME OF PROJECT OR SITE 


ALASKA (CONTD) 


SOULE GLACIER 
KATHLEEN CREEK 
THAYER CREEK 
HASSELBORG 
GOULDING LAKE 


PORCUPINE CREEK 
MAKSOUTOF RIVER 
LAKE PLOTNIKOF 
LAKE DIANA 
TAKATZ L NO 149 


BARANOF LAKE 
CARBON LAKE 
MILK LAKE 

PARRY LAKE 
BRENTWOOD CREEK 


DEER LAKE 
ROSTISLAF LAKES 
BLUE LAKE 
KUPREANOF 
MCHENRY LAKE 


MAHONEY CREEK 
BEAVER FALLS 
SILVIS LAKE 
LAKE WHITMAN 
NAHA 


ORCHARD CREEK 
GRACE L NO 113 
PROJECT 114 ‘ 
SWAN L PROJ 117 
KLAKAS LAKE 


REYNOLDS CREEK 
CLOVER CREEK 
KEGAN CREEK 
KUGEL LAKE 


ALASKA TOTAL 


HAWAII 
KAUAI 
OTHER POTENTIAL 


HAWAII TOTAL 


UNITED STATES TOTAL 


SEE FOOTNOTES AT END OF TABLE 


INSTALLED 
CAPACITY 
KW 


SOULE GLACIER 
KATHLEEN CR 
THAYER CR 
HASSELBORG 
GOULDING CR 


PORCUPINE CR 
MAKSOUTOF 

L PLOTNIKOF 

DIANA DRAIN 

TAKATZ 


BARANOF 
COAL CR 
MILK CR 
PARRY CR 
BRENTWOOD CR 


DEER CR 
ROSTISLAF CR 
MEDVETCHA 
HAMILTON CR 
MCHENRY CR 


REVILL CHANNEL 
BEAVER FALLS CR 
SEVIS BEAKE 
CASE CR 

NAHA 


ORCHARD CR 
GRACE CR 
MANZANITA CR 
FALLS CR 
KLAKAS L 


REYNOLDS CR 
CLOVER 


KEGAN CR 
KUGEL CR 


WAINIHA 
250 000 


275 000 


Wails 7/22) xeheyal 


——$——$—$_________- 
Sq 
_——S 
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25 000. 


AVERAGE 

ANNUAL 
GENERATION 

1,000 KWH 


USABLE 

POWER 

STORAGE 
1,000 AC-FT 


TABLE 10 (Contd) - UNDEVELOPED By Geographic Divisions and States 


AVERAGE USABLE 
DIVISION AND STATE INSTALLED ANNUAL POWER 


CAPACITY 
GENERATION STORAGE 
NAME OF PROJECT OR SITE KW 1,000 KWH 1,000 AC-FT 


A. ADDITIONAL POSSIBLE CAPACITY AND INCREMENTAL AVERAGE ANNUAL GENERATION AT EXISTING PLANT. 
B. BLOCK OF UNDEVELOPED POWER IN REACH OF RIVER BETWEEN DESIGNATED POINTS. 


E. ADDITIONAL POSSIBLE AVERAGE ANNUAL GENERATION AT EXISTING PLANT RESULTING FROM FUTURE 
CONSTRUCTION OF ADDITIONAL UPSTREAM STORAGE. 


R. EXISTING PLANT SUBJECT TO POSSIBLE REDEVELOPMENT. PLANT COULD BE REPLACED BY POTENTIAL 
PROJECT USUALLY LISTED NEXT ABOVE. «IN SOME INSTANCES MORE THAN ONE EXISTING PLANT COULD 
BE REDEVELOPED BY THE SAME POTENTIAL PROJECT. THE CAPACITY AND GENERATION OF THE PLANT 
TO BE REDEVELOPED ARE SHOWN AS NEGATIVE AMOUNTS SO THAT ONLY THE NET GAIN DUE TO THE 
REDEVELOPMENT IS’ ADDITIVE IN THE TOTALS IN THE TABLE. 


Us JUSABLE JPOWER STORAGE FGAPACITIY IS VEESS SHAN > 000 PACRE-EEET. 


NA. DATA NOT AVAILABLE. 

+ SITE OF PROJECT IS ON BOUNDARY RIVER BETWEEN TWO STATES. INSTALLED CAPACITY AND GENER- 
ATION..ARE DIVIDED EQUALLY BETWEEN STATES AS LISTED. USABLE POWER STORAGE CAPACITY AND 
GROSS STATIC HEAD SHOWN ARE THE TOTAL FOR THE SITE. 

1/ A 66,000-KILOWATT INSTALLATION WITH A 220-FOOT NORMAL POOL ELEVATION IS PRESENTLY AUTH 


ORIZED. NEW STUDIES NOW BEING MADE ARE CONSIDERING A PROJECT AT THIS SITE WITH A 20-FOOT 
HIGHER NORMAL POOL ELEVATION AND AN INSTALLED CAPACITY 36,000 KILOWATTS GREATER. 


2/ PLANT TO BE RETIRED FROM SERVICE. 

3/ PLANNED FUTURE ADDITION TO THE 408,000-KILOWATT INSTALLATION NOW UNDER CONSTRUCTION. 
4/ PLANNED FUTURE ADDITION TO THE 705,850-KILOWATT INSTALLATION NOW UNDER CONSTRUCTION. 
5/ PLANNED FUTURE ADDITION TO THE 150,000-KILOWATT INSTALLATION NOW UNDER CONSTRUCT ION. 


6/7 THE OROVILLE PROJECT WIEE REDEVELOP THIS EXISTING PIEANTS 


7/ USABLE POWER STORAGE CAPACITY IS 241,000,000 ACRE-FEET. 


8/ USABLE POWER STORAGE CAPACITY IS 1,070,000,000 ACRE-FEET. 
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TABLE 11 - HYDROELECTRIC PLANTS UNDER FPC LICENSE 
IN OPERATION, UNDER CONSTRUCTION. AND AUTHORIZED - JANUARY 1. 1964 


USABLE . 
POWER >| INSTALLED CAPACITY - KILOWATTS 3/ 


LICENSEE STATE |STORAGE 
1,000 __ UNDER 
AC-FT |CONSTRUCTED | construction | ULTIMATE 


MONTANA POWER CO THE KERR FLATHEAD 
FORD MOTOR CO GREEN ISLAND HUDSON 
IDAHO POWER CO TWIN FALLS SNAKE 

UTAH POWER AND LIGHT CO SODA BEAR 
SOUTHERN CALIF EDISON CO BIG CREEK NO 8 SAN JOAQUIN 


SOUTHERN CALIF EDISON CO BIG CREEK NO 2A BIG CR 
PACIFIC GAS AND ELEC CO POTTER VALLEY SPR BEES DL 
PACIFIC GAS AND ELEC CO AMERICAN RIVER S FK AMERICAN 
ALABAMA POWER CO MITCHELL COOSA 
MERCED IRRIG DIST EXCHEQUER MERCED 


PACIFIC GAS AND ELEC CO KERCKHOFF SAN JOAQUIN 
PACIFIC GAS AND ELEC CO JUNCTION CITY CANYON CREEK DIV 
SOUTHERN CALIF EDISON CO BIG CREEK NO 3 SAN JOAQUIN 
PORTLAND GENERAL ELEC CO OAK GROVE CLACKAMUS 
PACIFIC GAS AND ELEC NEw ELECTRA MOKELUMNE 


PACIFIC GAS AND ELEC WEST POINT MOKELUMNE 
PACIFIC GAS AND ELEC TIGER CREEK MOKELUMNE 
PACIFIC GAS AND ELEC SALT SPRINGS 1 MOKELUMNE 
PACIFIC GAS AND ELEC SALT SPRINGS 2 MOKELUMNE 
PACIFIC GAS AND ELEC BALCH KINGS 


ESCONDIDO MUTUAL WATER CO | RINCON POWER ESCONDIDO CR Diy 
ESCONDIDO MUTUAL WATER CO | BEAR VALLEY ESCONDIDO CR 
ESCONDIDO MUTUAL WATER CO | LAKE WOHLFORD ESCONDIDO CR 
PACIFIC GAS AND ELEC CO KERN CANYON KERN 

PACIFIC GAS AND ELEC CO EL DORADO S FK AMERICAN 


PACIFIC GAS AND ELEC CO BULLARDS bAR N FK YUBA 
UINTAH POWER AND LIGHT CO | UINTAH UINTAH 

SO CAROLINA PUB SERV AUTH | PINOPOLIS SANTEt&COOPER 
SO CAROLINA PUB SERV AUTH | SPILLWAY SANTEE 
PETERSbURG TOWN OF BLIND RIVER CRYSTAL LAKE 


WASHINGTON WTR PWR CO THE RANGEVILLE S FK CLEARWATER 
PACIFIC GAS AND ELEC CO IT NO 5 PIT 
PACIFIC GAS AND ELEC CO IT NO 4 Pay 
PACIFIC GAS AND ELEC CO ie INO: PI4 
ARKANSAS PWR AND LT CO EMMEL OUACHITA 

| 
ARKANSAS PWR AND LT CO CARPENTER OUACHITA 
NO COUNTIES HYDRO ELEC CO |] DAYTON FOX 
LOUISVILLE GAS AND EL CO HIO FALLS OHIO 
PACIFIC PwR AND LT CO WALLOWA FALLS E FR WALLOWe 
PENNSYLVANIA ELEC CO PINEY CLARION 


CALIFORNIA ELEC PWR CO SAN GORGONIO NO 2 | SAN GORGONIO CR 
CALIFORNIA ELEC PWR CO SAN GORGONIO NO 1 | SAN GORGONIO CR 
MINNESOTA POWER AND LT CO | BLANCHARD MISSISSIPPI 
ALABAMA POWER CO MARTIN DAM TALLAPOOSA 
FORD MOTOR CO TWIN CITY MISSISSIPPI 


SOUTHERN CALIF EDISON LOWER TULE TULE 
SOUTHERN CALIF EDISON BOREL KERN 
WESTERN COLORADO P CO TACOMA ANIMAS 
WESTERN COLORADO P CO NEW AMES LAKE FORK 
MICHIGAN GAS ANDO EL CO MOTTVILLE ST JOSEPH 


SUSQ PwR & PHILA EL PWR CONOWINGO SUSQUEHANNA 
KETCHIKAN CITY OF KETCHIKAN KETCHIKAN CR 
CAROLINA POWER AND LT CO WALTERS PIGEON 

UNION ELECTRIC CO OF MO OSAGE OSAGE 
MINNESOTA POWER AND LT CO | WINTON KAWISHIwI1 


UTAH POWER AND LIGHT CO ONEIDA BEAR 

GEORGIA POWER CO BARTLETTS FERRY CHATTAHOOCHEE 
UTAH POWER AND LIGHT CO LOGAN LOGAN 
PENNSYLVANIA P AND LT CO WALLENPAUPACK LACKAWAXEN 
IDAHO POWER CO SWAN FALLS SNAKE 


SO CAROLINA EL AND GAS CO | SALUDA SALUDA 
KENTUCKY UTILITIES CO LOCK NO 7 KENTUCKY 
SEATTLE DEPT OF LIGHTING | GORGE SKAGIT 
SEATTLE DEPT OF LIGHTING |CIABLO SKAGIT 
SEATTLE DEPT OF LIGHTING | ROSS SKAGIT 


CROWN ZELLERBACH CORP GLINES CANYON ELWHA 

UTAH POWER AND LIGHT CO STAIRS BIG COTTONWOOD C 
ALABAMA POWER CO JORDAN NO 1 COOSA 

PACIFIC GAS AND ELEC CO BUCKS CREEK N FK FEATHER 
WASHINGTON WTR PWR CO THE | LEWISTON CLEARWATER 


MONROE CITY CORP LOWER MONROE MONROE CR 
CHELAN COUNTY PUD NO 1 CHELAN CHELAN 
CRISP COUNTY POWER COMM WARWICK FLINT 
UTAH POWER AND LIGHT CO SANTAQUIN SUMMIT CR 
UTAH POWER AND LIGHT CO ALPINE DRY CR 


143 


TABLE 11 (Contd) - HYDROELECTRIC PLANTS UNDER FPC LICENSE 


LICENSEE 


FLORIDA POWER CORPORATION 
HIGHLANDS TOWN OF 

UTAH POWER AND LIGHT CO 
UTAH POWER AND LIGHT CO 
WISCONSIN POWER AND LT CO 


UTAH POWER AND LIGHT CO 
SMITH eVESSE at 

WESTERN COLORADO P CO THE 
APPALACHIAN POWER CO 

UTAH POWER AND LIGHT CO 


ALLEGAN CITY OF 
UTAH POWER AND LIGHT CO 
UTAH POWER AND LIGHT CO 
UTAH POWER AND LIGHT CO 
OTTUMWA CITY OF 


PACIFIC PWR AND LT CO 
CHELAN COUNTY PUD NO 1 
HYRUM CITY CORP 

SAFE HARBOR WTR PWR CORP 
COMMUNITY UTILITIES INC 


KANAWHA 
KANAWHA 
EPHRAIM 
EPHRAIM 
GEORGIA 


VALLEY POWER CO 
VALLEY POWER CO 
MIC ls 

ClTY. OF 

POWER CO 


RADFORD MUNICIPAL PWR 
PASADENA CITY OF 

LOUP RIVER PUB PWR DIST 
LOUP RIVER PUB PWR DIST 
GREENWOOD COUNTY COMM 


PAROWAN CITY CORPORATION 
KANAWHA VALLEY POWER CO 
GRAEAGLE LAND & WATER CO 
PACIFIC GAS AND ELEC CO 
PACIFIC GAS AND ELEC 


AND 
AND 


BLEEC 
EEEC 
BEEC 
ELEC 
EDISON 


GAS 
GAS 


PACIFIC 
PACIFIC 
PACIFIC GAS AND 
PACIFIC GAS AND 
SOUTHERN CALIF 


SOUTHERN 
SOUTHERN 
SOUTHERN 
SOUTHERN 
SOUTHERN 


CALIF 
CALIF 
CALIF 
CALIF 
CALIF 


EDISON 
EDISON 
EDISON 
EDISON 
EDISON 


SOUTHERN CALIF EDISON 
PACIFIC GAS ANU ELEC CO 
PONDS LODGE INC 

CTL NEBR PUB PWR 6 I DO 
CTL NEBR PUB PWR & I D 
CTL NEBR PUB PWR & I D 
PACIFIC PWR AND LT CO 
MONTANA POWER CO THE 
QUINAULT LIGHT COMPANY 
BRAZOS RIVER AUTHORITY 


GRAND RIVER DAM AUTHORITY 
KAUKAUNA ELEC WTR DEPT 
MONROE CITY CORP 

PELICAN UTILITY CO 
SWANSON MINING CORP 


MANTI CITY LIGHT AND 
LOWER VAL PWR AND LT 
LOWER VAL PWR AND LT 
UTAH POWER AND LIGHT 
UTAH POWER AND LIGHT 


CORD EL 

WISCONSIN MICHIGAN PwR CO 
WISCONSIN MICHIGAN PWR CO 
WISCONSIN MICHIGAN PWR CO 
MOON LAKE ELEC ASSN INC 


PLATTE VAL PUB PWR & I D 
PLATTE VAL PUB PWR & D 
FIRST IOWA HYDRO EL COOP 
NEW ENGLAND POWER CO 

BEAVER CITY CORPORATION 


JACKSON BLUFF 
HIGHLANDS 

UPPER AMERICAN FK 
PARIS 

SHAWANO 


UPPER MILL CREEK 
TRINITY 

OURAY 

CLAYTOR 

MALAD CITY 


ALLEGAN CITY 
BEAVER NO 3 
LOWER BEAVER 
UPPER BEAVER 
OTTUMWA 


MERWIN 

ROCK ISLAND 
HYRUM 

SAFE HARBOR 
SKAGWAY DEWEY 


MARMET 
LONDON 
EPHRAIM NO 1 
EPHRAIM NO 2 
FLINT RIVER 


RADFORD 

AZUSA 
COLUMBUS 
MONROE 
BUZZARD ROOST 


PAROWAN 
WINFIELD 
GRAEAGLE 
TULE RIVER 
WISHON A G 


SAN JOAQUIN NO 1A 
SAN JOAQUIN NO 2 
SAN JOAQUIN NO 3 
CRANE VALLEY 
POOLE 


RUSH CREEK 
MILL CREEK 
BISHOP CR NO 
cISHOP CR NO 
BISHOP CR NO 


6BESHOP CR NO 
NARROWS 
PONDS LODGE 
JOHNSON NO 2 
JOHNSON NO 1 


JEFFREY CANYON 
COVE NO 1 AND 2 
FEINT CREEK 
QUINAULT 

MORRIS SHEPPARD 


PENSACOLA 
KAUKAUNA 
UPPER MONROE 
PELICAN 
SALYER 


MANTI 

AFTON LOWER 
AFTON UPPER 
COKEVILLE 
WEBER x 


CERCEES 
TWIN FALLS 
PEAVY FALLS 
WAY DAM 
YELLOWSTONE 


SUTHERLAND 
NORTH PLATTE 
MUSCAT INE 
BELLOWS FALLS 
BEAVER 


OCKLOCKONEE 
CULLASAJA CR 
AMERICAN FORK 
PARIS CR 

WOLF 


MILL CR 
PHELPS CR 
UNCOMPAHGRE 
NEW 

BIRCH CR 


KALAMAZOO 
BEAVER 
BEAVER 
BEAVER 
DES MOINES 


LEwIs 

COLUMBIA 
BLACKSMITH FORK 
SUSQUEHANNA 
DEWEY LAKES 


KANAWHA 
KANAWHA 
Cine lx 


FLINT 


nee 
SAN GABRIEL 
LOUP CANAL 
LOUP CANAL 
SALUDA 


CENTER CR 
KANAWHA 
EAGLE CR 
TUE 
wILLOw 


WILLOW 
WILLOW 
WILLOW 
N wiLLOw 
LEEVINING CR 


RUSH CR 
MILL CR 
6 I1SHOP 
BISHOP 
BISHOP 


BISHOP 

YUBA 

BUFFALO 
PLATTE CANAL 
PLATTE CANAL 


PLATTE CANAL 
CROOKED 

LS TNT cGy 
ZETGEER GR 
BRAZOS 


GRAND 

FOX 
MONROE CR 
LISIANSKE 
TRINITY 


INLET 


MANTI CR 
SWIFT CR 
SWIFT CR 
PINE CR 
WEBER 


LEIDY CR 
MENOMINEE 
MICHIGAMME 
MICHIGAMME 
YELLOWSTONE CR 


Se PLATTE 

N PLATTE CANAL 
CEDAR CR DIV 
CONNECTICUT 
BEAVER 
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USABLE 

POWER 2/ 

STATE |STORAGE 
1,000 
AC-FT 


INSTALLED CAPACITY - KILOWATTS 3/ 


UNDER 
CONSTRUCTED | ConsTRUCTION 


ULTIMATE 


PRO- 
JEG 
NO. 


TABLE 11 (Contd) - HYDROELECTRIC PLANTS UNDER FPC LICENSE 


LICENSEE 


TACOMA DEPT OF PUB UTILS 
TACOMA DePT OF PUB UTILS 
MONTANA POWER CO THE 
CALVERT CORPORATION 
PENNSYLVANIA P AND LT CO 


METROPOLITAN 
WESTERN MASS ELEC CO 
WESTERN MASS ELEC CO 
DAWSON MARGARET P 

NEw ENGLAND POWER CO 


EDISON CO 


NeW ENGLANUY POWER CU 
PUBIELG SERVICE GO) OF INO 
SO CAROLINA EL AND GAS CU 
SO CAROLINA EL AND GAS CO 
PENNSYLVANLA ELEC CO 


CONCORLY ELECTRIC CO 

NEW ENGLAND POWER CO 

NEw ENGLAND POWER CO 
PUBLIC SERVICE CO OF NH 
KETCHIKAN CITY OF 


KETCHIKAN CITY OF 
PACIF1C PWR ANDO 
PACIFIC PWR AND 
PACIFIC PWR AND 
PACIFIC PWR ANU 


PACIFIC 
PACIFIC 
PACKF LC 
PACIFIC 
SOUTHERN 


PWR 
PwR 


AND 
AND 
PWR AND 
PwR AND 
CALIF EDISON CO 
SOUTHERN 
SOUTHERN 
SOUTHERN 
SOUTHERN 
SOUTHERN 


CALIF 
CALIF 
CALIF 
CALIF 
CALIF 


EDISON CO 
EDISON CO 
EDISON CO 
EDISON CO 
EDISON CO 


WISCONSIN PUB SERV CORP 
DAY MRS O B 

GEORGIA POWER CO 
CONSOLIDATED wATER PwR CU 
WISCONSIN PUB SERV CORP 


DAIRYLAND PWR COOP 

PACIFIC GAS AND ELEC CO 
PACIFIC GAS AND ELEC CO 
wISCONSIN PUG SERV CORP 
WHITING PLOVER FAPER CO 


wISCONSIN PUL SERV CORP 
STELLING HARVEY F 


IDAHG POWER 
IDAHG POWER 
IDAHO POWER 


CU 
ae) 
CO 


IDAHO POWER CO 

WISCONSIN PUB SERV CORP 
wlSCONSIN MICHIGAN PWR CO 
WISCONSIN MICHIGAN PWR CO 
OCONTO ELECTRIC COOP 
NORTHERN STS PRR CO 
WISCONSIN RiveR POWER CO 
WISCONSIN RIVER POWER CO 
CALI PACIFIC UTIL CoO 
GAEVE PAGTE TG UTIL Co 


PACIFIC GAS AND ELEC CO 
PACIFIC GAS AND ELEC CO 
WISCONSIN PUE SERV CORP 
ONNERS FERRY VILLAGE OF 
BONNERS FERRY VILLAGE OF 


HEBER LIGHT AND PwR PLANT 
wISCONSIN PUL SERV CORP 
Py.R AUTH STATE OF N Y 
HOLYOKE wATER FOWER 
HOLYOKE wATER POWER 


HOLYOKE WATER POWER 
HOLYOKE WATER POWER 
OAKDALE S & JOAQUIN 
OAKCALE S S JOAQUIN 
VIRGINIA EL AND PWR 


LA GRANDE 
ALDER 

THOMPSON FALLS 
HANLEY CREEK 
HOLTWOCD 


YORK HAVEN 
CABOT 

TURNERS FALLS 
WHITE MOUNTAIN 
WILDER # 


WILDER # 
AMOSKEAG 
PARR 
COLUMBIA 
OAKLAND 


SEWALLS FALLS 
VERNON + 
VERNON # 
HOOKSETT 
bEAVER FALLS 


SILVIS LAKE 
SODA SPRINGS 
SLIDE CREEK 
TOKETEE FALLS 
Fish CREEK 


CLEARWATER NO 
CLEARWATER NO 
LEMOLO NO Zz 
LEMOLO NO 1 
KERN RIVER NO 


ETRE GREEK 
SANTA ANA NO 2 
SANTA ANA NO 1 
MILL CREEK NO 2 
MILL CREEK NO 3 


TOMAHAWK 
DAYVILLE 
SINCLAIR 

DU BAY 

OTTER RAPIDS 


FLAMBEAU 
CRESTA 

ROCK CREEK 
GRANDFATHER 
STEVENS POINT 


HAT RAPIDS 
SOLOMON GULCH 
HELLS CANYON 
OXcOW 
BROWNLEE 


(3) ESS 

ALEXANDER 

BIG QUINNESEC 
GUINNESEC FALLS 
STILES 


HOLCOMBE 
CASTLE ROCK 
PETENWELL 
ROCK CREEK 
FREMONT 


KINGS RIVER 
HAAS 
MERRILL 
MOYIE NO 2 
MOYIE NO 1 


SNAKE CREEK 
wAUSAU WEST 
ROBERT MOSES 
HADLEY FALLS 


RIVERSIDE STATION 


BEEBEE HOLEROOK 
BOATLOCK STATION 
BEARDSLEY 
DONNELLS 

ROANOKE RAPIDS 


NISQUALLY 
NISQUALLY 
CLARK FORK 
HANLEY CREEK 
SUSQUEHANNA 


SUSQUEHANNA 
CONNECT 1CUT 
CONNECT 1 CUT 
MILNEK CR 

CONNECTICUT 


CONNECTICUT 
MERRIMACK 
BROAD 

BROAD 
SUSQUEHANNA 


MERRIMACK 
CONNECT I CUT 
CONNECT I CUT 
MERRIMACK 
BEAVER FALLS CR 


SILVIS LAKE 

NORTH UMPQUA 
NORTH UMPQUA 
NORTH UMPQUA 
NORTH UMPQUA 


CLEARWATER 
CLEARWATER 
NORTH UMPQUA 
NORTH UMPQUA 
KERN 


ENGELS. XCisg 
SANTA ANA 
SANTA ANA 
MILL CR 
MILL CR 


WISCONSIN 
ALLISON CR 
OCONEE 

WISCONSIN 
wISCONSIN 


FLAMBL AU 
N FK FEATHER 
N FK FEATHER 
wISCONSIN 
WISCONSIN 


WISCONSIN 
SCLOMON CR 
SNAKE 
SNAKE 
SNAKE 


SNAKE 
wISCONSIN 
MENOMINEE 
MeNOMINEE 
OCONTO 


CHIPPEWA 
WISCONSIN 
WISCONSIN 
ROCK CR 
OSes Cie 


Wi FK KINGS 
N FR KINGS 
WISCONS Lin 
MOYIE 
MOYIE 


SNAKE CR 
WISCONSIN 
ST LAWRENCE 
CONNECTICUT 
CONNECTICUT Carin 
CONNECTICUT CAN 
CONNECTICUT CAN 
M FK STANISLAUS 
M FK STANISLAUS 
ROANOKE 
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USABLE 
POWER 2/ 


STATE |STORAGE 


WASH 
WASH 
MONT 


1,000 
AC-FT 


ALSKA 


CALIF 


wlS 


ALSKA- 


GA 
wis 
w1S 


wiS 
CALIF 
CALIF 
wIS 
wlS 


wIS 
ALSKA 
COREG 
OREG 
IDAHO 


IDAHO 
wlS 
MICH 
MLCH 
w1S 


wis 
w1S 
wis 
OReEG 
OKEG 


CALIF 
CALIF 
wiS 

IDAHO 
ITUAHO 


UTAH 
wlS 
NY 
MASS 


MASS 


MASS 
MASS 
CALIF 
CALIF 
NG 


INSTALLED CAPACITY - KILOWATTS 3/ 


CONSTRUCTED | coy 


UNDER 
STRUCTION 


ULTIMATE 


PRO- 
JECT 
NO. 


OY 


ADWraAD rPoOron 


TABLE 11 (Contd) - HYDROELECTRIC PLANTS UNDER FPC LICENSE 


INSTALLED CAPACITY - KILOWATTS 3/ 


LICENSEE 


VIRGINIA EL AND PwR CO 
TACOMA CITY OF 

TACOMA CITY OF 

SOUTHERN CALIF EDISON CO 
PACIFIC GAS AND ELEC CO 


PORTLAND GENERAL ELEC CO 
PORTLAND GENERAL ELEC CO 
LOWER VAL PWR AND LT CO 
DENVER CITY AND COUNTY 
PEND OREILLE PUD NO 1 


NIAGARA MOHAWK PWR CORP 
FALL RIVER POWER CO 
IDAHO POWER CO 

NORTHERN STATES PwR CO 
NORTHERN STATES PWR CO 


NORTHERN STATES PWR CO 
WASHINGTON WTR PWR CC THE 
IDAHO POWER CO 

NORTH CENTRAL PWR CO 
OAKDALE S S JOAQUIN I D 


ARIZ PUBLIC SERVICE CO 
ARIZ PUBLIC SERVICE CO 
PACIFIC PwR ANDO LT 
WISCONSIN MICHIGAN 
WISCONSIN MICHIGAN 


WISCONSIN MICHIGAN 
WASHINGTON WTR PWR 
NEW ENGLAND POWER CO 
NEW ENGLAND POWER CO 
NEW ENGLAND POWER CO 


PLACER 
PLACER 
PLACER 
PLACER 
PACIFIC 


WTR AGENCY 
WTR AGENCY 
WTR AGENCY 
WTR AGENCY 
PwR AND LT CO 


PACIFIC 
PACIFIC 
PACIFIC 
PACIFIC 
PACIFIC 


PWR 
PwR 
PwR 
PwR 
PwR 


AND LT CO 
AND LT CO 
AND LT CO 
AND LT CO 
AND LT CO 


NIAGARA 
NIAGARA 
NIAGARA 
NIAGARA 
NIAGARA 


MOHAWK 
MOHAWK 
MOHAWK 
MOHAWK 
MOHAWK 


PwR 
PWR 
PwR 
PWR 
PWR 


CORP 
CORP 
CORP 
CORP 
CORP 


SOUTHERN 
OROVILLE 
OROVILLE 
OROVILLE 
MINNKOTA 


CALIF 
WYANDOTTE I 
WYANDOTTE I 
wYANUCOTTE i 
PwR COOP INC 


EDISON CO 
oS 
DS 
PS 


GREEN MOUNTAIN POWER CORP 
INTERNATIONAL PAPER CO 
CALIF DEPT OF WTR RES 
SACRAMENTO 

SACRAMENTO 


SACRAMENTO 

SACRAMENTO 

WARRIOR R ELEC COOP ASSN 
WARRIOR R ELEC COOP ASSN 
PACIFIC GAS AND ELEC 


PACIFIC 
PACIFIC 
PACIFIC 
PACIFIC 
PACIFIC 


GAS 
GAS 
GAS 
GAS 
GAS 


AND 
ANU 
AND 
AND 
AND 


ELEC 
ELEC 
ELEC 
EEE 
ELEC 


PACIFIC GAS AND ELEC 
CONSOLIDATED WATER PWR CO 
PACIFIC PWR AND LT CO 
GRANT COUNTY PUD NO 2 
GRANT COUNTY PUD NO 2 


PACIFIC GAS AND ELEC CO 
PACIFIC GAS AND ELEC CO 
PACIFIC GAS AND ELEC CO 
WISCONSIN MICHIGAN PWR CO 
PUBLIC SERVICE CO OF NH 


GASTON 
MAYFIELD 

MOSSY ROCK 

BIG CREcCK NO 4 
MURPHYS 


PELTON 
ROUND BUTTE 
STRAWBERRY 
GROSS DAM 
BOX CANYON 


STEWARTS BRIDGE 
FALL RIVER 
@ STRIKE 
LOWER DAM 
HENNEPIN ISLAND 


MAIN STREET 
CABINET GORGE 
LOWER SALMON 
WINTER 
TULLOCH 


CHILDS 
IRVING 

YALE 

LOWER PAINT 
MICHIGAMME FALLS 
HEMLOCK FALLS 
NOXON RAPIDS 
MCINDOES 
COMERFORD 

MOORE S C 


OXBOW 

RALSTON 

MIDDLE FORK 
FRENCH MEADOWS 
IRON GATE 


COPCO NO 2 
COPCO NO 1 
JOHN C BOYLE 
WEST SIDE 
BAST “SIDE 


SOUTH COLTON 
FIVE FALLS 
RAINGOW FALLS 
BLAKE FALLS 
STARK 


MAMMOTH POOL 
KELLY RIDGE 
FORBESTOWN 
wOODLEAF 

BIG FALLS 


WATERBURY NO 22 
YORK HAVEN 
OROVILLE 

wHITE ROCK 
CAMINO 


JAYBIRD 
UNION VALLEY 
SMITHS FORD 
UPPER 

BELDEN 


CARIBOU NO 1 6 2 
GUTT VALLEY 

PET NO 

PIT NO 6 
MCCLOUD-PIT 


POE 

STEVENS POINT 
SWIFT NO 1 
PRIEST RAPIDS 
WANAPUM 


MELONES 
STANISLAUS 
SPRING GAP 
KINGSFORD 
GARVINS FALLS 


ROANOKE 

COWLITZ 

COwLIT2 

SAN JUAGUIN 

N FK STANSLS Div 


DESCHUTES 
DESCHUTES 
STRAWBERRY CR 
SOUTH BOULDER CR 
PEND OREILLE 


SACANDAGA 
FALL 

SNAKE 
MISSISSTPPI 
MISSISSIPPI 


MISSISSIPPI 
CLARK FORK 
SNAKE 

E FK CHIPPEWA 
STANISLAUS 


FOSSIE CR DTV 
FOSS TL CR 
LEWIS 

PAINT 
MICHIGAMME 


MICHI GAMME 
CLARK FORK 
CONNECTICUT 
CONNECTICUT 
CONNECT LCUT 


M FK AMERICAN 

M FK AMERICAN D 
RUo1CON Div 

M FK AMERICN DiVy 
KLAMATH 


KLAMATH 
KLAMATH 
KLAMATH 
KLAMATH 
LINK 


RAWJETTE 
RAQUETTE 
RAQUETTE 
RAQUETTE 
RAQUETTE 


SAin JOAQUIN 
S FK FEATHER 
S FK FEATHER 
S FK FEATHER 
61G FORK 


wAT=RbGURY 
SUSQUEHANNA 
FEATHER 

S FK AMERICAN 
SILVER 


SILVER 
SILVER 
LOCUST 
LOCUST 
N FK FEATHER 


N FK FEATHER 
BUTT CREEK 
PIT 

PIT 

MCCLOUD DIV 


N FK FEATHER 
WISCONSIN 
LEWIS 
COLUMBIA 
COLUMBIA 


STANISLAUS 

M FK STANISLAUS 
S FK STANSLS DIV 
MENOMINEE 
MERRIMACK 
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USABLE 
POWER 2/ 
STATE |STORAGE 
1,000 
AC-FT 


UNDER 
CONSTRUCTED | ConsTRUCTION 


ULTIMATE 


TABLE 11 (Contd) - HYDROELECTRIC PLANTS UNDER FPC LICENSE 


USABLE : 
ates POWER ;/| INSTALLED CAPACITY - KILOWATTS 3/ 
JECT LICENSEE STATE |STORAGE 
1,000 UNDER 
AC-FT |CONSTRUCTED | construction | ULTIMATE 


CENTRAL MAINE POWER CO HARRIS KENNEBEC - 
SEATTLE DEPT OF LIGHTING BOUNDARY PEND OREILLE 551 000 
CHELAN COUNTY PUD NO 1 ROCKY REACH COLUMBIA . - 
ALABAMA POWER CO JORDAN NO 2 COOSA = 150 000 
ALABAMA POWER CO LAY DAM COOSA = 


ALABAMA POWER CO LOGAN MARTIN COOSA 123,250 
ALABAMA POWER CO LOCK NO 3 COOSA ‘ 2 7S'O.0 
ALABAMA POWER CO WEISS COOSA : = 
DOUGLAS CNTY PUD NO 1 WELLS COLUMBIA 541 975 
PUGET SOUND PwR AND LT CO] LOWER BAKER bAKER P 


PUGET SOUND PwR AND LT CO] UPPER BAKER BAKER 
SACRAMENTO MUD PG&E CHILI BAR S FK AMERICAN 
SNOHOMISH CNTY PUD NO 1 LOWER SULTAN SULTAN 
SNOHOMISH CNTY PUD NO 1 MIDDLE SULTAN SULTAN 
SNOHOMISH CNTY PUD NO 1 UPPER SULTAN SULTAN 


ST REGIS PAPER CO RHINELANDER WISCONSIN 
ALABAMA POWER CO JOHN H BANKHEAD BLACK WARRIOR 
ALABAMA POWER CO LEWIS SMITH SIRSEY FK 

TAPOCO INC CHILHOWEE LITTLE TENNESSEE 
TAPOCO INC CALDERWOOD LITTLE TENNESSEE 


TAPOCO INC CHEOAH LITTLE TENNESSEE 
TAPOCO INC SANTEETLAH CHEOAH 

CHUGACH ELEC ASSN INC COOPER LAKE COOPER CR 
SOUTHERN CALIF EDISON PORTAL BIG CR 

SOUTHERN CALIF EDISON BIG CREEK NO 2 BIG CR 


SOUTHERN CALIF EDISON BIG CREEK NO 1 b1G CR 
GEORGIA POWER CO N HIGHLANDS RDV CHAT TAHOOCHEC 
GEORGIA POWER CO OLIVER CHATTAHOOCHEE 
GEORGIA POWER CO GOAT ROCK CHATTAHOOCHEE 
OWENS-ILLINOIS GLASS CO GRANDMOTHER WISCONSIN 


NORTHERN STS PWR CO WISC MENOMINEE RED CEDAR 
GRAND RIVER DAM AUTHORITY | MARKHAM FERRY GRAND 
MONTANA POWER THE MORONY MISSOURI 
MONTANA POWER THE RYAN MISSOURI 
MONTANA POWER THE COCHRANE MISSOURI 


MONTANA POWER THE RAINBOW MISSOURI 
MONTANA POWER THE BLACK EAGLE MISSOURI 
MONTANA POWER THE HOLTER MISSOURI 
MONTANA POWER THE HAUSER LAKE MISSOURI 
MONTANA POWER THE MADISON NO 2 MADISON 


CONSOLIDATED WATER PWR CO] BIRON NO 2 WISCONSIN 
CENTRAL MAINE POWER CO BAR MILLS SACO 
PORTLAND GENERAL ELEC CO NORTH FORK CLACKAMUS 
YADKIN INC YADKIN FALLS YADKIN 
YADKIN INC YADKIN NARROWS YADKIN 


YADKIN INC TUCKERTOWN YADKIN 
YADKIN INC HIGH ROCK YADKIN 
SOUTHERN CALIF EDISON CO SANTA ANA NO 3 SANTA ANA 
CARCLINA POWER AND LT CO BLEWETT FALLS PEE VDEE 
CAROLINA POWER AND LT CO TILLERY YALKIN 


MOSINEE PAPER MILLS CO MOSINEE WISCONSIN 
APPALACHIAN PWR CO LEESVILLE ROANOKE & 
APPALACHIAN PWR CO SMITH MOUNTAIN ROANOKE 
PUBLIC SERVICE CO OF IND MARKLAND OH1O 
AMERICAN CAN CO ROTHSCHILD wlSCONSIin 


COWLITZ COUNTY PUD NO 1 SwIFT NO 2 LEWIS 

PwR AUTH STATE OF N Y NIAGARA NIAGARA 
GARKANE POWER ASSN INC BOULDER CREEK BOULDcCR CR 
EMPIRE DISTRICT ELEC CO OZARK BEACH WHITE 
SITKA CITY BLUE LAKE MEDVETCHA 


DUKE POWER WATEREE wATEREC 
DUKE POWER ROCKY CREEK CATAWBA 
DUKE POWER CEDAR CREEK CATAWGA 
DUKE POWER DEARBORN CATAWBA 
DUKE POWER GREAT FALLS CATAWEA 


DUKE POWER FISHING CREEK CATAWUA 
DUKE POWER WYLIE CATAwoA 
DUKE POWER MOUNTAIN ISLAND CATAWLA 
DUKE POWER COWANS FORD CATAWDA 
DUKE POWER LOOKOUT SHOALS CATAWBA 


Ce lam" moans 


DUKE POWER OXFORD CATAWEA 
DUKE POWER RHODHISS CATAWBA 
DUKE POWER SBRIDGEWATER CATAWBA 
| PORTLAND GEN EL CO ET AL WILLAMETTE FLS 3 WILLAMETTE 
PORTLAND GEN EL CO ET AL WILLAMETTc FLS 2 WILLAMETTe 


gS 
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TABLE 11 (Contd) - HYDROELECTRIC PLANTS UNDER FPC LICENSE 


USABLE 
PRO- POWER 2/ 
JECT LICENSEE PLANT RIVER STATE |STORAGE 
NO. 1,000 

AC-FT 


PORTLAND GEN EL CO ET AL WILLAMETTE FLS 1 WILLAMETTc 
GECRGLA POWER CO MORGAN FALLS CHATTAHOOCHEE 


INSTALLED CAPACITY - KILOWATTS 3/ 


ULTIMATE 


UNDER 
CONSTRUCTED | CONSTRUCTION 


ORto 
GA 


TOMAHAWK PwR CO KINGS DAM WISCONSIN wlsS 
EUGENE COTY OF TRAIL BRIDGE MCKENZ1E SMITH OREG 
BUGENE TCUiY OG CARMEN MCKENZIE OREG 


WASHINGTON PUB PWR SU SYS | PACKWOOD LAKE HALL CR WASH 
SAN JUAN FISHING & PKG CO] SAN JUAN SAN JUAN LAKE ALSKA" 
NEKOOSA EDWARUS PAPER CO CENTRALIA wISCONSIN Wis = 


WIS = 
ALSKA4 


WISCONSIN 
CHATANIKA TANANA 


wISCONSIN RAPIDS 
CHATANIKA 


CONSOLIDATED WATER PwR CO 
CHATANIKA PWR CO INC 


CALIF- 
CALIF- 
ALSKA- 
MALINE 
MAINE 


BEAR 

bcCAR 
MEDVETCHA 
ANDROSCCGGIN 
ANDROSCOGOIN 


DbUTEGH FLAT NO 2 
CHICAGO PARK 
PULP MILL 
DEER RIPS 
ANDROSCOGGIN 


NEVADA IRRIGATION UiST 
NEVADA IRRIGATION DIST 
ALASKA LMBR PULP CC INC 
CENTRAL MALNE POWER CO 
CENTRAL MAINE POWER CO 


MALNE 
MAINE” 
MAINE 
wiS 
Wis 


ANDROSCOGULIN 
ANDROSCOGGIN 
ANDROSCOGOIN 
WISCONSIN 
WISCONSIN 


GULF ISLAND 
bCRUNSWICK 
TOPSHAM 
PORT EDWARDS 
NEKOOSA 


CENTRAL MALNce POWER CO 
CENTRAL MAiNE POWER CO 
CENTRAL MALNE POWER CO 

NEKOOSA EDWARDS PAPER CO 
NEKOOSA EDwARDS PAPER CO 


EAST CLEAR CR 
SABINE 

S FK YUBA DIV 
SVER YUBA OLY 
DEER CR 


ARIZ » 
TEXAS" 
CALIF 
CALIF 4 
CALIF> 


BLUE RIDGE 
TOLEDO BEND 
DRUM NO 1 
DRUM NO 2 
DEER CREEK 


PHELPS DODGE CORP 
SADINE R ALTH LA & TEX 

PACIFIC GAS ANO ELEC CO 
PACIFIC GAS ANG ELEC CO 
PAGE Ie AND Eee Gaic© 


GAS 


PACIFIC GAS AND ELEC CO SPAULDING S FK YUBA CALIF 


PACIFIC GAS ANU ELEC CO SPAULDING NO S FK YUBA CALIF 
PACIFIC GAS ANU ELEC CO SPAULDING NO S FK YUBA CALIF 
NEw ENGLAND PUWER CO DEERFIELD NO DEERFIELD MASS 


WM We Ph 


NEw ENGLANU POWER DEERFIELC DEERFIELD 


PAW AS) NEW ENGLAND POWER CO DEERFIELD NO 4 DECRFILELD 
2323 A New ENGLANU POWER CO DEERE TEED INO) 5 DEERE HEED 
Zoe NEW ENGLAND POWER CO SHERMAN DEERE PED 
Na NEw ENGLAND POWER CO HARRIMAN DecRFleLo 
2 NEw ENGLANY FPOwcR CO SEARSBURG DEERFIELD 
2 KETCHIKAN CITY OF LAKE whlTMAN CASE CR 


1/ INCLUDES ALL LICENSED CONVENTIONAL HYDROELECTRIC 
PLANTS OVER 100 KILOWATTS. CONSTRUCTED CAPACITIES 
OBTAINED FROM ANNUAL POWER SYSTEM STATEMENTS (FORM 
12 REPORTS). CAPACITiES FOR UNDEVELOPED PLANTS 
TAKEN FROM LICENSED PROJECTS INSTRUMENTS OR APPLICATIONS 
F REED: 


PLANTS WITH ULTIMATE INSTALLATIONS OF 10,000 KILOWATTS 
AND OVER ARE IDENTIFIED ON MAP 1 BY PROJECT NUMBER. 

WHERE MORE THAN ONE PLANT IS INCLUDED IN THE SAME PROJECT 
NUMBER, THE PLANTS ARE DESIGNATED BY LETTERS (A, B, C, 
ETC.) PROCEEDING UPSTREAM. 


2/. USABLE POWER STORAGE CAPACITY. 
U = LESS THAN 5,000 ACRE=FEET. 
NA - DATA NOT AVAILABLE. 


3/ CAPACITIES LISTED INCLUDE MAIN GENERATING UNITS ONLY. 
SEVERAL PLANTS ALSO HAVE AUXILIARY GENERATING CAPACITY. 
SEE TABIEE 6, PAGE 60. 

4/ THIS PLANT TO BE REDEVELOPED BY ANOTHER LICENSED PROJECT. 


5/. THiS PLANT TO BE REDEVELOPED BY AN AUTHORIZED FEDERAL 
PROJECT. 


= PLANT LOCATED IN TWO STATES. INSTALLED CAPACITY DIVIDED 


BETWEEN STATES AS SHOWN. USABLE POWER STORAGE CAPACITY 
AND GROSS STATIC HEAD SHOWN ARE THE TOTAL FOR THE SITE. 
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TABLE 12 - FEDERAL HYDROELECTRIC PLANTS IN OPERATION, 
UNDER CONSTRUCTION, AND AUTHORIZED - JANUARY 1, 1964 


CORPS OF 
ENGINEERS 


ST MARYS FALLS 
TOCKS ISLAND 
DALECARLIA 
SALEM CHURCH 
GATHRIGHT 


JOHN H KERR 
PHILPOTT 
CLARK HILL 
HARTWELL 

JIM WOODRUFF 


WALTER F GEORGE 
WEST POINT 
BUFORD 

SPEWRELL BLUFF 
MILLERS FERRY 


JONES BLUFF 
ALLATOONA 
CARTERS DAM 
DAM B 

SAM RAYBURN 


DAM A 
ROCKLAND 
BELTON 
WHITNEY 
NARROWS 


BLAKELY MOUNTAIN 
DEGRAY 

BROKEN BOW 
DENTSON 
DARDANELLE 


OZARK 

ROBERT S KERR 
EUFAULA 
TENKILLER FERRY 
WERBERS FALLS 


FORT GIBSON 
OOLOGAH 
KEYSTONE 
GREERS FERRY 
NORFORK 


BULL SHOALS 
TABLE ROCK 
BEAVER 
JOANNA 3/ 
RED ROCK 


ROCK ISLAND 
BARKLEY 
CHEATHAM 

THREE ISLANDS 
Uw PERCY PRIEST 


OLD HICKORY 
CENTER HILL 
CORDELL HULL 
DALE HOLLOW 
CELINA 


WOLF CREEK 
LAUREL 
BOONEVILLE 
KAYSINGER BLUFF 
POMME DE TERRE 


STOCKTON 
GAVINS POINT 
FORT RANDALL 
BIG BEND 
OAHE 


GARRISON 
FORT PECK 
BRADLEY LAKE 
SNETTISHAM 
WY NOOCHEE 


BIG CLIFF RRG 
DETROIT 
FOSTER RRG 
GREEN PETER 
STRUBE RRG 


ST MARYS 
DELAWARE 
POTOMAC R CANAL 
RAPPAHANNOCK 
JACKSON 


ROANOKE 
SMITH 
SAVANNAH 
SAVANNAH 
APALACHICOLA 


CHATTAHOOCHEE 
CHATTAHOOCHEE 
CHATTAHOOCHEE 
FLINT 

ALABAMA 


ALABAMA 
ETOWAH 
COOSAWATTEE 
NECHES 
ANGELINA 


NECHES 

NECHES 

LEON 

BRAZOS 

LITTLE MESSOURT 


OUACHITA 
CADDO 
MOUNTAIN FK 
RED 
ARKANSAS 


ARKANSAS 
ARKANSAS 
CANADIAN 
ILLINOIS 
ARKANSAS 


GRAND 
VERDIGRIS 
ARKANSAS 
ELTPEE RED 
NORTH FORK 


WHITE 
WHITE 
WHITE 
SALT 
DES MOINES 


MESSESS IPP 
CUMBERLAND 
CUMBERLAND 
HARPETH 
STONES 


CUMBERLAND 
CANEY FORK 
CUMBERLAND 
OBEY 
CUMBERLAND” 


CUMBERLAND 
LAUREL 

S FK KENTUCKY 
OSAGE 

POMME DE TERRE 


SAC 

MISSOURI 
MISSOURI 
MISSOURI 
MISSOURI 


MISSOURI 
MISSOURI 
BRADLEY DR 
CRATER L LONG L 
WYNOOCHEE 


NORTH SANTIAM 
NORTH SANTIAM 
SOUTH SANTIAM 
MIDDLE SANTIAM 
S FK MCKENZIE 


YEAR OF 
INITIAL 
OPERATION 


ikoyl 


GROSS 
STATIC 
HEAD 
Ele 


USABLE 
POWER 1/ 
STORAGE 

1,000 AC-FT 


INSTALLED CAPACITY - KILOWATTS 2/ 


UNDER 
CONSTRUCTED | constRUCTION 


ULTIMATE 
AUTHORIZED 


CORPS OF 
ENGINEERS 
CONTINUED 


COUGAR 

DEXTER RRG 
LOOKOUT POINT 
Histo. CREEK 
BONNEVILLE 


THE DALLES 

JOHN DAY 

MCNARY 

ICE HARBOR 

LOWER MONUMENTAL 


LITTEE GOOSE 
LOWER GRANITE 
DWORSHAK 
ASOTIN 

CHIEF JOSEPH 


ALRENT FALLS 
LIRRY 

LOST (CREEK 
TABLE MOUNTAIN 
NEW MELONES 


TOTAL 


RUREAU OF 
RECLAMATION 


ELEPHANT BUTTE 
PUFRLO 

SALIDA 

PANCHO 
PRINCETON 


WAPACO 
OTERO 
ELSERT 
BIG THOMPSON 
FLATIRON 3/ 


POLE HILL 
ESTES 
MARYS LAKE 
GUERNSEY 
GLENDO 


ALCOVA 

FREMONT CANYON 
KORTES 

SEMINOE 
ANGOSTURA 


SHEP IDAN 
YELLOWTAIL 
HEART MOUNTAIN 
SHOSHONE 
BOYSEN 


PILOT BUTTE 
BALD RIDGE 
SUNLIGHT 

THIEF CREEK 
HUNTER MOUNTAIN 


ALLENSPUR 
CANYON FERRY 
LYON 

CALVADA 
WATASHEAMLI 


GATEWAY 
WANSHIP 
DEER CREEK 
DYNE 

SIXTH WATER 


SYAR 

EKLUTNA 

BLACK CANYON 
BOISE DIVERSION 
ANDERSON RANCH 


S MCKENZIE 

M WILLAMETTE 
M WILLAMETTE 
M WILLAMETTE 
COLUMBIA 


COLUMBIA 
COLUMBIA 
COLUMBIA 
SNAKE 
SNAKE 


SNAKE 

SNAKE 

N FK CLEARWATER 
SNAKE 

COLUMBIA 


PEND OREILLE 
KOOTENAI 
ROGUE 
SACRAMENTO 
STANISLAUS 


RIO GRANDE 
ARKANSAS 
ARKANSAS CANAL 
ARKANSAS CANAL 
ARKANSAS CANAL 


ARKANSAS CANAL 
ARKANSAS CANAL 
ARKANSAS CANAL 
BIG THOMPSON 

COLO BIG THOM 


COLO BIG THOM 
COLO BIG THOM 
COLO BIG THOM 
NORTH PUATTE 
NORTH PLATTE 


NORTH PLATTE 
NORTH PLATTE 
NORTH PLATTE 
NORTH PLATTE 
S FK CHEYENNE 


TONGUE 
BIGHORN 
SHOSHONE 
SHOSHONE 
BIGHORN 


WIND 

CLARK FK 
SUNLIGHT 
CLARK FK 
CLARK FK 


YELLOWSTONE 
MISSOURI 
MADISON 
LET TRUCKEE 
E ©K CARSON 


WERER 
WEBER 
PROVO 
DIAMOND 
DIAMOND 


DIAMOND 
EKLUTNA 
PAYETTE 
BOISE 

SFR BOLSE 


N MEX 
COLO 
COLO 
COLO 
COLO 


COLO 
COLO 
COLO 
COLO 
COLO 


COLO 
COLO 
COLO 
WYO 
WYO 


WYO 
wYO 
WYO 
wYO 
S DAK 


WYO 
MONT 
wYO 
WYO 
WYO 


wYO 
WYO 
wo 
WYO 
WYO 


MONT 
MONT 
MONT 
CALIF 
NEV 


UTAH 
UTAH 
UTAH 
UTAH 
UTAH 


UTAH 

ALSKA 
IDAHO 
IDAHO 
IDAHO 


YEAR OF 
INITIAL 
OPERATION; 


ie 


USABLE 
POWER 1/ 
STORAGE 

1,000 AC-FT 


TABLE 12 (Contd) - FEDERAL HYDROELECTRIC PLANTS 


INSTALLED CAPACITY - KILOWATTS 2/ 


CONSTRUCTED CON 


UNDER 
STRUCTION 


ULTIMATE 
AUTHORIZED 


QUIPFAN OF 
RECLAMATION 
CONTINUED 


MINIDOKA 
AMERICAN FALLS 
PALISADES 
CHANDLER 

ROZA 


GRAND COULEE 
HUNGRY HORSE 
GREEN SPRINGS 
LEWISTON 
TRINITY 


NIMQUS 
FOLSOM 4/ 
CLEAR CREEK TH 
KESWICK 

SHASTA 


SPRING CREE 
SIPHON DROP 
PARKER 
DAVIS 
HOOVER # 


K BH 


HOOVER + 
GLEN CANYON 
FLAMING GORGE 
FONTENELLE 
CRYSTAL 


MORROW POINT 
BLUE MESA 
GRAND VALLEY 
LOWER MOLINA 
UPPER MOLINA 
GREEM MOUNTAIN 


TOTAL 


TENNESSEE 


VALLEY AUTHORITY 


KENTUCKY 
PICKWICK LANDING 
“TLSON 

WHEELERS 
GUNTERSVILLE 


NICKAJACK 5 / 
HALES 24R 5/ 
CHICKAMAUGA 
OCOFE NO 1 
OCOEE NO 2 


OCOEE NO 3 
RLUF RIDGE 
APALACHIA 
HIWASSEE 3/ 
NOTTELY 


CHATUGE 
WATTS PAR 
MELTON HILL 
NORRIS 
FONTANA 


FORT LOUDOUN 
DOUGLAS 
NOLICHUCKY 
CHEROKEE 
WIL8UR 


WATAUGA 

EY PATRICK HENRY 
ROONE 

SOUTH HOLSTON 
GREAT FALLS 


TOTAL 


SNAKE 
SNAKE 
SNAKE 
YAKIMA 
YAKIMA 


COLUMRIA 

S FK FLATHEAD 
EMIGRANT CR 
TRINITY 
TRINITY 


AMERICAN 
AMERICAN 
TRINITY R DIV 
SACRAMENTO 
SACRAMENTO 


CLEAR CREEK DIV 
YUMA CANAL 
COLORADO 
COLORADO 
COLORADO 


COLORADO 
COLORADO 
GREEN 
GREEN 
GUNNISON 


GUNNISON 
GUNNISON 
COLORADO 

COLBRAM PIPELINE 
COLBRAN PIPELINE 
RLUE 


TENNESSEE 
TENNESSEE 
TENNESSEE 
TENNESSEE 
TENNESSEE 


TEMNESSEE 
R=NNESSEE 
TENNESSEE 
OCOEE 
OCOFE 


OCOEE 
TOCCDA 
HIWASSEF 
HIWASSEE 
NOTTELY 


HIWASSEE 
TENNESSEE 
CLINCH 

CLINCH 

LITTLE TENNESSE 


TENNESSES 
FRENCH BROAD 
NOLICHUCKY 
HOLSTON 
WATAUGA 


WATAUGA 

S FK HOLSTON 
S FK HOLSTON 
S FK HOLSTON 
CANEY FORK 


KY 
TENN 
ALA 
ALA 
ALA 


TENN 
TENN 
TENN 
TENN 
TENN 


T=NN 
GA 
TENN 
NG 
GA 


NC 

TENN 
TENN 
TENN 


T=NN 
TENN 
T=NN 
TENN 
T=NN 


TENN 
TENN 
TENN 
TENN 
TENN 


GROSS 
YEAR OF 
INITIAL. | STATIC 


HEAD 
OPERATION FT. 


hors: 


USABLE 

POWER 1/ 

STORAGE 
1,000 AC-FT 


TABLE 12 (Contd) - FEDERAL HYDROELECTRIC PLANTS 


INSTALLED CAPACITY - KILOWATTS 2/ 


UNDER 
CONSTRUCTED | constTRUCTION 


ULTIMATE 
AUTHORIZED 


TABLE 12 (Contd) - FEDERAL HYDROELECTRIC PLANTS 


USABLE 
POWER 1/ 


STORAGE UNDER 


1,000 AC-FT | CONSTRUCTED | consTRUCTION 


INTERNATIONAL 
ROUNNARY AND 
WATER COMMISSION 


FALCON RIO GRANDE 
AMISTAD RIO GRANDE 


RURFEAL! OF 
INDIAN AFFAIRS 


DROP NO 2 YAKIMA WASH 
DROP NO 3 YAKIMA WASH 
BIG CREEK BIG ICR MONT 


COOLIDGE GILA ARIZ 


TOTAL 


NATIONAL PARK 
SERVICE 


MAMMOTH GARDINER WYO 


LONGMIRE PARADISE WASH 
YOSEMITE MERCED CALIF 


TOTAL 


ULTIMATE 
AUTHORIZED 


GRAND TOTAL 


1/ USABLE POWER STORAGE CAPACITY. 
U= LESS THAN 37000 ACRE-FEET « 
NA — DATA NOT AVAILABLE. 


2/ CAPACITIES LISTED INCLUDE MAIN GENERATING UNITS ONLY. 
SEVERAL PLANTS ALSO HAVE AUXILIARY GENERATING CAPACITY. 
SEE TABLE ‘6, PAGE :60). 


3/ PLANT ALSO HAS REVERSIBLE GENERATING EQUIPMENT IN ADDITION 
TO THAT SHOWN, SEE DISCUSSION OF PUMPED STORAGE PROJECTS IN THE TEXT. 


4/ DAM AND RESERVOIR WERE CONSTRUCTED BY THE CORPS OF ENGINEERS. 
5/ NICKAJACK WiLL REPLACE THE EXISTING HALES BAR PLANT. 
+ PLANT LOCATED IN TWO STATES. INSTALLED CAPACITY DIVIDED 


BETWEEN STATES AS SHOWN. USABLE POWER STORAGE CAPACITY AND 
GROSS STATIC HEAD SHOWN ARE THE TOTAL FOR THE SITE. 
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TABLE 13 - HYDROELECTRIC PLANTS EXISTING OR UNDER CONSTRUCTION WITH 
PLANNED ULTIMATE CAPACITIES OF 100,000 KILOWATTS OR MORE - JANUARY 1, 1964 


Name_of plant 


Grand Coulee 
John Day 
Niagara 

The Dalles 
Chief Joseph 


McNary 
Hoover 
Wanapum 
Priest Rapids 
Rocky Reach 


Robert Moses 
Glen Canyon 
Bonneville 
Boundary 


Lower Monumental 


Little Goose 
Wells 
Oroville 
Wilson 
Dworshak 


Oahe 
Brownlee 

Ice Harbor 
Hells Canyon 
Conowingo 


Big Bend 

Smith Mountain 
Garrison 
Shasta 

Ross 


Wheeler 

Noxon Rapids 
Cowans Ford 
Bull Shoals 
Safe Harbor 


Hartwel] 
Martin Dam 
Fort Randall 
Mossyrock 
Hungry Horse’ 


Clark Hill 
Wolf Creek 
Yellowtail 
Carters Dam 
Rock Island 


Round Butte 
Diablo 
Oxbow 

Davis 

Jordan No. 2 


River 


Columbia 
Columbia 
Niagara 

Columbia 
Columbia 


Columbia 
Colorado 
Columbia 
Columbia 
Columbia 


St. Lawrence 
Colorado 
Columbia 
Pend Oreille 
Snake 


Snake 
Columbia 
Feather 
Tennessee 


N. Fk. Clearwater 


Missouri 
Snake 

Snake 

Snake 
Susquehanna 


Missouri 
Roanoke 
Missouri 
Sacramento 
Skagit 


Tennessee 
Clark Fork 
Catawba 
White 
Susquehanna 


Savannah 
Tallapoosa 
Missouri 
Cowlitz 

S. Fk. Flathead 


Savannah 
Cumberland 
Bighorn 
Coosawattee 
Columbia 


Deschutes 
Skagit 
Snake 
Colorado 
Coosa 


State 


Wash. 
Wash. 
N. Y. 
Wash. 
Wash. 


Oreg. 


Ariz.-Nev. 


Wash 
Wash. 
Wash. 


Ney. 
Ariz. 
Oreg. 
Wash. 
Wash. 


Wash. 
Wash. 
Calif. 
Ala. 
Idaho 


S. Dak. 


Idaho 
Wash. 
Oreg. 
Md. 


S. Dak. 


Va. 


N. Dak. 


Calif. 


157, 


Installed capactty - kw 


Extsting 


1,944,000 

0 
1,953,900 
1,119,000 
1,024,000 


980 ,000 
1,340,000 
748,125 
788 ,500 
711,000 


912,000 
0 
518,400 


ooo 


598,000 
0 


595 ,000 
360,400 
270,000 


0 
252 ,000 


0 
0 
400 ,000 
375 ,000 
360 ,000 


356 ,400 
282 ,880 
262,500 
340 ,000 
196 ,000 


264 ,000 
154,200 
320 ,000 


0 
285 ,000 


280 ,000 
270,000 
0 
0 
212,100 


0 
120,000 
190 ,000 
225 ,000 

0 


- Under 


constr. 


0 
1,350,000 
0 


83,125 


0 
900 ,000 
0 
551,000 
405 ,000 


405 ,000 
541,975 
351,000 

0 
300 ,000 


0 
0 
0 
408 ,000 
222 ,480 


468 ,000 
300 ,200 


0 
0 
0 


0 
0 
0 
0 
0 
0 
0 
0 
0 


300 ,00 
0 


0 
0 
250 ,000 
250,000 
0 


247,050 
0 
0 


0 
150,000 


Planned 
ultimate 


5,544 ,000 
2,700,000 
1,953,900 
1,743,000 
1,728 ,000 


1,400,000 


1,340,000 
1,330,000 
1,261,600 
Lolhe;, 150 


912,000 
900 ,000 
842,400 
826,500 
810,000 


810,000 
774,250 
702,000 
630 ,000 
600 ,000 


595 ,000 
540 ,600 
540 ,000 
493,200 
474 ,480 


468 ,000 
450 ,300 


400,000 ~ 


375 ,000 
360 ,000 


356 ,400 
353 ,600 
350 ,000 
340 ,000 
336 ,000 


330 ,000 
325 ,200 
320 ,000 
300 ,000 
285 ,000 


280 ,000 
270,000 
250,000 
250,000 
249 ,000 


247,050 
240 ,000 
237 ,500 
225 ,000 
225 ,000 


Ava. annual 
generatton 
ultimate 
million kwh 


21,700 
LOSS 
13,000 

8,261 
10,013 


6,833 
4,380 
6,280 
55090 
6,700 


6,500 
4,600 
7,044 
3,500 
ran at Be, 


2,488 
4,500 
1,800 
2,587 
12913 


2,302 
2,400 
2,409 
1,800 
RAS 


907 
400 
1,886 
17.20 
900 


1,292 
2,014 
154 
785 
920 


453 
357 
1,503 
990 
843 


700 
867 
910 
174 
1,920 


946 
906 
1,108 
1.178 
880 


Class 


1/ 
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TABLE 13 (Contd) - HYDROELECTRIC PLANTS EXISTING OR UNDER CONSTRUCTION WITH 


PLANNED ULTIMATE CAPACITIES OF 100,000 KILOWATTS OR MORE - JANUARY 1, 1964 


Nane_ of plant 


Kerr 

Pickwick Landing 
Yale 

Swift No. 1] 

John H. Kerr 


Fontana 
Cabinet Gorge 
White Rock 
Table Rock 
Saluda 
Caribou No. 1&2 
Merwin 

Gorge 

Gaston 

Lay Dam 


Denison 
Osage 
Fort Peck 
Pinopolis 
Folsom 


Kentucky 
Mayfield 

Keokuk 

Lewis Smith 

Big Creek No. 3 


McCloud-Pit 
Watts Bar 
Spring Creek 
Hol twood 
Camino 


Comerford 
S. C. Moore 
Norfork 
Mitchell 
Chickamauga 


Cherry Creek 
Haas 

Center Hill 

Clear Creek 

Jaybird 


Barkley 
Walter F. George 
Mammoth Pool 


Logan Martin 
Balch 
Pit No. 5 


Fort Loudon 
Jordan No. 1 
Poe 
Dardanelle 


River 


Flathead 
Tennessee 
Lewis 
Lewis 
Roanoke 


Little Tennessee 
Clark Fork 

S. Fk. American 
White 

Saluda 


N. Fk. Feather 
Lewis 

Skagit 

Roanoke 

Coosa 


Red 

Osage 
Missouri 
Santee-Cooper 
American 


Tennessee 
Cowlitz 
Mississippi 
Sipsey Fk. 
San Joaquin 


McCloud Diversion 


Tennessee 

Clear Creek Div. 
Susquehanna 
Silver Creek Div. 


Connecticut 
Connecticut 
North Fork 
Coosa 
Tennessee 


Cherry Creek 
N. Fk. Kings 
Caney Fork 


Trinity River Div. 


Silver Creek 


Cumberland 
Chattahoochee 
San Joaquin 
Coosa 

N. Fk. Kings 


Pit 

Tennessee 
Coosa 

N. Fk. Feather 
Arkansas 


Calif. 
Tenn. 
Calif. 
Pa. 
Calif. 


158 


Installed capacity - kw 


Extstting 


ag creenttihice 


168,000 
216,000 
108 ,000 
204 ,000 
204 ,000 


202 ,500 
200 ,000 

0 
200 ,000 
130,000 


184,800 
135,000 
134,400 
177,920 

64,800 


70,000 
172,000 
165,000 
132,615 
162 ,000 


160 ,000 
120,000 
124,800 
157,500 
106 ,500 


0 
150,000 
0 
107,200 
71,250 


140 ,400 
140,400 
70 ,000 
72,500 
108 ,000 


135 ,000 
135 ,000 
135,000 
134 ,000 
133,000 


0 
130,000 
129 , 360 

0 
128,200 


128,000 
128,000 
100 ,000 
124,200 

0 


Under 


constr. 


150,00 


Crore cc ooo°c”l]mc ooo°0o°o Som orcs oo°o°oo 


154,800 
0 
150 ,000 


(= Seo We le ea) (Sa) 2 (= ea) oo 


130 ,000 
0 


0 
128,250 
0 


0 
0 
0 
0 
124 ,000 


Planned 


ultimate 


224,000 
216,000 
216,000 
204 ,000 
204 ,000 


202 ,500 
200 ,000 
200 ,000 
200 ,000 
195,000 


184,800 
180 ,000 
178 ,000 
177,920 
160,800 


175 ,000 
172,000 
165,000 
163,215 
162,000 


160 ,000 
160 ,000 
158,400 
157,500 
156 ,500 


154,800 
150 ,000 
150 ,000 
147,200 
142,500 


140 ,400 
140,400 
140,000 
137,500 
135,000 


135,000 
135 ,000 
135 ,000 
134 ,000 
133,000 


130,000 
130 ,000 
129,360 
128,250 
128,200 


128 ,000 
128 ,000 
125,000 
124,200 
124,000 


Avg. annual 

generation 
ultimate 

mtllton kwh 


1,170 
1,300 
529 
642 
438 


910 
Too 
496 
495 
217 


542 
600 
1,103 
303 
585 


3 
440 
960 
547 
658 


1,160 
746 
715 
209 

1,000 


528 
790 
500 
770 
369 


307 
251 
220 
525 
790 


600 
356 
35] 
440 
505 


582 
443 
546 
394 
406 


836 
530 
169 
542 
613 


Class 
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TABLE 13 (Contd) - HYDROELECTRIC PLANTS EXISTING OR UNDER CONSTRUCTION WITH 


PLANNED ULTIMATE CAPACITIES OF 100,000 KILOWATTS OR HORE - JANUARY 1, 1964 


Name_of plant 


Guntersville 
Calderwood 
Parker 
Morrow Point 
Cherokee 


Lookout Point 
White River 
Colton 

Smiths Ford 
Palisades 


Rock Creek 
Douglas 

Beaver 

Cheoah 

Robert S. Kerr 


Markham Ferry 
Allatoona 
Middle Fork 
Flaming Gorge 
Pelton 


Walters 

Pit No. 7 
Lower Baker 
Hawks Nest 
norris 


Roanoke Rapids 
Gavins Point 
Moccasin Creek 
Old Hickory 
Bliss 


Detroit 
Trinity 
Broken Bow 


River 


Tennessee 


Little Tennessee 


Colorado 
Gunnison 
Holston 


N. Fk. Willamette 


White 
Raquette 
Locust Fork 
Snake 


N. Fk. Feather 
French Broad 
White 


Little Tennessee 


Arkansas 


Grand 
Etowah 
Rubicon Div. 
Green 
Deschutes 


Pigeon 
Pit 
Baker 
New 
Clinch 


Roanoke 
Missouri 
Tuolumne Div. 
Cumberland 
Snake 


North Santiam 
Trinity 
Mountain Fork 


Sub-total - 102 Existing Plants 


State 


Ala. 
Tenn. 


Calif. 


Colo. 
Tenn. 


Oreg. 
Wash. 
eV 
Ala. 

Idaho 


Calif. 


Tenn. 
Ark. 


Sub-total - 31 New Plants Under Construction 


Non-Federal publicly-owned. 


Total - 133 Plants 
1/7 Class of ownership: 
F - Federally-owned. 
P - Privately-owned. 
iM - 
C - Cooperatively-owned. 
I 


- Industrial ly-owned. 


Kee, 


Installed capacity - kw 


Existina 


97,200 
121,500 
120,000 

0 
120,000 


120,000 
70,000 
29,520 

0 

114,000 


113,400 
112,000 
0 
110,000 
0 


0 
74,000 
0 


72,000 
108,000 


108,000 
0 


103,500 
102 ,000 
100,800 


100,080 
100 ,000 
70,000 
100 ,000 
75,000 


100 ,000 
0 
0 


27,448,300 


27,448,300 


Under 


Constr. 


120,00 


oo°0c0°0O 


112,000 
0 
110,000 
110,000 
0 


109 ,800 
36 ,000 


j=) 


100 ,000 


100 ,000 


Planned 


ultimate 


121,500 
121,500 
120,000 
120,000 
120,000 


120 ,000 
119,000 
116,920 
115,200 
114,000 


113,400 
112,000 
112,000 
110,000 
110,000 


110,000 
110,000 
109 ,800 
108 ,000 
108,000 


108 ,000 
104,400 
103,500 
102,000 
100,800 


100 ,080 
100 ,000 
100,900 
100 ,000 
100 ,000 


100 ,000 
100 ,000 


100 ,900 


341,605 37,284,925 


8,938,075 12,674,750 


9,279,680 49,959,675 


Ava. annual 
generatton 
ultimate 
million kwh 


790 
558 
660 
350 
330 


298 
330 
300 

84 
650 


o23 
355 
164 
500 
459 


190 
145 
425 
480 
400 


306 
48] 
387 
495 
390 


326 
608 
537 
420 
382 


368 
350 
129 
164,311 


44 ,331 


208 ,642 
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